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NOTICE 


Three new features of the Monthly Catalog are being introduced in this issue and will appear in 
all subsequent issues. The first is a change in the preliminary page structure of the catalog. 
Expanded information is provided on the GPO Sales program, detailed instructions for the 
acquisition of publications, and an explanation of the Depository Library Program accompanied by 
a listing of the Regional Depository Libraries are provided for the benefit of users. 


The second is a change in the formatting of the bibliographic entry. The catalog card format is 
being replaced by a compressed entry in paragraph form. Full bibliographic information will be 
provided as in the previous format. Care has been exercised to ensure proper spacing between 
information elements and not to reduce readability. This modification is being made as one effort to 
minimize the bulkiness of the catalog and to keep costs down. An updated Sample Entry appears in 
the preliminary pages to reflect the new entry structure. 


The final change being introduced is the printing of headers on the pages of the Title Keyword 
Index. Access to the index will be improved considerably with the addition of the “telephone” 
headers. Readers are cautioned that when the quotation mark (“) appears as the first element in the 
left hand column on even-numbered pages, the header will reflect the last entry on the previous 
page. 








Preface 


In response to requests by the library community and the Depository Library Council 
to the Public Printer, the Assistant Public Printer (Superintendent of Documents) in the 
summer of 1974 directed the Library Division to join the Ohio College Library Center’s 
on-line cataloging network, convert to the MARC format, and catalog according to 
Anglo-American cataloging rules (AACR). 

The Monthly Catalog utilizes AACR 2 and Library of Congress main entries. Subjects 
are derived from Library of Congress Subject Headings 9th edition and its supplements. The 


catalog consists of text and five indexes—author, title, subject, series/report number, and 
stock number. 

The Government Printing Office considers the Monthly Catalog to be an evolving 
publication. Its scope and timeliness will continue to be of prime importance. 
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ABBREVIATIONS 


addition. addendum. addenda. 
amendiment. amendments. 
appendix. appendixes. 
book. books. 

chapter. chapters. 
Congress. 

Department. 

document. 

facsimile. facsimiles. 
fiscal year. 

Greenwich hour angle. 
House. 


number. numbers. 

Page. Pages. 

plate. plates. 

portrait. portraits. 

Part. parts. 

report. 

Senate. Senate bill. 

Senate concurrent resolution. 
Senate document. 

Senate executive document. 
Senate executive report. 


Senate joint resolution. 
Senate resolution. 
Senate report. 


House concurrent resolution. 
House document 
House executive document. section, sections. 
House joint resolution. ... . . S@SSION, sessions. 
. House of Representatives. supplement. 
House bill. 
House resolution. 
House report. 
. illustration, illustrations. 
inch, inches. 


volume. volumes. 
versus. 





Common abbreviations for the names of States. months. etc.. are also used. 


LIST OF GOVERNMENT AUTHORS 


The alphabetical list in the preliminary pages locates the catalog sequence of documents issued by a 


specific agency. This list is compiled each month and includes only Government authors of documents 
received and cataloged during that time span. 


INDEXES 


Entries in the Monthly Catalog are indexed for access by author, title, subject, and series/report: 


Author index: An alphabetical list of personal authors, editors, co-authors, corporate authors, and 
conferences. 


Title index: An alphabetical list of titles, series titles, and sub- or alternate titles. 

Subject index: An alphabetical list of subjects derived from Library of Congress Subject Headings. 

Series/report index: An alphabetical list of report numbers and series statements. 

Stock number index: A numerical list of Superintendent of Documents stock numbers. 

Title key word index: An alphabetical list of important words selected from information in the title fields. 

A margin index on the back cover locates the six listings. Cumulative indexes are published semi- 
annually and annually. Titles in all indexes are followed by the text entry number where more detailed 
information is available. 
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GENERAL INFORMATION 


The Superintendent of Documents, U.S. Government Printing Office, Washington, D.C., 20402, is 
authorized by law to sell copies of government publications. The Superintendent of Documents currently 
sells 21,000 titles, which are only a small portion of the publications that have been issued by the Federal 
Government. Not every title that is listed in the Monthly Catalog is sold by GPO. 


The prices of all U.S. Government publications sold by the Superintendent of Documents are 
established by the Public Printer in accordance with Title 44 of the United States Code. Prices are subject to 
change without notice. The prices charged on your order will be those in effect at the time your order is 
processed, with the exception of prices quoted from the GPO order desk. (A telephone quote number will 
be provided at that time which guarantees the price for 90 days.) As it is not feasible to manually correct the 


prices in the publications affected by price changes, the prices charged on your order may differ from those 
printed in the publications and in the Monthly Catalog. 





DISCOUNTS 


A 25 percent price discount is allowed for purchases of 100 or more copies of a single publication that 
are mailed to one address. Bookdealers buying for the purpose of resale will receive the same 25 percent 
discount, regardless of quantity, if the publications are mailed to their place of business. No discount is 
allowed when the publications are mailed to a third party unless the order is for 100 or more copies of a 


single publication. Also no discount is allowed on several periodicals or groups of publications which fall 
into a special pricing category. 


THE GPO PUBLICATIONS REFERENCE FILE 





The GPO Sales Publications Reference File (PRF) is a 48x microfiche catalog of publications sold by 
the Superintendent of Documents. The PRF is issued on a bi-monthly subscription basis and lists all 
publications and subscription services currently for sale by the Superintendent of Documents. Forthcoming 
sales items and items that have been exhausted (out-of-print) for up to two years are also included in the 
PRF. 

Each PRF issue consists of approximately 300 microfiche and is sent to subscribers and depository 
libraries six times a year in January, March, May, July, September, and November. Monthly supplements to 
the PRF, entitled GPO New Sales Publications, consists of one or two microfiche. Each supplement lists all 
new publications added to the active sales inventory during the preceding month. 

The PRF is arranged in three sequences: 

1. By Government Printing Office stock numbers 
2. By Superintendent of Documents classification numbers 


3. By alphabetical arrangement of subjects, titles, agency series and report numbers, key words and 
phrases, and individual authors. 


The PRF may be purchased as a subscription service, or by single issue. 











THE EXHAUSTED GPO PUBLICATIONS REFERENCE FILE 


At the beginning of each year, a number of exhausted (out-of-print) titles are removed from the GPO 
Sales Publications Reference File and merged into a separate index of exhausted titles, called the Exhausted 
GPO Publications Reference File (EPRF). First created in January of 1980, the EPRF contains references 
to more than 25,000 U.S. Government documents formerly sold by the Superintendent of Documents. 

The EPRF provides a ready reference file of historical bibliographic information that will be helpful in 
identifying older publications. Beginning with the 1981 edition, each annual EPRF will cumulate all titles 
exhausted since the basic 1980 edition. Current price and ordering information about the PRF and the 
EPRF may be obtained from the Superintendent of Documents by calling the order desk at (202) 783-3238. 

Copies of exhausted publications listed on the EPRF may be found in regional Federal depository 
library collections. Copies of certain technical publications no longer sold by the Superintendent of 
Documents may usually be obtained by writing to: 


National Technical Information Service 
5285 Port Royal Road 
Springfield, VA 22161 


SUBJECT BIBLIOGRAPHIES AND INDEX 


At present the Superintendent of Documents does not publish a complete hardcopy listing of all titles 
that are for sale. Most of the available titles appear in the more than 250 subject bibliographies that are 
prepared by this Office. The subject bibliographies list publications and subscriptions on a single subject, or 
on a specific field of interest. Each entry is listed by title, GPO stock number, and price. The bibliographies 
also provide a brief description of some of the publications and subscriptions listed, and ordering 
information. The Superintendent of Documents has also prepared a Subject Bibliography Index to assist 
customers in selecting the subject bibliography that most closely relates to their needs. Prices of publications 
listed in the subject bibliographies are subject to change without notice. 


The Subject Bibliography Index and the subject bibliographies are free and may be obtained by writing 
to: 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


GOVERNMENT PERIODICALS AND SUBSCRIPTION SERVICES, PRICE LIST 36 


Government Periodicals and Subscription Services, Price List 36 is a free catalog available upon 
request from the Superintendent of Documents. This catalog lists over 500 subscription services that are 
published by more than 40 Federal agencies and sold by the Superintendent of Documents. Each issue also 
lists the changes in subscription services that have occurred since the last edition of Price List 36 was 
published. These revisions include new subscription services, subscriptions that have been discontinued, 
changes in subscription titles and the latest prices. All changes are listed under “General Information” in the 
preliminary pages. A subscription order form and ordering information are provided on the last two pages. 
Retention information (the number of available back issues retained for single copy sale) is included in the 
text entries of Price List 36 following the single copy price. Price List 36 is revised and issued quarterly 
(Winter, Spring, Summer and Fall). Prices of all subscription services are subject to change without advance 
notice. To obtain a copy of Price List 36, write to: 





Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 





CONSUMER INFORMATION CATALOG 


The Consumer Information Center was established in 1970 by presidential order to increase public 
awareness of consumer information released by Federal agencies. A catalog of consumer publications, 
published four times a year by the Center, lists booklets from nearly 30 agencies of the Federal Government. 
More than half of these publications are free upon request. 

The Consumer Information Center does not maintain a mailing list for individual copies of the 
Consumer Information Catalog. However, the center does maintain a bulk mailing list for educators, 
libraries, consumer and non-profit groups who wish to receive 25 or more copies of the catalog quarterly. A 
Spanish-language edition of the catalog is also available, by individual copy or by bulk. To obtain a copy of 
the catalog or an application to be placed on the bulk list, write to: 





Consumer Information Center 
Pueblo, Colorado 81009 


CONSUMERS GUIDE TO FEDERAL PUBLICATIONS 


The Consumers Guide to Federal Publications is a free pamphlet published by the Superintendent of 
Documents. The guide is designed to assist customers in locating the proper source for publications relating 
to their interests. It gives a general overview of the Document Sales Program and describes the numerous 
services that the Superintendent of Documents offers. The guide also provides ordering information and lists 
some other sources where Federal publications are available. The guide may be obtained by writing to: 





Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


STANDING ORDER SERVICE 


Certain publications or series of publications that are published annually are now available on a standing 
order basis. Customers who wish to use this service must maintain a Superintendent of Documents deposit 
account, or a VISA or MasterCard account. Under the standing order service, customers will be placed on a 
specific standing order list upon request and will receive publications associated with the list as they become 
available. GPO mails these publications to customers and charges their accounts. If funds are not available at 
the time of shipment, the customer is notified that no shipment will be made. Subscription services are not 
offered on a standing order basis. To receive a publication on standing order, customers must submit GPO 
Form 3468, “Authorization for Standing Order Service.” This form and a list of standing order titles are 


available free of charge from the Superintendent of Documents. For more information on standing orders, 
write: 


Department 40 

Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


CONGRESSIONAL PUBLICATIONS 


The following Congressional materials are available from the Superintendent of Documents on a 
subscription basis: House and Senate Hearings, Public Bills, Reports on Public Bills, Private Bills, Reports 
on Private Bills, House and Senate Documents, Private Laws, Public Laws. 

In most cases, single copies of these publications are not sold. Items which are not available for sale, 
may be obtained from the House and Senate Documents Rooms at the U.S. Capitol, Washington, D.C., 
20515 (House) and 20510 (Senate) or from the issuing congressional committee. Sales items, including some 
committee prints, are identified with price and stock number in the individual entries in the Monthly 
Catalog. Prices on sales items are subject to change without notice. Current price information is available 
from the Superintendent of Documents. 


Vill 





FEDERAL DEPOSITORY LIBRARY PROGRAM 


To help fulfill its responsibility to inform the public on the policies and programs of the Federal 
Government, Congress has established the Depository Library Program. Chapter 19 of title 44 of the U.S. 
Code is the authority for the establishment and operation of the depository program. Under this program, 
government publications are made available to designated depository libraries. In order to provide the 
general public with greater access to government publications, these libraries are located in each state and 
congressional district. There are currently over 1,350 depository libraries. Of this number, 49 have been 
designated as regional depositories. The regional libraries assume the responsibility of retaining depository 
material permanently and of providing interlibrary loan and reference service in their regions. They also 
assist selective depository libraries with the disposal of unwanted material. Copies of documents no longer 
available through the GPO Sales Program can usually be found in regional Federal depository library 


collections. See the following page for a list of regional Federal depository libraries. To obtain a complete 
list of the depository libraries, write to: 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 
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HOW TO ORDER PUBLICATIONS 


AVAILABILITY OF PUBLICATIONS 


Unless otherwise indicated, publications listed in this catalog are distributed by the issuing office which 
appears immediately before the publication date in each entry. Publications that are sold by GPO are 
indicated by a “For sale by the Supt. of Docs.” statement in the text entries. The GPO stock number (S/N) 
and the price of the publication at the time the publication was listed in the Monthly Catalog are included in 
the entry under the item number. (See the sample entry on page v.) Entries for publications that are sold by 
the National Technical Information Service include a statement to that effect. Additional information 


necessary for procuring documents appears above or within the text entries. Do not use the Library of 
Congress card number in ordering publications. 


ORDERING DOCUMENTS FROM THE GOVERNMENT PRINTING OFFICE 


A. General Information 


1. 


4. 


Publications that are sold by the Superintendent of Documents may be ordered directly from the 


Office of the Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 
20402. 


. Customers may submit orders for publications (please use GPO stock numbers and titles) on the order 


form found in the front of the catalog. Additional order forms are available from the Superintendent 
of Documents. Clear photocopies of the order form are acceptable. Instructions for ordering 


publications and information concerning an order or inquiry, are provided on the back of the order 
form. 


. The order form may be used to order both publications and subscription services. However, for faster 





service, we request that customers order subscriptions and publications on separate order forms. 
Orders for individual issues of subscriptions should be forwarded separately from orders for 


subscription services. A separate order form for subscriptions is printed in the front of the catalog. 
Minimum amount of remittance is $1.50. 











. Ordering Publications 


. Order publications by GPO stock number whenever possible. The stock number format is 


000-000-00000-0. Include the complete title for each publication requested. 


. If a GPO stock number does not appear in a Monthly Catalog text entry, that means that the 


publication is not sold by the Government Printing Office and cannot be ordered from the 
Superintendent of Documents. 


. Stock number, current price, and information regarding stock status is available from the order desk 


in Washington, D.C. (202-783-3238—a non-FTS commercial number.) 


. Congressional documents and reports that are sold by GPO should be ordered by the stock number 


and title together with the document or report number and the session of Congress, e.g., Y 1.1/7:96-1. 
(House document—96th Congress, Ist session; No. 1.) 


. Please indicate clearly on your order if you want the previous edition of a particular publication, and 


not the newer edition. If you want the latest edition of a publication, indicate this also. 





C. Ordering Subscription Services 


1. Use the latest quarterly edition of Government Periodicals and Subscription Services, Price List 36 or 
the latest available edition of the GPO Publications Reference File when ordering subscriptions. 

2. Always indicate whether the order is for an entire subscription service or for an individual issue. 

3. If you are requesting a specific subscription service for the first time, please indicate that it is a new 
order. If your order is a subscription renewal, return the provided GPO subscription renewal form 
within 30 days of receipt to avoid a break in service. 

. Order by the complete title of each subscription service and by the Sub List ID when possible (e.g., 
BGN for Background Notes on Countries of the World) and by stock number. To expedite the 
processing of your order, include the File Code listed at the end of each subscription entry in 
Government Periodicals and Subscription Services, Price List 36, e.g., File Code 2M. File codes may 
be found adjacent to the Sub List ID in the description field of the PRF. 

. Indicate if you desire the service via special postage rates. You may obtain information on postage 
rates from the order desk (202-783-3238). 

. If you are requesting an individual issue of a subscription service, please provide the complete title, 
volume number, issue number and date if the issue is a dated (regularly issued) periodical. The 
Superintendent of Documents retains the latest six issues of most dated periodicals (the latest two 
issues for most quarterlies) while supplies last. 

. Single copies of some irregularly issued subscriptions are also available for sale. Contact the order 
desk for availability and price information. Records of individual issues of certain irregular 
subscription services are also classified on the PRF. Single issues of basic and supplemental 
subscriptions are not for sale. 

. All subscription services are issued for one year, unless otherwise indicated. On basic and supplemen- 
tal services, customers will receive all material to date. Customers requesting dated periodicals will 
recieve the next scheduled issue of the subscription, with the exception of semiannuals and triannuals, 
in which case the current issue is mailed. customers who order irregular subscription services will 
receive the next scheduled issue. Most irregular subscription services expire one year after they are 
entered on the Mail List File. No back material is issued for irregular subscriptions. Back material is 
furnished for calendar year subscriptions (e.g., Monthly Catalog of U.S. Government Publications, 
Index Medicus, Code of Federal Regulations, National Library of Medicine Audio Visual Catalog) 
regardless of when customers submit their orders during the year. 




















Cancelling a Subscription Service 


1. Those subscriptions issued on a regular basis, and a few which are issued irregularly, may be 
cancelled and a refund made for the unused portion of the subscription. The refund will be prorated 
based on the number of issues already mailed or scheduled for mailing. 

2. There is an $8.00 cancellation charge which will be deducted from the total price of the subscription. 

3. If the subscription costs $8.00 or less, no cancellation fee will be assessed and no refunds will be made. 


Exceptions: 


a) Subscribers who request cancellation of service because the order took longer than six weeks to 
process, or was processed incorrectly, will receive a full refund regardless of the price of the 
subscription. No cancellation fee will be charged. 

b) Subscribers who request cancellation of service because of a price increase, when the order was 
processed at the new higher price without their consent, will be refunded the entire amount 
regardless of the price of the subscription. No cancellation fee will be charged. 

4. Customers who request cancellation of service on special six month introductory subscriptions will 
not be issued refunds or charged a cancellation fee. 


5. No refunds will be made or cancellation fees assessed on basic and supplemental subscription services. 








D. Processing Time 
Publication Orders 


Publication orders for domestic customers are shipped non-priority or by United Parcel Service, 
depending on the zone and weight. Under regular service, domestic publication orders are shipped 
within five to ten working days of receipt. Publications for international customers are shipped surface 
mail within five to ten working days of receipt unless the customer specifies and pays for airmail service. 


Subscription Orders 


Most subscriptions are mailed non-priority unless priority mailing is specified. Allow six weeks 
processing time plus mailing time for subscription services. Airmail service is available to international 
customers for most subscription services. However, on basic and supplemental subscription services, 


only the basic manual and all supplements issued to date are mailed airmail; all subsequent supplemental 
material is sent surface mail. 


. Ordering via Telephone 


1. Customers may place an order by telephone to reduce processing time if the order is to be charged to 


a VISA, MasterCard, or Superintendent of Documents prepaid deposit account. Customers may call 
the order desk in Washington, D.C., at (202) 783-3238, between 8:00 a.m. and 4:30 p.m., Eastern time, 
Monday-Friday, except holidays. 

. Telephone ordering service is also provided by GPO bookstores which carry the more popular 
publications. (Refer to the list on the back cover for the store in your area.) Customers may order 
publications by telephone at any GPO bookstore. If the publication requested is available, the order 
will be processed by the bookstore and the publication will be mailed to the customer. Orders for 
publications that are not available from the bookstore and orders for subscription services will be 
forwarded by the bookstore to the GPO Central Office for processing. 

. When ordering by telephone or through the mail, customers should provide an area code and 
telephone number where they may be reached during the day. 


Telex Service 


Customers with teletype equipment can also charge orders to a deposit account or credit card account 
by dialing the GPO TWX #710 822-9413; ANSWER BACK USGPO WSH. 


. How to Remit 


Checks 


1. All remittances for GPO sales documents should be by check or money order made payable to the 
Superintendent of Documents. Please do not send currency or coin. 
2. With few exceptions, all orders must be accompanied by U.S. dollar remittance. 


VISA/MASTERCARD 





The Superintendent of Documents is accepting orders to be charged to a valid VISA or MasterCard 
account. 


1. Customers who wish to use one of these services should furnish their credit card number and the date 
of expiration. 


2. Orders for subscriptions and/or for publications may be charged to your credit card account. Your 
account will be charged when the item is mailed. 





Deposit Account 


Customers who make frequent purchases from the Superintendent of Documents will find a deposit 
account a convenient method for ordering publications and subscriptions. 


1. A minimum deposit of $50 is required to open a deposit account. Upon receipt of your remittance by 


this Office, you will be assigned a unique deposit account number against which you may place future 
orders. A positive balance must be maintained in your account in order to place future deposit 
account orders. Requests to open a deposit account should be submitted separately and addressed to 
the Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 20402. 
Customers should send all deposits to their accounts separately from orders. 





. For prompt and speedy service when ordering both publications and subscriptions to be charged to 


your prepaid account, please use separate order forms. Forms may be obtained from the Superintend- 
ent of Documents by request. Be sure to include a deposit account number when placing deposit 
account orders. 








. You will receive a monthly statement regarding the status of your deposit account provided there has 


been activity on the account during the previous month. The statement will indicate all charges made 
against the account during the month and the remaining balance. An account with a positive balance 
may be closed upon a customer’s written request. 


. We suggest that deposit account customers maintain a balance sufficient to cover three months’ 


purchases to assure prompt processing of their orders and to avoid the necessity of forwarding 
frequent deposits. 


Invoicing 


Currently, Federal agencies, state and local agencies, and college bookstores may submit orders 
unaccompanied by remittance to the Superintendent of Documents. These customers are invoiced for 
the cost of the products supplied to them. All other customer orders must be prepaid. 


1. 


To facilitate invoice processing, agencies should include a purchase order number on all agency 
purchasing order forms and hav: the forms signed by a purchasing official. They should also include 
a “bill to” address, a “ship to” address and funding data. 


. To avoid duplicate shipments, agencies should not send confirmation copies of their purchase orders. 


They should clearly indicate if payments ate for previously submitted orders and include GPO’s 
invoice number with the payments. 


. Additional Remittance Information for International Customers 


1. 


Customs and international mailing regulations require special handling of all orders that are mailed 
outside of the United States. The Superintendent of Documents charges an additional 25 percent of 
the current domestic selling price of a publication or subscription service to cover the special 
handling charges. We also require that remittance be made in advance of shipment. We request that 
all correspondence with this Office be in English. 


. International customers should remit by International Postal Money Order, by a draft on a United 


States or Canadian bank, (in U.S. dollars) or by UNESCO Coupons. We cannot accept drafts from 
foreign branches of an American bank. Orders received with postage stamps, International Response 
Coupons, or foreign currency are not acceptable and will be returned unprocessed. 


. To guarantee the price of a publication for purchase at a future date, customers may request a pro 


forma invoice. This invoice quotes the title of the publication, its price, and special handling charges. 
It is valid for 90 days from the date of the quote. 


. Unless otherwise specified by the customer, shipments for international orders will be sent surface 


mail. Airmail rates for publications vary according to the weight of the shipment and its destination. 
Airmail rates for individual issues of subscription services remain constant through the term of the 
service. The Superintendent of Documents recommends that international customers request airmail 
service for dated periodical subscription services. Information on airmail rates may be obtained by 
telephone (202-783-3238), telex (TWX #710 822-9413 ANSWER BACK USGPO WSH) or by mail. 








REMINDER: Prices of publications are subject to change without notice and the prices charged on 
your order will be those in effect at the time your order is processed, with the exception of those who 
have requested a pro forma invoice in advance or have obtained a valid price quote. 


COMPLAINTS 
A. Orders for Publications 


. If you have a problem with a publication order, allow four weeks for mailing and processing time if 
the order was sent by mail. Allow three weeks if the order was placed by telephone. 

. Please clearly explain the problem and provide a copy of the order, along with proof of payment. 
Also include a telephone number where you can be reached during business hours. 

. Address all inquires to: 


Chief, Service Section 

Stop: SSOS 

U.S. Government Printing Office 
Washington, D.C. 20402 


NOTE: We do not accept the return of publications for exchange or credit unless an error was made 
in processing your order, or if your order was received in faulty condition. If an adjustment is 
necessary, return your order document or shipping ticket, along with proof of payment (cancelled 
check—front and back, VISA, MasterCard or Superintendent of Documents Deposit Account 
number). All claims must be submitted within six months from the date of your order. DO NOT 
RETURN ANY PUBLICATION UNTIL NOTIFIED TO DO SC. 


B. Orders for Subscriptions 


. Allow a minimum of 6 weeks before inquiring about a subscription service. 
. In your letter of inquiry include the title of the subscription, the subscription symbol (List ID), the 


date of the order, the order number, the subscriber address and proof of payment. Be as specific as 


possible about the problem (e.g., specify missing issues, quantity, whether a new or renewal order, 
etc.) 


. Address all inquiries to: 


Chief, Subscription Research Section 
Stop: SSOM 

U.S. Government Printing Office 
Washington, D.C. 20402 


. Deposit Accounts 


1. Allow 3 weeks before a new deposit account can be activated and before the new account number 
will be sent to the account holder. 


2. If the problem relates to charges made against the account, include a copy of the statement and 
annotate the charges in question. 





3. Address all inquiries to: 


Chief, Deposit Account Section 
Stop: SAOS 

U.S. Government Printing Office 
Washington, D.C. 20402 


Phone numbers for the offices listed above may be found in the directory on the following page. If you 


receive defective publications or you are dissatisfied with the responses from any of these offices, 
address all inquires to: 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


DIRECTORY FOR ORDERING ASSISTANCE 


. Telephone Order and Information Section (order desk) (202) 783-3238 
(general ordering information) 

. Congressional Information Desk ; (202) 275-3030 
(information on Congressional publications) 

. Publication Service Section 
(publication complaints) 

. Subscription Research Section 
(subscription complaints) 

. Deposit Account Section (202) 275-2481 
(complaints regarding charges or deposits) 





(202) 275-3050 


(202) 275-3054 











LIST OF SPECIAL MATERIALS 


Errata sheets, change notices, binders, and other materials not warranting a separate bibliographic description are listed below. The list is 
in Supt. of Docs. classification number order. Each entry in the list includes title, date, Supt. of Docs. item number, stock number, and 


price, as applicable. 
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D 101.20:6-20/ch.1 





D 101.20:6-40/ch.1 





D 101.20:6-42/ch.1 





D 101.20:6-50/ch.1 





Portfolio of American Agriculture. @lItem 80-H. S/N 001-000-04236-0. $10.00. 
Thermal behavior of conifer needle extractives. Forest Sci., Vol. 26, No. 3, 1980, pp. 
347-360. 

Firewood calculator. 

Firewood worth calculator. 1981. 

Coordinating forestry and elk management. Transaction of the 45th North American 
Wildlife and Natural Resources Conference, 1980. 

How to prune trees. 1980. 

How to have healthy trees in parks and campgrounds. 1980. 

Marine mammals of the Western Hemisphere. Nov. 1975. 

Voting information—1980 (Elections). @lItem 310-K. 

Personnel information systems: officer personnel reporting system (RCS: ARNGB-1) 17 
Oct. 1980. @ltem 358 (microfiche). 

Doctor’s Residence, D.C. General Hospital, Washington, D.C. Oct. 1972. @lItem 
320-B-9. 

Doctor’s Residence, D.C. General Hospital. @lItem 320-B-9. 

Doctor’s Residence, D.C. General Hospital. @lItem 320-B-9. 

Doctor’s Residence, D.C. General Hospital. @lItem 320-B-9. 

Doctor’s Residence, D.C. General Hospital. @lItem 320-B-9. 

Doctor’s Residence, D.C. General Hospital. @lItem 320-B-9. 

Doctor’s Residence, D.C. ital. @lItem 320-B-9. 

Doctor’s Residence, D.C. ital. @lItem 320-B-9. 

Doctor’s Residence, D.C. ital. @ltem 320-B-9. 

Doctor’s Residence, D.C. ital. @lItem 320-B-9. 

Doctor’s Residence, D.C. ital. @Item 320-B-9. 

Doctor’s Residence, D.C. ital. @Item 320-B-9. 

Doctor’s Residence, D.C. ital. @Item 320-B-9. 

Doctor’s Residence, D.C. ital. @lItem 320-B-9. 

Doctor’s Residence, D.C. ital. @ltem 320-B-9. 

Doctor’s Residence, D.C. ital. @lItem 320-B-9. 

Doctor’s Residence, D.C. ital. @ltem 320-B-9. 

Claims. 15 Aug. 1981. @lItem 323. 

Financial administration : finance and accounting for installations disbursing operations. 1 
Sept. 1981. @ltem 323. 

Military pay and allowances procedures joint uniform military pay system (JUMPS-Army) 
15 Nov. 1981. @lItem 323. 

Financial administration : general accounting and reporting for finance and accounting 
Offices. 1 Sept. 1981. @Item 323. 

DOD in-house RDTE annual activities report. 1 Sept. 1981. @lItem 323. 

Remission or cancellation of indebtedness enlisted members. 1 Aug. 1981. @lItem 323. 
Appointment of commissioned and warrant officers in the regular Army. 15 Aug. 
1981. @ltem 323. 

Manual of warrant officer military occupational speciclities. 1 Nov. 1981. 

Military personnel asset inventory and information reconciliation. 15 Nov. 1981. @Item 
323. 


Fire support in combined arms operations. 9 January 1980. @ltem 324. 
Field artillery cannon gunnery. 3 April 1981. @ltem 324. 

Field artillery battalion, lance. 29 Dec. 1980. @lItem 324. 

The Field artillery cannon battery. 23 July 1980. @ltem 324. 





D 101.20:6-141-1/CB.1 ........cscccesessseeeeeseees Field artillery target analysis and weapons employment : nonnuclear. 24 Sept. 1980. 
@ltem 324. 

D 101.20:6-161/ch.1 Field artillery radar systems. 10 April 1981. @Item 324. 

D 101.20:7-20/3/ch.1 The infantry battalion (infantry, airborne, air assault, ranger). 28 October 1980. @Item 
324. 

D 101.20:10-68/ch.3 Aircraft refueling. 25 May 1981. @lItem 324. 

D 101.20:10-500/ch.4 Airdrop of supplies and equipment: general information for rigging airdrop platforms. 10 

Oct. 1980. @Item 324. 

Airdrop of supplies and equipment: reference data for airdrop platform loads. 29 December 

1980. @lItem 324. 

D 101.20:10-520/ch.3 Airdrop of supplies and equipment rigging 2%-ton trucks. 21 July 1981. @lItem 324. 

D 101.20:10-534/ch.1 Airdrop of supplies and equipment: rigging air defense artillery gun (Vulcan). 29 Dec. 
1980. @Item 324. 

D 101.20:12-74 B/CM/cHB.1 .......ceereseeeee 74B-card/tape writer. 4 Nov. 1977. @lItem 324. 

D 101.20:12-74 B/CM/ch.2 74B-card/tape writer. 13 Mar. 1978. @lItem 324. 
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D 101.20:17-95/2/CH.2 ......scssesertrenereeeneeeeee Cavalry. 20 April 1981. @lItem 324. 


D 101.20:23-9/ch.2 





D 101.22:27-21/ch.5 





D 101.22:600-8-5/3/CH.2 .......scssseseseereeneees 


D 103.42/8:78-1/errata 


D 114.13:So 4/2/set 4 
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D 301.45/27-3:80-18 
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E 1.2:B 56 





E 1.18:0064/1-2/errata 


E 2.6:C 32 





E 3.41:23 
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GP 3.9:36/memo/981 
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MI6AI rifle and rifle marksmanship. 25 January 1980. @lItem 324. 

Military administrative law handbook. 15 September 1981. @lItem 327-E. 

SIDPERS user manual SIB/SID level procedures reference handbook. 15 Nov. 1981. 
@ltem 327-E. 

Shoreline plant establishment and use of a wave-stilling device: errata to MR 78-1. 7 June 
1978. @ltem 334-A-9. 

The American soldier. @lItem 322-H. S/N 008-020-00760-9. $4.00. 

Climb the advancement ladder: first the crow—then the stars. 

Lump sum—annual installments with SRB, it’s your option. 

People—progress—and a proud heritage. 

Manual of the Medical Department. 25 Nov. 1980. 

Architecture: design manual 1. Oct. 1974. @lItem 418-A. 

Architecture. Apr. 1980. Item 418-A. 

Design manual—architecture. Dec. 1980. @lItem 418-A 

Trackage : civil engineering : design manual 5.6. Oct 1979. @Item 418-A. 

Airborne performance measurement assessment : low altitude tactical formation in two 
operating environments. Interim report for period June 1978—October 1978. (TRACE). 
February 1980. 

Trackage : civil engineering; design manual 5.6 Oct 1979. @lItem 418-A. 

Application of backward chaining to air-to-surface weapons delivery training. Interim 
report for period May 1978—Sept. 1978. (TRACE). February 1980. 

Flight simulator runway visual textural cues for landing. Interim report for period 
November 1976—August 1979. (TRACE) February 1980. 

Recursive forecasting system for person-job match. Final report. (TRACE). February 1980. 
Validity of learning strategies/skills training. Final report. (TRACE). February 1980. 
Field-of-view requirements for aircraft carrier landing training. Final report, (TRACE). 
April 1980. 

Reading grade levels of Air Force civilian personnel. Interim report for period September 
1978—December 1979. (TRACE). May 1980. 

Undergraduate pilot training : instructor pilot behavior and student stress and performance. 
Interim report for June 1979—September 1979. (TRACE). April 1980. 

Pilot stress in a A~10 surface-attack training. Final report. (TRACE). April 1980. 
Microterminal/microfiche system for computer-based instruction. Interim report for period 
July 1978—January 1980. (TRACE). May 1980. 

Psychophysical criteria for visual simulation systems : phase II—experimental investigations 
of display joints and scene inserts. Final report. (TRACE). May 1980. 

U.S. Air Force One/high flight. @lItem 421-E-1. S/N 008-070-00422-4. $1.75 (per 2-part 
set). 

Black contributors to science and energy technology. @lItem 429-A. 

Tennessee Valley Region. 1978. @lItem 429-P. 

High-cost gas produced from tight formations. Notice of proposed rulemaking. June 16, 
1981. 

Energy in transportation. Oct. 21, 1981. @lItem 435-L. 

Regulations governing standing order service. 1980. All libraries. 

Dated periodicals retention list. May 22, 1981. @lItem 554. 

Standing order item list by titles in alphabetical order. Oct. 27, 1981. All libraries. 
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The Rickettsia-like organisms TATLOCK (1943) and HEBA (1959) : Bacteria phenotypi- 
cally distinct from Legionella pneumophila and the WIGA bacterium. (Reprinted by the 
U.S. Dept. of Health and Human Services, Public Health Service from Annals of Internal 
Medicine, Vol. 92, no. 1, January 1980. @ltem 485. 

Grade A pasteurized milk ordinance. 1978 recommendations of the United States Public 
Health Service/Food and Drug Administration. @lItem 478. 

Grade A condensed and dry milk products and condensed and dry whey. Supplement I to 
the Grade A pasteurized milk ordinance. @lItem 478. 

Saccharin : where do we go from here? FDA consumer. Reprinted from April 1978. 
Take two aspirin? An FDA consumer memo. Rockville, Md. @lItem 475-W. 

Food poisoning : the ‘Infamous for’. An FDA consumer memo. Rev. Oct. 1979. @lItem 
475-W. 

Non prescription pain relievers. FDA consumer memo. 1979. @lItem 475-W. 

Nobody wins with an unwanted pregnancy. 1980. 

Nobody wins with an unwanted pregnancy. 1980. 

Nobody wins with an unwanted pregnancy. 1980. 

Conservation and full utilization of water. 1973. @ltem 664-C. 

Conservation and full utilization of water @lItem 664-C. S/N 024-003-00143-1. $.75. 
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HE 20.5118:P 91/Payton 

1 27.7/3:W 29/2/wall chart/975 
1 27.7/3:W 29/2/wall chart/980. 


I 29.20:B 28 





I 29.20:C 81 





1 29.20:D 45/large 





1 29.20:D 45/small 
1 29.20:In 2/2 
1 49.14:F 53 





1 49.14:M 97/pt.1 
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NAS 1.2:Sp 1/43 
NAS 1.43:Ap 4/3 





NAS 1.43:G 13 





NAS 1.43:G 57 





NAS 1.43:Sp 1 





NAS 1.43:Sp 1/2... 
NAS 1.43:Sp 1/3 
NAS 1.43:V 69/3 
NAS 1.43:V 94 
NAS 1.43:V 94/3 
NAS 1.43:V 94/4 
NAS 1.43:V 94/22 


NAS 1.43:V 94/24/Callisto 
NAS 1.43:V 94/24/Europa 
NAS 1.43:V 94/24/Ganymede 


NAS 1.43:V 94/24/Io 


NAS 1.43:V 94/24/Jupiter 
NAS 1.43:V 94/24/Voyager 


NAS 1.43:V 94/31 





NAS 1.43:V 94/37/A 
NAS 1.43:V 94/37/B 
NAS 1.43:V 94/37/C 
NAS 1.43:V 94/37/D 
NAS 1.43:V 94/37/E 
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NS 1.2:M 66/4 





PrEx 1.10/8:M 28/poster 
PrEx 3.10/7:CR 79-10070 
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Clara Barton, 1821-1912. 1981. S/N 024-005-00803-9. $4.75. 

The coral reef. Virgin Islands National Park, Biscayne, Fort Jefferson and Buck Island Reef 
National Monuments. S/N 024-005-0075 1-2. $3.25. 

The desert. 1980. S/N 024-005-00789-0. $4.00. 

The desert. 1980. S/N 024-005-00790-3. $2.50. 

Indiana dunes. 1981. @ltem 646-S. S/N 024-005-0081 1-0. 

Fishes of the U.S. @lItem 611-K. S/N 024-010-00527-1. $7.00. 

Fresh-water mussels of the Upper Mississippi River: part 1 (of 2). @lItem 611-K. 
Pacific salmon S/N 024-010-00580-7. $3.75 (per set of 3). 

Test yourshotgun. 1981. @lItem 611-K. S/N 024-010-00582-3. $2.00 each $22.00 per 100. 
Area wage surveys. Selected Metropolitan areas, 1979. Nov. 1981. @lItem 768-A-1. 
Spacelab mission 1. S/N 033-000-00739-6. $16.00 per 100, $1.75 each. 

Apollo 11 commemorative certificate. .@Item 830-H-6. 

Galileo spacecraft. 1978. @lItem 830-H-6. 

Goldstone deep space communications complex. 1978. @ltem 830-H-6. 

Going to work in space. @lItem 830-H-6. S/N 033-000-00824-4. $7.00 per set of 3. 
Going to work in space. @lItem 830-H-6. S/N 033-000-00824-4. $7.00 per set of 3. 
Going to work in space. @lItem 830-H-6. S/N 033-000-00824-4. $7.00 per set of 3. 
Viking summary. 1977. @lItem 830-H-6. 

Voyager. 

(Voyager Spacecraft). @lItem 830-H-6.. 

(Picture of the earth and moon). Jan. 1978. @lItem 830-H-6. 

Voyager project scientific highlights. July 1979. @lItem 830-H-6. 

Voyager encounters Jupiter, Callisto. @lItem 830-H-6. 

Voyager encounters Jupiter, Europa. @ltem 830-H-6. 

Voyager encounters Jupiter, Ganymede. @lItem 830-H-6. 

Voyager encounters Jupiter, lo. @lItem 830-H-6. 

Voyager encounters Jupiter, Jupiter. @ltem 830-H-6. 

Voyager encounters Jupiter. @lItem 830-H-6. 

Voyager mission highlights. Nov. 1980. @lItem 830-H-6. 

Voyager at Saturn. 1981. S/N 033-000-00831-7. $8.00 per set of 5. 

Voyager at Saturn : the planet. 1981. S/N 033-000-00831-7. $8.00 per set of 5. 
Voyager at Saturn: the rings. 1981. S/N 033-000-00831-7. $8.00 per set of 5. 
Voyager at Saturn : the satellites. 1981. S/N 033-000-00831-7. $8.00 per set of 5. 
Voyager at Saturn : Titan. 1981. S/N 033-000-00831-7. $8.00 per set of 5. 

Federal Credit Union by laws. Transmittal sheet August 8, 1980. @lItem 526. 
Program announcement. National Science Foundation minority research initiation. (1981 ?) 
Mainstreet : community action for disabled Americans. @Item 766-C. 

USSR State Committee for Science and Technology. Nov. 1979. @Item 856-A-4. 
Soviet leadership since Stalin : CPSU Politburo & Secretariat 1952-1979. Feb. 1980. 
@ltem 856-A-4. 


PrEx 3.10/7:CR 80-10320 
PrEx 3.10/7:CR 80-10343 
PrEx 3.10/7:CR 80-11711 
PrEx 3.10/7:CR 80-11910 





Military organizations of the People’s Republic of China. April 1980. @lItem 856-A-4. 
The Chinese Ministry of Foreign Trade. Jan. 1980. @lItem 856-A-4. 

Cuban leadership. Sept. 1980. @lItem 856-A-4. 

Government of the German Democratic Republic. Oct. 1980. @lItem 856-A-4. 
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PrEx 3.10/7:CR 81-10088 
PrEx 3.10/7:CR 81-10089 
PrEx 3.10/7:CR 81-10108 
PrEx 3.10/7:CR 81-10281 
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German Democratic Republic Socialist Unity Party (SED). Oct. 1980. @lItem 856-A-4. 

Government of the Hungarian People’s Republic. Feb. 1981. @lItem 856-A-4 

Hungarian Socialist Workers Party. Feb. 1981. @lItem 856-A-4. 

Government of the Socialist Republic of Romania. April 1981. @lItem 856-A-4. 

Politburo of the Chinese Communist Party Central Committee. January 27, 198 . @lItem 

856-A-4. 

Government of the People’s Republic of Bulgaria. A reference aid. November 1978. 
@ltem 856-A-3. 

Briefing guide. 1/1/81. @lItem 431-C-4. 

Briefing guide. 4/1/79. @lItem 431-C-4. 

Change to Special military operations handbook. 12/30/80. @lItem 431-D-1. 

Program “Krash” theory. Sept. 28, 1979. @lItem 431-B-5 (microfiche). 

CH-1 to GG-515 Rules and regulations for foreign vessels operating in the navigable 

waters of the U.S. @lItem 943. 

National search and rescue manual. July 1973. @lItem 934-A. S/N 050-012-00150-2. 

$1.75. 

CH-6 to National search and rescue manual (COMDTINST M16130.2). @lItem 934-A. 
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New Classification Numbers 


Forest Service. 
Audiovisual material. 
Statistical Reporting Service. 
Small grains, annual summary and crop winter wheat and rye seedings. 
Note.—See for earlier class, A 105.20/6: @ltem no. 122-A-6 (microfiche). 
Economic Analysis Bureau. 
OBERS BEA regional projections. 
International Trade Administration. 
Trade opportunities program, T.O. submission index and frequency profile. 
Army Department. 
Audiovisual materials. 
Engineers Corps. 
Engineer historical studies (series). @lItem 338-B-1. 
Navy Department. 
Audiovisual material. 
Naval Oceanography Command 
NAVAIR (series). 
Air Force Department. 
AFHRL-TP (series). 
Energy Department. 
Annual report on in-house energy management. 
Argonne news (ten times a year). @lItem 429-A-8 
Federal Energy Regulatory Commission. 
Alternate fuels. 
Energy Information Administration. 
Directory of coal production ownership . . . (annual) 
State energy data report. . . 
Education Department. 
Progress of education in the United States of America. . . 
Note.—See for earlier class, HE 19.133: (date). 
National Institutes of Health. 
Schedule of NIH conferences (quarterly). 
National Institute of Dental Research. 
Audiovisual materials. 
National Library of Medicine. 
Audiovisual material. 
National Institute for Occupational Safety and Health. 
Audiovisual materials. 
Mines Bureau. 
Lime plants in the United States in. . . (annual). 
Land Management Bureau. 
Audiovisual materials. 
International Trade Commission. 
History of the tariff schedules of the United States annotated. 
National Institute of Justice. 
Directory of criminal justice information sources. 
Norte.—See, for earlier class, J 26.2 In3/date. 
Bureau of Labor Statistics. 
Area of Wage Survey Summaries by States. 
National Aeronautics and Space Administration. 
Audiovisual material. 
Small Business Administration. 
Selected abstracts of completed research studies. 
National Air and Space Museum. 








SI 9.11:CT Audiovisual materials. 
Federal Highway Administration. 
TD 2.30/9:nos 7a FHWA-CA (series). 
ila ee EO Port FHWA-CA-TL(series). 
Veterans Administration. 
VA 1.16/2:CT Audiovisual materials. 
VA 1.57:nos. es és W Series. @lItem 989-J. 
National Commission for Employment Policy. 
Y 3.Em 7/3:10/nos : Reports. 
Federal Labor Relations Authority. 
Y 3.F 31/21-3:8 CT Handbooks, Manuals, Guides. 
U.S. Capitol Historical Society. 
Y 3.H 62/2:10 CT Posters 
Office of the Federal Inspector, Alaska Natural Gas Transportation System. 
Y 3.In 8/27:CT General Publications. 
International Joint Commission. 
Y 3.In 8/28:CT Reports and Publications. 
Nuclear Regulatory Commission. 
Y 3.N 88:39/nos Translation Series. 














Corrections for Previous Monthly Catalogs 


July 1980. Entry 80-15693, CIA/firearms: hearing . . . Change class to Y 4.In 8/18:C 33/3. 

Oct. 1980. Corrections for Previous Monthly Catalogs, p.XI. Last entry May 1980, Entry 80-11099, GSA’s method of procuring 
contracts. . . Change class from Y 4.G 74/9:G 28/2/979 to Y 4.G 74/9:G 28/4. 

June 1981. Entry 81-6298 is a duplicate of above entry 81-6297. 

July 1981. Entry 81-7192, Safety evaluation report related to the operation of San. . . Change class to Y 3.N 88:10/0712/2/supp.2. 

——Entry 81-7225, Research Frontiers in Aging and Cancer . . . Change class to Y 4.Ag 4/2:R 31/13. 

Aug. 1981. Entry 81-10266, Evaluation of traffic operations, safety, and positive guidance projects. . . At bottom of page change OCLC 
no. 77482196 to OCLC 07894560. 

——Entry 8i-10394, Impacts of applied genetics. . . Change @lItem 1071-Mto @lItem 1070-M. 

——Entry 81-10403, Elder abuse: (an examination of a hidden problem). . . Change S/N 052-070-05569-8-3 to S/N 052-070-05569-3 
and $4.50 to $5.00. 

——Entry 81-10404, Retirement, the broken promise. . . This publication is for sale by the Supt. of Docs. U.S. GPO. Add stock number 
S/N 052-070-05545-6, price $5.00 and change @Item 1009 to @Item 1009-B. 

——Entry 81-10407 is a duplicate of entry 81-7239 listed correctly in July 1981 Monthly Catalog. 

——Entry 81-10424 is a duplicate of entry 81-7251 listed correctly in July 1981 Monthly Catalog. 

——Entry 81-10447, Compilation of selected acts within the jurisdiction of the Committee on Energy and Commerce. To this entry add 
the following heading ENERGY AND COMMERCE, Committee on, House, Washington, DC 20515. 

Sept. 1981. Entry 81-10521 is a duplicate of entry 81-10519 listed correctly in same catalog. 

——Entry 81-10538, 1978 census of agriculture, preliminary report, San Jacinto County . . . Change class to C 3.31/7:AC 78-P-48-407. 

——Entry 81-10583, Popstan: a case study for the 1980 censuses of population and housing . . . Change class to C 3.205/3:TR-4 A, C 
3.205/3:TR-4 B, C 3.205/3:TR-4 C, C 3.205/3:TR-4 D, C 3.205/3:TR-4 E, C 3.205/3:TR-4 G. 

——Entry 81-10665, Power pooling in the southeast region . . . Change stock number of S/N 061-002-00071-5. 

——Entry 81-10681, Compliance problems of small utility systems . . . Change class to E 4.11:0045/v.1-2. 


——Entry 81-10915, Health planning and regulation . . . To this entry add the following heading HEALTH PLANNING BUREAU, 
Health and Human Services, Hyattsville, MD 20782. 


——Entry 81-10939, Ten years of short-stay hospital utilization . . . To this entry add @Item no. 512-A-12. 

——Entry 81-11014, Peanuts: report to the President on investigation No. 22-42 . . . Above this entry, add the following heading: 
UNITED STATES INTERNATIONAL TRADE COMMISSION, Washington, DC 20436. 

——Entry 81-11017, The Public Defender Service of the District of Columbia. . . Change stock number to S/N 027-000-01036-9. 

——Entry 81-11021, Report of the President on U.S. Competitiveness . . . Change stock number to S/N 029-000-00409-9. 

——Entry 81-11131, U.S. export competitiveness: a review and evaluation . . . Change class to PrEx 3.10/7:ER 81-10044. 

——Entry 81-11367, Department of Defense appropriations for 1982: hearings . . . Change class to Y 4.Ap 6/1:D 36/5/982/special. 


——Entry 81-11443, Computer-based unified management information system . . . Change class to Y 4.G 74/7:F 22/3 and heading 
GOVERNMENT OPERATIONS, Committee on, House, Washington, DC 20515. 








List of Government Authors 


ACTION, Washington, DC 20525 
Administrative Office of United States Courts, Washington, DC 20544 
Advisory Commission on Intergovernmental Regulations, Washington, DC 20575 
Agriculture Department, Washington, DC 20250 
Air Force Department, Washington, DC 20330 
Air Quality Planning and Standards Office, Washington, DC 20460 
Air Traffic Service, Washington, DC 20553 
Army Air Mobility Research and Development Laboratory, Fort Eustis, VA 23604 
Army Department, Washington, DC 20310 
Assistant Public Printer (Superintendent of Documents) Government Printing Office, Washington, DC 
20402 

Board for International Broadcasting, Washington, DC 20005 
Census Bureau, Suitland, MD 20233 
Civil Aeronautics Board, Washington, DC 20428 
Civil Rights Commission, Washington, DC 20425 
Civil Service Commission, Washington, DC 20415 
Coast Guard, Washington, DC 20590 
Commodity Futures Trading Commission, Washington DC 20581 
Community Services Administration, Washington, DC 20506 
CONGRESS 

Economic, Joint Committee, Washington, DC 20510 

Taxation, Joint Committee on, Washington, DC 20515 

House of Representatives, Washington, DC 20515 

Journal of the House of Representatives 
House Documents : 

































































House Reports 





Aging, Select Committee on, House, Washington, DC 20515 
Agriculture, Committee on, House, Washington, DC 20515 
Armed Services, Committee on, House, Washington, DC 20515 
Budget, Committee on the, House, Washington, DC 20515 
District of Columbia, Committee on the, House, Washington, DC 20515 
Education and Labor, Committee on, House, Washington, DC 20515 
Energy and Commerce, Committee on, House, Washington, DC 20515 
Foreign Affairs, Committee on, House, Washington, DC 20515 
Government Operations, Committee on, House, Washington, DC 20515 
Interior and Insular Affairs, Committee on, House, Washington, DC 20515 
Judiciary, Committee on the, Washington, DC 20515 
Merchant Marine and Fisheries, Committee on, House, Washington, DC 20515 
Narcotics Abuse and Control, Select Committee on, House, Washington, DC 20515 
Post Office and Civil Service, Committee on, House, Washington, DC 20515 
Public Works and Transportation, Committee on, House, Washington, DC 20515 
Rules, Committee on, House, Washington, DC 20515. 
Science and Technology, Committee on, House, Washington, DC 20515 
Small Business, Committee on, House, Washington, DC 20515 
Standards of Official Conduct, Committee on, House, Washington, DC 20515 
Veterans’ Affairs, Committee on, House, Washington, DC 20515 
Ways and Means, Committee on, House, Washington, DC 20515 
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Senate documents 
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Aging, Special Committee on, Senate, Washington, DC 20510 Y 4.Ag 4:C 86/2 
Agriculture, Nutrition, and Forestry, Committee on, Senate, Washington, DC 20510 Y 4.Ag 8/3:En 2/3 
Appropriations, Committee on, Senate, Washington, DC 20510. Y 4.Ap 6/2:B 85/5/982 
Armed Services, Committee on, Senate, Washington, DC 20510 Y 4.Ar 5/3:H 13 
Banking, Housing and Urban Affairs, Committee on, Senate, Washington, DC 20510 Y 4.B 22/3:97-15/pt.1-2 
Commerce, Science, and Transportation, Committee on, Senate, Washington, DC 20510 Y 4.C 73/7:97-38 
Energy and Natural Resources, Committee on, Senate, Washington, DC 20510 Y 4.En 2:97-30 
Environment and Public Works, Committee on, Senate, Washington, DC 20510 Y 4.P 96/10: 97-H 9 
Finance, Committee on, Senate, Washington, DC 20510 Y 4.F 49:D 35/9/981-2 
Foreign Relations, Committee on, Senate, Washington, DC 20510 Y 4.F 76/2:Ar 5/25 
Governmental Affairs, Committee on, Senate, Washington, DC 20510 Y 4.G 74/9:G 74/6 
Intelligence, Select Committee on, Senate, Washington, DC 20510 Y 4.In 8/19:F 76/2 
Judiciary, Committee on the, Senate, Washington, DC 20510 Y 4.J 89/2:Im 7/3 
Labor and Human Resources, Committee on, Senate, Washington, DC 20510 Y 4.L 11/4:C 16/2 
Rules and Administration, Committee on, Senate, Washington, DC 20510 Y 4.R 86/2:Sa 9 

Small Business, Select Committee on, Senate, Washington, DC 20510 Y 4.Sm 1/2:Sw 1 









































Congressional Budget Office, Washington, DC 20515 





Copyright Office, Washington, DC 20559 





Court of Claims,, Washington, DC 20005 





Defense Department, Washington, DC 20301 





Drug Enforcement Administration, Washington, DC 20537 





Economic Analysis Bureau, Washington, DC 20230 





Economic Regulatory Administration, Washington, DC 20545 





Economic and Statistics Service, Washington, DC 20250. 





Education Department, Washington, DC 20202 





Education Office, Washington, DC 20202 





Employment and Training Administration, Washington, DC 20210 





Energy Department, Washington, DC 20585 . 





Energy Information Administration, Washington, DC 20545 . 
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Environmental Data and Information Service, Washington, DC 20235 





Environmental Protection Agency, Washington, DC 20460 





Equal Employment Opportunity Commission, Washington, DC 20506 





Executive Office of the President, Washington, DC 20500 





Federal Aviation Administration, Washington, DC 20553 





Federal Communications Commission, Washington, DC 20554 
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Federal Energy Regulation Commission, Washington, DC 20545 





Federal Highway Administration, Washington, DC 20590 





Federal Insurance Administration, Washington, DC 20472 





Federal Judicial Center, Washington, DC 20005 





Federal Power Commission, Washington, DC 20426 





Federal Railroad Administration, Washington, DC 20590 





Federal Register Office, Washington, DC 20408 





Fish and Wildlife Service, Washington, DC 20240 





Food and Drug Administration, Rockville, MD 20857 





Forest Service, Washington, DC 20250 





General Accounting Office, Washington, DC 20548 





General Services Administration, Washington, DC 20405 





Geological Survey, Reston, VA 22092 





Health and Human Services Department, Washington, DC 20201 





Health Care Financing Administration, Washington, DC 20201 
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Housing and Urban Development Department, Washington, DC 20410 
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Indian Claims Commission, Washington, DC 20006 
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National Advisory Committee on Oceans and Atmosphere, Washington, DC 20230 
National Aeronautics and Space Administration, Washington, DC 20546 

National Archives and Records Service, Washington, DC 20408 
National Bureau of Standards, Washington, DC 20234 
National Cancer Institute, Bethesda, MD 20014 
National Center for Education Statistics, Hyattsville, MD 20782 
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AGRICULTURE DEPARTMENT 
Washington, DC 20250 


82-1 
A 1,9:2270/2 
Frederiksen, K. R. 

Rearing lambs on milk replacer diets / prepared by Agri- 
cultural Research Service.— Slightly rev. May 1981.— 
(Washington, D.C.?] : U.S. Dept. of Agriculture, 1981. 22 p. 
: ill. ; 22 cm. — (Farmers’ bulletin ; no. 2270) Authors: K.R. 
Frederiksen, R.M. Jordan, and C.E. Terrill. “Issued May 
1980”—T.p. verso. Bibliography: p. 22. Earlier edition 
available for sale from the Supt. of Docs., U.S. G.P.O. Stock 
number 001-000-04156-8, price $1.75. @Item9 1. Lambs — 
United States— Feeding and feeds. 2. Milk, Dried. I. 
Jordan, Robert Manseau, 1920- II. Terrill, Clair Elman, 
1910- III. United States. Dept. of Agriculture. IV. United 
States. Agricultural Research Service. V. Title. VI. Series: 
Farmers’ bulletin (United States. Dept. of Agriculture) ; no. 
2270. OCLC 07930547 


82-2 
A 1,34:655 

Cattle : final estimates for 1976-79. — Washington, D.C. : U.S. 
Dept. of Agriculture, Economics and Statistics Service, Crop 
Reporting Board, [1981]. 43 p. ; 28 cm. — (Statistical bulle- 
tin ; no. 655) “January 1981”—P. 2. 1. Cattle — United 
States — Statistics. I. United States. Crop Reporting Board. 
II. Series: Statistical bulletin (United States. Dept. of Agricul- 
ture) ; no. 655. 81-602155 OCLC 07871671 


82-3 
A 1,34:661 
Economic indicators of the farm sector : state income and 
balance sheet statistics, 1979.— Washington, D.C. : U.S. 
Dept. of Agriculture, Economics and Statistics Service, 1981. 
v, 194 p. ; 28 cm.— (Statistical bulletin ; no. 661) Cover 
title. Chiefly tables. “March 1981”—P. i. @lItem n-us--- 
1. Economic indicators — United States — Statistics. 2. Farm 
income — United States — Statistics. I. United States. Dept. 
of Agriculture. Farm Sector Analysis Section. II. Series: 
Statistical bulletin (United States. Dept. of Agriculture) ; no. 
661. 81-602087 OCLC 07938639 


82-4 
A 1,36:1646 
Nelson, Paul Edwin, 1921- 

Analysis of the impact of food stamp redemptions on food 
stores and regions : fiscal year 1978 / Paul E. Nelson. — 
(Washington, D.C.] : U.S. Dept. of Agriculture, Economics 
and Statistics Service, [1981]. iv, 53 p. ; 28 cm.— (Techni- 
cal bulletin ; no. 1646) Cover title. “April 1981”—P. i. 
Bibliography: p. 24. 1. Food stamp program — United 
States. 2. Food industry and trade— United States. 3. 
Chain stores — United States. 4. tFood stamp programs — 
United States. I. United States. Dept. of Agriculture. Eco- 
nomics and Statistics Service. II. Title. III. Series: Techni- 
cal bulletin (United States. Dept. of Agriculture) ; no. 1646. 
81-601248 OCLC 07708187 


82-5 
A 1.38:1383 

Hydrologic data for experimental agricultural watersheds in the 
United States / prepared by Science and Education Adminis- 
tration. Washington, D.C. : U.S. Dept. of Agriculture : For 
sale by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 v. : ill., map ; 27 
cm. (Miscellaneous publication ; no. 1383) $12.00 Began 
with 1956/59. 1971. Description based on: 1971. Vols. for 
1956/59-68 issued by the Agricultural Research Srvice, 
United States Dept. of Agriculture; 1969- by the Science and 
Education Administration, Dept. of Agriculture. @lItem 13- 
A_ S/N 001-000-04209-2 ISSN 0503-5139 Main series: Mis- 
cellaneous publication (United States. Dept. of Agriculture) 
1. Hydrology — United States — Statistics — Periodicals. 2. 
Watersheds — United States — Statistics — Periodicals. I. 
United States. Science and Education Administration. II. 
United States. Agricultural Research Service. III. United 
States. Dept. of Agriculture. IV. Series: Miscellaneous publi- 
cation (United States. Dept. of Agriculture) ; no. 1383. 
$21.A46 subser 80-644564 //r81 [GB705] 630s [551.48/ 
0973] OCLC 05368663 


82-6 
A 1,75:448 
DeBraal, J. Peter. 

Foreign ownership of U.S. agricultural land, February 1, 
1979, through December 31, 1980 / J. Peter DeBraal, T. 
Alexander Majchrowicz. —[Washington, D.C.) : U.S. Dept. 
of Agriculture, Economics and Statistics Service, 1981. ix, 
62 p. : 1 form, 2 maps ; 28 cm.— (Agriculture information 
bulletin ; no. 448) Cover title. “July 1981."—P. i. In- 
cludes bibliographical references. 1. Farms — United 
States — Foreign ownership. I. Majchrowicz, T. Alexander. 
II. United States. Dept. of Agriculture. Economics and Statis- 
tics Service. III. Title. IV. Series. 81-602742 OCLC 
07843477 
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82-7 
A 1,76:552 

The Yellowjackets of America north of Mexico. — [Washing- 
ton, D.C.?] : U.S. Dept. of Agriculture, Science and Educa- 
tion Administration : For sale by the Supt. of Docs., U.S. 
G.P.O., [1981] [i], 102 p. : ill., maps ; 26 cm. — (Agriculture 
handbook ; no. 552) “Issued June 1981”—P. [i] Bibliogra- 
phy: p. 94-99. @Item 3 S/N 001-000-04238-6 @ GPO 
$4.50 1. Wasps— United States. 2. Wasps— Canada I. 
United States. Science and Education Administration. II. 
Series: Agriculture handbook (United States. Dept. of Agri- 
culture) ; no. 552. 81-603257 OCLC 07868460 


82-8 
A 1.76:574 

Handbook of agricultural charts / United States Department of 
Agriculture. Washington, D.C. : The Dept. : For sale by the 
Supt of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, DC 20402  v. : Il. 23-28 cm. (Agri- 
culture handbook ; no. 574) Annual $5.00 Began with 
1963. 1980. Description based on: 1980. @Item 3 S/N 
001-000-04200-9 ISSN 0501-9060 Main series: Agriculture 
handbook (United States. Dept. of Agriculture) Has supple- 
ment: Handbook of agricultural charts. Enlargements Con- 
tinues: Agricultural outlook chartbook 1. Agriculture — 
United States — Charts, diagrams, etc. — Periodicals. 2. Ag- 
riculture — United States — Statistics — Periodicals. I. 
United States. Dept. of Agriculture. II. Series: Agriculture 
handbook (United States. Dept. of Agriculture) ; no. 574. 
$21.A37 subser 64-062697 //r782 630 s [338.1/0973] 
OCLC 02484189 


82-9 
A 1,76:574/supp. 

Handbook of agricultura! charts. Enlargements / [prepared by 
the Economics and Statistics Service, USDA]. [Washington, 
D.C.] : U.S. Dept. of Agriculture : [Supt. of Docs., U.S. 
G.P.O., distributor, Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 v.: ill. ; 26-28 cm. Annual $8.00 
Began with 1978. Title from cover . 1980. Description 
based on: 1980. Vols. for 1978-79 issued by the Economics, 
Statistics, and Cooperatives Service; 1980- by the Economics 
and Statistics Service. Vols. for 1978-79 published by the 
Dept. of Agriculture, Science and Education Administration. 
@lItem 3 S/N 001-000-04203-3 Supplement to: Handbook 
of agricultural charts ISSN 0501-9060 1. Agriculture — 
United States— Charts, diagrams, etc. — Periodicals. I. 
United States. Dept. of Agriculture. Economics and Statistics 
Service. II. United States. Dept. of Agriculture. Economics, 
Statistics, and Cooperatives Service. III. United States. Sci- 
ence and Education Administration. OCLC 05924928 


82-10 
A 1,76:588 
United States. Soil Conservation Service. 

Statutory authorities for the activities of the Soil Conserva- 
tion Service / United States Department of Agriculture, Soil 
Conservation Service. —[Washington, D.C.?] : The Service, 
1981. vi, 126 p. ; 22 cm. — (Agriculture handbook ; no. 588) 
“Compiled under the direction of the Office of the General 
Counsel.” “Issued August 1981.” 1. United States. Soil 
Conservation Service. 2. Soil conservation — Law and legis- 
lation — United States. I. United States. Dept. of Agricul- 
ture. Office of the General Counsel. II. Title. III. Series: 
Agriculture handbook (United States. Dept. of Agriculture) ; 
no. 588. 81-603169 OCLC 07939326 
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82-11 


A 1,76:592 


Handbook of agricultural charts / United States Department of 


Agriculture. Washington, D.C. : The Dept. : For sale by the 
Supt of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, DC 20402 v. : ill. 23-28 cm. (Agri- 
culture handbook ; no. 592) Annual $5.00 Began with 
1963. 1981. Description based on: 1980. @lItem 3 S/N 
001-000-04260-2 ISSN 0501-9060 Main series: Agriculture 
handbook (United States. Dept. of Agriculture) Has supple- 
ment: Handbook of agricultural charts. Enlargements Con- 
tinues: Agricultural outlook chartbook 1. Agriculture — 
United States — Charts, diagrams, etc. — Periodicals. 2. Ag- 
riculture — United States — Statistics — Periodicals. I. 
United States. Dept. of Agriculture. II. Series: Agriculture 
handbook (United States. Dept. of Agriculture) ; no. 592. 
$21.A37 subser 64-062697 //r782 630 s [338.1/0973] 
OCLC 02484189 


82-12 


A 1,76:592/supp. 


Handbook of agricultural charts. Enlargements / [prepared by 


the Economics and Statistics Service, USDA]. [Washington, 
D.C.] : U.S. Dept. of Agriculture, U.S. Dept. of Agricul- 
ture, Washington, D.C. 20250 v. : ill. ; 26-28 cm. Annual 
Began with 1978. Title from cover . 1981. Description 
based on: 1980. Vols. for 1978-79 issued by the Economics, 
Statistics, and Cooperatives Service; 1980 by the Economics 
and Statistics Service. Vols. for 1978-79 published by the 
Dept. of Agriculture, Science and Education Administration. 
@ltem 3 Supplement to: Handbook of agricultural charts 
ISSN 0501-9060 1. Agriculture — United States — Charts, 
diagrams, etc. — Periodicals. I. United States. Dept. of Agri- 
culture. Economics and Statistics Service. II. United States. 
Dept. of Agriculture. Economics, Statistics, and Cooperatives 
Service. III. United States. Science and Education Adminis- 
tration. OCLC 05924928 


82-13 


A 1,107:472 


Miller, Thomas A. (Thomas Alan), 1937- 


Economies of size in U.S. field crop farming / by Thomas 
A. Miller, Gordon E. Rodewald, and Robert G. McElroy. — 
(Washington, D.C.] : U.S. Dept. of Agriculture, Economics 
and Statistics Service, 1981. iii, 38 p. : ill., 1 map ; 28 cm. — 
(Agricultural economic report ; no. 472) Cover title. “July 
1981”—P. [i]. Bibliography: p. 26-27. @Item 42-C 1. 
Farm income — United States. 2. Farms, Size of — United 
States. I. Rodewald, Gordon E. II. McElroy, R. G. III. 
United States. Dept. of Agriculture. Statistics Service. IV. 
Title. V. Series. 81-603158 OCLC 07729158 


82-14 


A 1,130:F 22 


The Protection of farmland : a reference guidebook for state 


and local governments / Robert E. Coughlin ... [et. al.].— 
Washington, D.C. (722 Jackson Place, N.W., Washington, 
D.C. 20006) : National Agricultural Lands Study ; Washing- 





ton, D.C. : For sale by the Supt. of Docs., U.S. G.P.O., 1981. 
284 p. : ill, maps ; 28 cm. “A report to the National Agri- 
cultural Lands Study from the Regional Science Research 
Institute.” “Participating agencies: Council on Environmen- 
tal Quality ...” Includes bibliographical references. @Item 
13-H-1 S/N 041-011-00067-0 @ GPO $8.50 1. Farms — 
Economic aspects— United States. 2. Agriculture — Eco- 
nomic aspects — United States. 3. Land use, Rural — Eco- 
nomic aspects — United States. I. Coughlin, Robert E. II. 
National Agricultural Lands Study (U.S.) III. Council on 
Environmental Quality (U.S.) IV. Regional Science Re- 
search Institute. 81-602894 OCLC 07669771 


Government Publications — January 1982 


82-17 


A 13.28:C 39/981 


United States. Forest Service. Southern Region. 


Appalachian Trail, Chattahoochee National Forest, Geor- 
gia. Repr. in 1981. — Scale [1:126,720]. 1/2 in. to 1 mile. 
[Atlanta, Ga.?] : U.S. Dept. of Agriculture, Forest Service, 
Southern Region, 1981. 1 map : col. ; 23 x 62 cm. folded to 
23 x 11 cm. Relief shown by contours, hachures, and spot 
heights. Printed on plastic coated paper. Originally issued 
in 1971. Oriented with north toward the upper right. Text 
and ill. on verso. @Item 80-G 1. Appalachian Trail — 
Maps. 2. Chattahoochee National Forest (Ga.)— Maps. I. 
Title. OCLC 07932424 


82-15 
82-18 
A 1,130:F 22/sum. A 13.28:C 48/2 
United States. Forest Service. Southwestern Region. 

Cibola National Forest (Mount Taylor Ranger District) / 
U.S. Department of Agriculture, Forest Service. Rev. 1975. 
— Scale [1:126,720]. 1/2 in. to 1 mile ; Polyconic proj. (W 
108°37°30”"—W 107°15’00”/N 35°30’00”—N 35°00°00”). Albu- 
querque, N.M. : The Region, 1980. 1 map : both sides, col. ; 
50 x 105 cm. on sheet 62 x 81 cm. folded to 21 x 11 cm. 
“Forest Service map class A.” Relief shown by hachures 
and spot heights. Panel title: Cibola National Forest, New 
Mexico. “Compiled and drafted at Regional Office, Albu- 
querque, New Mexico, 1967 from U.S. Forest Service Plani- 
metric maps.” “New Mexico Principal Meridian.” Con- 
tents: Mount Taylor — Zuni Mountains. Includes text, key 
map, “Vicinity map and U.S.G.S. map index,” index, and ill. 
On verso: text, “Vicinity map and U.S.G.S. index key map,” 
index, and ill. @lItem 80-G 1. Cibola National Forest 
(N.M.)— Maps. 2. Outdoor recreation—-New Mexico — 
Cibola National Forest— Maps. I. United States. Forest 
Service. II. Title. III. Title: Cibola National Forest, New 
Mexico. OCLC 07913206 


Coughlin, Robert E. 

The protection of farmland : a reference guidebook for 
state and local governments : executive summary / Robert E. 
Coughlin and John C. Keene, senior authors and editors, and 
J. Dixon Esseks, William Toner, and Lisa Rosenberger, au- 
thors. —[Washington, D.C. : National Agricultural Lands 
Study] : For sale by the Supt. of Docs., U.S. G.P.O., 1980. 
39 p. : ill, 3 maps ; 28 cm. On cover: National Agricultural 
Lands Study, Executive summary, the protection of farmland. 
“A report to the National Agricultural Lands Study from the 
Regional Science Research Institute .” “Participating agen- 
cies : Council on Environmental Quality ... “—P. 4 of cover. 
“December 1980.” Bibliography: p. 39. @Item 13-H-1 S/ 
N 041-011-00055-6 @ GPO $2.75 1. Agriculture and state. 
2. Land use, Rural— United States. 3. Farms — United 
States. I. Keene, John C. II. Esseks, J. Dixon. III. Toner, 
William J. IV. Rosenberger, Lisa. V. National Agricultural 
Lands Study (U.S.) VI. Regional Science Research Institute. 
VII. Council on Environmental Quality (U.S.) VIII. Title. 
OCLC 07473460 


82-19 
FOREST SERVICE A 13.28:H 52/2/981 
Agriculture Dept. bees 4 — "ae prec 22" reo Sw 
ashin iawatha Nation: ores compi at the Regio 
Wi gton, DC 20250 Office, Milwaukee ; U.S. Department of Agriculture, Forest 
82-16 Service. Limited rev. 1981. — Scale [1:253,440]. 1/4 in. to 1 
A 13.28:B 76/981 — mile ; Polyconic proj. (W 87°10—W 84°20/N 46°30—N 
ee ms word eenati a 45°40). Milwaukee, Wis. : The Service, 1981. 2 maps on 1 
Bridger-Teton National Forest, Kemmerer, Greys River or ene tactah atx Gia | Py ty . bathe dan Ag 
ry he ay Danger bs aot bc wares SNe nd Includes recreational sites index, “National Forests in the 
‘oil 6 720 oR yom 7 rs hoa = 7 ier . Great Lakes area,” and col. ill. On verso: text and col. ill. 
pong kein Ge Pcp i fede ie: @ltem 80-G 1. Hiawatha National Forest (Mich.) — Maps. 
7. , : : ° ’ . I. Title. OCLC 07881460 
col. ; 128 x 72 cm. Relief shown by hachures and spot 
heights. “Compiled at Regional Office, Ogden, Utah, 1966, 82-20 
from U.S. Forest Service Planimetric maps, U.S. Geological 
Survey quadrangles, and U.S. Army Map Service Topo- 
graphic maps.” “National Forest name changed and map 
reprinted, 1974.” “Sixth Principal meridian.” Includes key 
map and source diagram. @lItem 80-G 1. Bridger National 
Forest (Wyo.) — Maps. I. United States. Forest Service. In- 
termountain Region. II. Title. OCLC 07932274 


A 13.28:R 63/3 
United States. Forest Service. 

The wild and scenic Rogue River / compiled by the U.S. 
Forest Service and Bureau of Land Management. Scale [ca. 
1:63,360]. Portland, Or. : The Service, 1979. 1 map : both 
sides, col. ; 116 x 156 cm. on sheet 58 x 88 cm. folded to 20 x 
11 cm. Relief shown by hachures and spot heights. Con- 
tents: Lower wild section — Upper wild section. Includes 
text, index, and ill. On verso: text, index, location map, and 
ill. @Item 80-G 1. Rogue River (Or.)— Maps. 2. Out- 
door _ recreation — Oregon— Rogue River— Maps. I. 
United States. Bureau of Land Management. II. Title. 
OCLC 07913159 
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Forest Service — Agriculture Dept. 


82-21 
A 13.28:Su 6 
United States. Forest Service. 

Sumter National Forest (Andrew Pickens Ranger District), 
South Carolina / U.S. Department of Agriculture, Forest 
Service. Scale [1:126,720]. 1/2 in. to 1 mile ; Polyconic proj. 
(W 83°22’30”"—W 82°52’30"/N 35°05’00”—N 34°40’00”). At- 
lanta, Ga. : The Service, 1981. 1 map: col. ; 38 x 37 cm. 
folded to 23 x 1l cm. “Forest Service map.” Relief shown 
by hachures and spot heights. “Compiled at the Regional 
Office, Atlanta, Georgia...Drafted at the U.S. Forest Service 
Geometronics Service Center.” “Land status current as of 
March 1981.” Includes “Index to Geological Survey topo- 
graphic maps,” recreation index, key map, and col. ill. On 
verso: text and col. ill. @lItem 80-G 1. Outdoor recrea- 
tion — South Carolina — Sumter National Forest — Maps. 2. 
Sumter National Forest (S.C.)— Maps. I. United States. 
Forest Service. Southern Region. II. Geometronics Service 
Center (U.S.) III. Title. OCLC 07935475 


82-22 
A 13.28:T 57/6 
United States. Forest Service. Intermountain Region. 

Toiyabe National Forest, Central Nevada Division / U.S. 
Department of Agriculture, Forest Service, Intermountain 
Region. Scale [1:253,440]. 1/4 in. to 1 mile ; (W 118°00’°—W 
116°20°/N 39°30’—N 38°00’). Ogden, Utah : The Region, 
1974. 1 map : both sides, col. ; 63 x 53 cm. on sheet 85 x 56 
cm. folded to 24 x 10 cm. “Forest Service map class C.” 
Relief shown by hachures and spot heights. Variant title: 
Toiyabe National Forest, Nevada. “Compiled at Regional 
Office, Ogden, Utah, 1968, from U.S. Forest Service Planime- 
tric maps and U.S. Army Map Service Topographic maps.” 
“Map content is current as of October, 1969.” Contents: 
South half — North half. Includes text and ill. On verso: 
text and ill. @lItem 80-G 1. Toiyabe National Forest (Nev. 
and Calif.)— Maps. I. Title. II. Title: Toiyabe National 
Forest, Nevada. OCLC 07745991 


82-23 
A 13.28:W 57 
United States. Forest Service. 

Trinity Unit, Whiskeytown-Shasta-Trinity National Recrea- 
tion Area. Scale [ca. 150,000]. [Washington, D.C.?] : U.S. 
Forest Service, 1981. 1 map : col. ; 43 x 28 cm. folded to 14 
x9cm. “Issued August 1981.” On verso: text, index, and 
ill. @Item 80-G 1. Outdoor recreation — California — 
Whiskeytown-Shasta-Trinity National Recreation Area — 
Maps. 2. Whiskeytown-Shasta-Trinity National Recreation 
Area (Calif.) — Maps. I. Title. OCLC 07913098 


82-24 
A 13,42/2:M 31 
DeGraaf, Richard M. 
Forest habitat for mammals of the Northeast / by Richard 

M. DeGraaf, Gretchin M. Witman, Deborah D. Rudis. — 
Amherst, Mass. : Northeastern Forest Experiment Station, 
Forest Service, U.S. Dept. of Agriculture, 1981. 182 p. : ill., 
maps ; 28 cm. “Eastern Region, Forest Service, U.S. De- 
partment of Agriculture.” Bibliography: p. 157-182. “R9- 
11-1-81-RRWL”—P. 4 of cover. 1. Mammals — Northeas- 
tern States. 2. Animals, Habits and behavior of — Northeas- 
tern States. I. Witman, Gretchin M., 1949- II. Rudis, Deb- 
orah D. III. United States. Forest Service. Eastern Region. 
IV. Northeastern Forest Experiment Station (Amherst, Ma.) 
V. Title. 81-602581 OCLC 07586573 
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82-25 


A 13.78:FPL-376 


Wilkinson, Thomas Lee. 


Assessment of modification factors for a row of bolts or 
timber connectors / by Thomas Lee Wilkinson. — Madison, 
Wis. : U.S. Dept. of Agriculture, Forest Service, Forest Prod- 
ucts Laboratory, 1980. 24 p. : ill. ; 28 cm.— (Research 
paper FPL ; 376) Caption title. “December 1980”—Cover. 
Bibliography: p. 21. @lItem 83-B 1. Bolted joints. 2. 
Joints (Engineering) — Testing. I. Forest Products Labora- 
tory (Madison, Wis.) II. Title. III. Series. OCLC 
07257229 


82-26 


A 13.78:FPL-403 


Holmes, Carlton A. 


Exterior weathering durability of some leach-resistant fire- 
retardant treatments for wood shingles : a five-year report / 
Carlton A. Holmes and Ronald O. Knispel. — Madison, Wis. : 
U.S. Dept. of Agriculture, Forest Service, Forest Products 
Laboratory, 1981. 10 p. : ill. ; 28 cm.— (Research paper 
FPL ; 403) Caption title. “July 1981.” Bibliography: p. 7. 
@ltem 83-B 1. Fireproofing of wood. 2. Shingles. I. Kni- 
spel, Ronald O., joint author. II. United States. Forest Prod- 
ucts Laboratory (Madison, Wis.) III. Title. IV. Series. 
OCLC 07760745 


82-27 


A 13,78:FPL-404 


Holmes, Carlton A. 


Candidate wood-base standard reference materials for fire 
testing—red oak / by Carlton A. Holmes and Martin Chud- 
noff. — Madison, Wis. : U.S. Dept. of Agriculture, Forest 
Service, Forest Products Laboratory, 1981. 10 p. : ill. 3 
maps ; 28 cm.— (Research paper FPL ; 404) Caption title. 
“July 1981.” Bibliography: p. 7-8. @lItem 83-B 1. Fire- 
testing. 2. Wood—Thermal properties. I. Chudnoff, 
Martin. II. Forest Products Laboratory (Madison, Wis.) 
III. Title. IV. Series. OCLC 07683027 


82-28 


A 13,78:FPL-405 


Wood joist floors : effects of joist variability on floor stiffness / 


by William J. McCutcheon ... [et al.].— Madison, Wis. : U.S. 
Dept. of Agriculture, Forest Service, Forest Products Labo- 
ratory, 1981. 20 p. : ill. ; 28 cm.— (Research paper FPL ; 
405) Caption title. “September 1981.” Bibliography: p. 
14-15. @Item 83-B 1. Floors, Wooden—Testing. 2. 
Wooden beams — Testing. I. McCutcheon, W. J. (William 
J.) Il. Forest Products Laboratory (Madison, Wis.) III. 
Series. OCLC 07917219 


82-29 


A 13.78:FPL-406 


Bormett, David W. 


Overall effective thermal resistance of corrugated fiber- 
board containers / by David W. Bormett. — Madison, Wis. : 
U.S. Dept. of Agriculture, Forest Service, Forest Products 
Laboratory, 1981. 11 p. : ill. ; 28 cm.— (Research paper 
FPL ; 406) Caption title. “August 1981.” Includes biblio- 
graphical references. @Item 83-B 1. Corrugated paper- 
board — Thermal properties. 2. Fiberboard — Thermal prop- 
erties. I. Forest Products Laboratory (Madison, Wis.) II. 
Title. III. Series. OCLC 07855733 





82-30 
A 13.78:FPL-407 
White, Robert H. 

Thermal characteristics of thick red oak flakeboard / by 
Robert H. White and E.L. Schaffer. — Madison, Wis. : U.S. 
Dept. of Agriculture, Forest Service, Forest Products Labo- 
ratory, 1981. 8 p. : ill. ; 28 cm.— (Research paper FPL ; 
407) Caption title. “August 1981.” Bibliography: p. 8. 
@lItem 83-B 1. Red oak. 2. Particle board — Thermal 
properties. I. Schaffer, Erwin L. II. Forest Products Labo- 
ratory (Madison, Wis.) III. Title. IV. Series. OCLC 
07917234 


82-31 
A 13.78:FPL-409 
DeGroot, Rodney C. 
Groundline treatments of southern pine posts / by Rodney 

C. DeGroot. — Madison, Wis. : U.S. Dept. of Agriculture, 
Forest Service, Forest Products Laboratory, 1981. 9 p. ; 28 
cm.— (Research paper FPL ; 409) Caption title. “August 
1981.” Bibliography: p. 9. @lItem 83-B 1. Longleaf pine. 
2. Wood poles — Preservation. I. Forest Products Labora- 
tory (Madison, Wis.) II. Title. III. Series. OCLC 
07917015 


82-32 
A 13.78:INT-270 
Lucas, Robert C. 
Self-issued wilderness permits as a use measurement system 

/ Robert C. Lucas and Thomas J. Kovalicky. — Ogden, Utah 
: U.S. Dept. of Agriculture, Forest Service, Intermountain 
Forest and Range Experiment Station, 1981. 18 p. : ill, 1 
map, forms ; 28 cm.— (Research paper INT ; 270) “April 
1981.” Bibliography: p. 15. @lItem 83-B 1. Wilderness 
areas — Visitors. 2. Wilderness areas — Montana — Spanish 
Peaks Primitive Area. I. Kovalicky, Thomas J. II. Inter- 
mountain Forest and Range Experiment Station (Ogden, 
Utah) III. Title. IV. Series. OCLC 07912422 


82-33 
A 13.78:NC-210 
Alban, David H. 

Fertilization of black spruce on poor site peatland in Min- 
nesota / David H. Alban and Richard F. Watt. — St. Paul, 
Minn. : U.S. Dept. of Agriculture, Forest Service, North 
Central Forest Experiment Station, 1981. 10 p. : ill. ; 28 
cm.— (Research paper NC ; 210) Bibliography: p. 9-10 
@ltem 83-B 1. Black spruce. 2. Peat soils — Minnesota. 
3. Forest soils — Minnesota — Fertilization. I. Watt, Richard 
F. (Richard Franklin), 1921- II. North Central Forest Ex- 
periment Station (Saint Paul, Minn.) III. Title. IV. Series. 
OCLC 07917171 


82-34 
A 13,78:NE-483 
Wilkinson, Ronald C. 

White-pine weevil attack susceptibility of western white 
pine in the Northeast / Ronald C. Wilkinson. — [Broomall, 
Pa.?] : U.S. Dept. of Agriculture, Forest Service, 1981. 3 p. ; 
26 cm.— (Research paper NE ; 483) “Northeastern Forest 
Experiment Station ... Broomall, Pa.”—P. 4 of cover. Bib- 
liography: p. 3. @lItem 83-B 1. White pine weevil. 2. 
White pine — Diseases and pests. I. United States. Forest 
Service. II. Northeastern Forest Experiment Station (Broo- 
mall, Pa.) III. Title. IV. Series. OCLC 07958582 
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82-35 


A 13.80:NC-54 


Jakes, Pamela J. 


The fourth Minnesota forest inventory : area / Pamela J. 
Jakes. — St. Paul, Minn. (1992 Folwell Avenue, St. Paul, 
Minn. 55108) : North Central Forest Experiment Station, 
Forest Service, U.S. Dept. of Agriculture, 1980. 37 p. : ill, 
maps ; 28 cm. 1 col. map on p. 3 of cover. — (USDA Forest 
Service resource bulletin NC ; 54) Cover title. @Item 83-B 
1. Forest surveys — Minnesota — Statistics. 2. tForest re- 
serves — Minnesota. 3. Forests and forestry — Minnesota. 
I. North Central Forest Experiment Station (St. Paul, Minn.) 
II. Title. III. Series. 81-602073 OCLC 07527985 


82-36 


A 13.88:PNW-105 


Maxwell, Wayne G. 


Photo series for quantifying natural forest residues in 
common vegetation types of the Pacific Northwest / Wayne 
G. Maxwell, Franklin R. Ward.— Portland, Or. : Pacific 
Northwest Forest and Range Experiment Station, U.S. Dept. 
of Agriculture, Forest Service ; Washington, D.C. : For sale 
by the Supt. of Docs., U.S. G.P.O., 1980. 230 p. : col. ill. ; 
18 x 23 cm.— (USDA Forest Service general technical 
report PNW ; 105) Cover title. “May 1980.” Includes 
bibliographical references. @Item 83-B S/N 001-001- 
00547-9 @ GPO $11.00 1. Forest litter. 2. Forests and 
forestry — Northwest, Pacific. 3. {Forestry research — Pa- 
cific Northwest. I. Ward, Franklin R. II. Pacific North- 
west Forest and Range Experiment Station (Portland, Or.) 
III. Title. IV. Series: General technical report PNW ; 105. 
OCLC 07231798 


82-37 


A 13.88:PSW-50 


Moorc, Howard E. 


Protecting residences from wildfires : a guide for home- 
owners, lawmakers, and planners / Howard E. Moore. — 
Berkeley, Calif. : U.S. Dept. of Agriculture, Forest Service, 
Pacific Southwest Forest and Range Experiment Station, 
[1981] 44 p. : ill, 1 map, 1 chart ; 28 cm.— (General 
technical report PSW ; 50) Cover title. “May 1981”—T.p. 
verso. Bibliography: p. 42-43. “Contract 40-9AD6-8- 
1083”—T.p. verso. @Item 83-B (microfiche) 1. Wild- 
fires — California — Prevention and control. 2. Dwellings — 
California — Fires and fire prevention. I. Pacific Southwest 
Forest and Range Experiment Station (Berkeley, Calif.) II. 
Title. III. Series. 81-602780 OCLC 07898290 


82-38 


A 13.88:RM-81 


Fire History Workshop (1980 : Tucson, Ariz.) 


Proceedings of the Fire History Workshop, October 20-24, 
1980, Tucson, Arizona / sponsored by Rocky Mountain 
Forest and Range Experiment Station, Forest Service, U.S. 
Department of Agriculture, and Laboratory of Tree-Ring Re- 
search, University of Arizona. — Fort Collins, Colo. : The 
Station, 1980. i, 142 p. : ill. ; 28 cm.— (General technical 
report RM ; 81) Spine title: Fire History Workshop, 1980. 
Includes bibliographies. @Item 83-B (micro fiche) 1. 
Forest fires— Congresses. 2. Tree-rings — Congresses. I. 
University of Arizona. Laboratory of Tree-Ring Research. 
II. Rocky Mountain Forest and Range Experiment Station 
(Fort Collins, Colo.) III. Title. IV. Title: Fire History 
Workshop, 1980. V. Series. 81-603168 OCLC 07759090 
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82-39 
A 13.88:WO-26 

Fire regimes and ecosystem properties : proceedings of the 
conference : December 11-15, 1978, Honolulu, Hawaii. — 
(Washington, D.C.?] : U.S. Dept. of Agriculture, Forest 
Service, [1981]. vi, 594 p. : ill, charts, maps ; 28 cm. — 
(General technical report WO ; 26) “June 1981.” Includes 
bibliographies. @lItem 83-B (microfiche) 1. Fire ecology — 
Congresses. I. United States. Forest Service. II. Series. 
81-603157 OCLC 07936656 


82-40 
A 13.88:WO-28 

Arid land resource inventories : developing cost-efficient meth- 
ods ; an international workshop, November 30-December 6, 
1980, La Paz, Mexico - de recursos de tierra aridas : desar- 
rollo de meodos eficientes en Inventarios de recursos de tierra 
aridas : desarrollo de meodos eficientes en costos / [ spon- 
sored by International Union of Forestry Research organiza- 
tions . . . et al. ]. — Washington, D.C. : U.S. Dept. of Agricul- 
ture, Forest Service, 1981. xiv, 620 p. : ill., charts, maps ; 28 
cm.— (General technical report WO ; 28) “107 papers in 
either English or Spanish with summaries in the alternate 
language”— P. 2 of cover. “Arid Land Resource Inven- 
tories Workshop”—P. iii. “June 1981.” Includes bibliogra- 
phies. @lItem 83-B (microfiche) 1. Arid regions —Con- 
gresses. 2. Natural resources — International cooperation — 
Congresses. I. United States. Forest Service. II. Interna- 
tional Union of Forestry Research Organizations. III. Arid 
Land Resource Inventories Workshop (1980 : La Paz, 
Mexico) IV. Title: Inventarios de recursos de tierra aridas : 
desarrollo de meodos eficientes en costos. V. Series. 81- 
602775 OCLC 07909838 


82-41 
A 13.92:R 53/2/map 
United States. Forest Service. 

Roadless and undeveloped area evaluation II, RARE II 
final environmental statement, January 1979, Chugach Nation- 
al Forest / U.S. Department of Agriculture, Forest Service. 
Scale [ca. 1:500,000] ; Universal transverse Mercator proj. (W 
150°00’—W_ 144900’/N 61°15’°—N 59°30’). Juneau, Alaska : 
The Service, 1979. 1 map: col. ; 43x 71cm. “Map Accu- 
racy Class C.” Relief shown by hachures and spot heights. 
“Compiled by U.S. Forest Service Region 10, Juneau, Alaska 
1969.” “Seward and Copper River meridians.” Includes 
key map and inset of Afognak Island. 1. Chugach National 
Forest (Alaska)— Maps. 2. Wilderness areas — Alaska — 
Chugach National Forest — Maps. I. United States. Forest 
Service. Alaska Region. II. Title. OCLC 07932576 


82-42 
A 13.102/3:8 
Williston, Hamlin L. 
A statistical history of tree planting in the South, 1925-1979 
/ by Hamlin L. Williston. — Atlanta, Ga. (1720 Peachtree 
Rd., N.W., Atlanta, Ga. 30367) : USDA Forest Service, 
[1980] 36 p. : ill. ; 23 cm. — (Miscellaneous report SA ; MR 
8) “U.S. Department of Agriculture, Forest Service, South- 
eastern Area, State and Private Forestry’—Cover. ‘“Septem- 
ber 1980”—Cover. Chiefly tables. @lItem 82-A-03 1. Tree 
planting — Southern States— History. 2. Tree planting — 
Southern States — Statistics. I. United States. State and Pri- 
vate Forestry. Southeastern Area. II. United States. Forest 


Service. III. Title. IV. Series. 81-602779 OCLC 
07898932 
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82-43 


A 57,38:C 57/7 


Hammer, Roger R. 


Soil survey of Clay County, Nebraska. — [Washington, 
D.C.?] : U.S. Dept. of Agriculture, Soil Conservation Service, 
1981. vii, 125 p., 44 folded p. of plates : ill., maps (1 col.) ; 
28 cm. Cover title. Authors: Roger R. Hammer, Larry G. 
Ragon, and Arthur A. Buechle. “In cooperation with Uni- 
versity of Nebraska, Conservation and Survey Division.” 
“Issued March 1981”—P. iii. Bibliography: p. 85. @Item 
102-B-27 1. Soils — Nebraska— Clay County — Maps. 2. 
tSoil-surveys — Nebraska — Clay County. I. Ragon, Larry 
G. II. Buechle, Arthur A. III. United States. Soil Conser- 
vation Service. IV. University of Nebraska—Lincoln. Con- 
servation and Survey Division. V. Title. 81-602596 
OCLC 07475545 


82-44 


A 57.38:C 61/4 


Boeckman, Louis E. 


Soil survey of Clinton County, Iowa. — [Washington, D.C.] 
: U.S. Dept. of Agriculture, Soil Conservation Service, 1981. 
xi, 242 p., 86 p. folded p. of plates : ill., maps (1 col.) ; 28 cm. 
Cover title. Authors: Louis E. Boeckman and Larry R. 
Sabata. “In cooperation with the Iowa Agriculture and 
Home Economics Experiment Station and the Cooperative 
Extension Service, Iowa State Univeristy, and the Depart- 
ment of Soil Conservation, state of Iowa.” “Issued March 
1981”—P. iv. Bibliography: p. 145. @lItem 102-B-15 1. 
Soils — lowa — Clinton County — Maps. 2. tSoil-surveys — 
Iowa — Clinton County. 3. tSoils — Iowa — Clinton 
County — Maps. I. Sabata, Larry R. II. United States. Soil 
Conservation Service. III. Iowa Agricultural and Home 
Economics Experiment Station. IV. Iowa State University. 
Cooperative Extension Service. V. Iowa. Dept. of Soil Con- 
servation. VI. Title. 81-601918 OCLC 07438648 


82-45 


A 57.38:C 72/5 


Frost, Louie W. 


Soil survey of Columbia, McDuffie, and Warren Counties, 
Georgia. — [Washington, D.C.?] : U.S. Dept. of Agriculture, 
Soil Conservation Service, 1981. vii, 119 p., 69 folded p. of 
plates : ill., maps (1 col.) ; 28 cm. Cover title. “In coopera- 
tion with the University of Georgia College of Agriculture, 
Agricultural Experiment Stations.” Issued April 1981”—P. 
iii. Bibliography: p. 71-72. @lItem 102-B-10 1. Soils— 
Georgia — Columbia County — Maps. 2. Soils — Georgia — 
McDuffie County— Maps. 3. Soils — Georgia — Warren 
County — Maps. 4. tSoil-surveys — Georgia — Columbia 
County. 5. fSoil-surveys — Georgia — McDuffie County. 
6. tSoil-surveys — Georgia — Warren County. 7. tSoils — 
Georgia — Columbia County— Maps. 8. +Soils — Geor- 
gia — McDuffie County— Maps. 9. Soils — Georgia — 
Warren County — Maps. I. United States. Soil Conservation 
Service. II. University of Georgia. College of Agriculture. 
Experiment Stations. III. Title. 81-601914 OCLC 
07438584 
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82-46 82-50 
A 57.38:D 34/2 A 57.38:G 76/5 


Nickell, Allan K. Dyksterhuis, Eugene L. 


Soil survey of Dearborn and Ohio Counties, Indiana. — 
[Washington, D.C.?] : U.S. Dept. of Agriculture, Soil Conser- 
vation Service, 1981. vii, 141 p., 61 folded p. of plates : ill., 
maps (1 col.) ; 28 cm. Cover title. “In cooperation with 
Purdue University Agricultural Experiment Station, and Indi- 
ana Department of Natural Resources, Soil and Water Con- 
servation Committee.” “Issued April 1981”—P. iii. Bibliog- 
raphy: p. 87. @lItem 102-B-14 1. Soils — Indiana — Dear- 
born County — Maps. 2. Soils — Indiana — Ohio County — 
Maps. 3. +Soil-surveys — Indiana— Dearborn County. 4. 
tSoil-surveys — Indiana— Ohio County. 5. +Soils — Indi- 
ana— Dearborn County— Maps. 6. Soils — Indiana — 
Ohio County — Maps. I. United States. Soil Conservation 
Service. II. Purdue University. Agriculture Experiment Sta- 
tion. III. Indiana. Soil and Water Conservation Committee. 
IV. Title. 81-601910 OCLC 07438576 


82-47 


A 57.38:Ed 3/2 


Herren, Edward C. 


Soil survey Edgefield County, South Carolina. — [Washing- 
ton, D.C.?] : U.S. Dept. of Agriculture, Soil Conservation 
Service 1981. vii, 129 p., 42 p. of plates ; ill., maps (1 col.) ; 
28 cm. Cover title. United States Department of Agricul- 
ture, Soil Conservation Service and Forest Service in cooper- 
ation with South Carolina Agricultural Experiment Station 
and South Carolina Land Resources Conservation Commis- 
sion.” “Issued March 1981”—P. iii. Bibliography: p. 74-75. 
@ltem 102-B-41 1. Soils—South Carolina — Edgefield 
County — Maps. 2. fSoil-surveys — South Carolina — Edge- 
field County. 3. fSoils—South Carolina — Edgefield 
County — Maps. I. United States. Soil Conservation Service. 
II. United States. Forest Service. III. South Carolina Agri- 
cultural Experiment Station. IV. South Carolina Land Re- 
sources Conservation Commission. V. Title. 81-601932 
OCLC 07438546 


82-48 


A 57.38:Es 7 
Fuller, Donald C., 1927- 

Soil survey of Essex County, Massachusetts, northern 
part. — [Washington, D.C.?] : U.S. Dept. of Agriculture, Soil 
Conservation Service, 1981. ix, 194 p., 42 folded p. of plates 
: ill., maps (1 col.) ; 28 cm. Cover title. Authors: Donald 
C. Fuller and Charles F. Hotz. “In cooperation with the 
Massachusetts Agricultural Experiment Station.” “Issued 
February 1981”—P. iii. Bibliography: p. 101-102. @Item 
102-B-21 1. Soils — Massachusetts — Essex County — Maps. 
2. +Soil-surveys — Massachusetts — Essex County. 3. 
tSoils — Massachusetts — Essex County— Maps. I. Hotz, 
Charles F. II. United States. Soil Conservation Service. 
III. Massachusetts Agricultural Experiment Station (1988- ) 
IV. Title. 81-601938 OCLC 07418069 


82-49 


A 57.38:F 88/2 
Young, Jack F. 

Soil survey of Fremont County, Wyoming, Lander area. — 
[Washington, D.C.?] : U.S. Dept. of Agriculture, Soil Conser- 
vation Service, 1981. viii, 127 p., 63 folded p. of plates : ill., 
maps (1 col.) ; 28 cm. Cover title. “In cooperation with 
University of Wyoming Agricultural Experiment Station.” 
“Issued June 1981”—P. iii. Bibliography: p. 48. @Item 
102-B-51 1. Soils— Wyoming — Fremont County — Maps. 
2. tSoil-surveys — Wyoming — Fremont County. I. United 
States. Soil Conservation Service. II. University of Wyo- 
ming. Agricultural Experiment Station. III. Title. 81- 
602692 OCLC 07746315 


Soil survey of Grant County, Oregon, central part. — 
[Washington, D.C.?] : U.S. Dept. of Agriculture, Soil Conser- 
vation Service, 1981. iv, 131 p., 33 folded p. of plates : ill., 
maps (1 col.) ; 28 cm. Cover title. In cooperation with 
Oregon Agricultural Experiment Station.” Bibliography: p. 
127. @lItem 102-B-37 1. Soils — Oregon — Grant 
County — Maps. I. United States. Soil Conservation Service. 
II. Oregon State University. Agricultural Experiment Station. 
III. Title. 81-601935 OCLC 07427260 


82-51 


A 57.38:G 76/6 


Soil survey of Grand Forks County, North Dakota. — [Wash- 


ington, D.C.?] : U.S. Dept. of Agriculture, Soil Conservation 
Service, 1981. vii, 191 p., 111 folded p. of plates : ill., maps 
(1 col.) 28 cm. Cover title. Authors: James A. Doolittle 
and others. “In cooperation with North Dakota Agricultural 
Experiment Station.” “Issued May 1981”—P. iii. Bibliogra- 
phy: p. 105. @lItem 102-B-34 1. Soils— North Dakota — 
Grand Forks County— Maps. I. Doolittle, James A. II. 
United States. Soil Conservation Service. III. North Dakota 


Agricultural Experiment Station (Fargo) 81-602071 OCLC 
07840074 


82-52 


A 57.38:3 95 


Lipscomb, Garland H. 


Soil survey of Juniata and Mifflin Counties, Pennsylva- 
nia. —[Washington, D.C.?] : U.S. Dept. of Agriculture, Soil 
Conservation Service, 1981. vii, 177 p., 51 folded p. of plates 
: ill., maps (1 col.) ; 28 cm. Cover title. Authors: Garland 
H. Lipscomb and William H. Farley. “In cooperation with 
the Pennsylvania State University, College of Agriculture, 
and the Pennsylvania Department of Environmental Re- 
sources, State Conservation Commission.” “Issued April 
1981”—P. iii. Bibliography: p. 82-83. @Item 102-B-38 1. 
Soils — Pennsylvania — Juniata County — Maps. 2. Soils — 
Pennsylvania — Mifflin County — Maps. 3. tSoil-surveys — 
Pennsylvania — Juniata County. 4. tSoil-surveys — Pennsyl- 
vania — Mifflin County. I. Farley, William H. II. United 
States. Soil Conservation Service. III. Pennsylvania State 
University. College of Agriculture. IV. Pennsylvania. State 
Conservation Commission. V. Title. 81-601987 OCLC 
07475537 


82-53 


A 57,38:L 13/4 


Morris, William M., 1926- 


Soil survey of Lafayette County, Mississippi. — [Washing- 
ton, D.C.?] : U.S. Dept. of Agriculture, Soil Conservation 
Service and Forest Service, 1981. vii, 119 p., 52 folded p. of 
plates : ill, maps (1 col.) ; 28 cm. Cover title. “In coopera- 
tion with Mississippi Agricultural and Forestry Experiment 
Station.” “Issued May 1981”—P. iii. Bibliography: p. 69. 
@ltem 102-B-24 1. Soils — Mississippi — Lafayette 
County — Maps. I. United States. Soil Conservation Service. 
II. United States. Forest Service. III. Mississippi Agricultur- 
al and Forestry Experiment Station. IV. Title. 81-602070 
OCLC 07652598 
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82-54 
A 57.38:L 51/6 
McNutt, Robert Britton, 1923- 

Soil survey of Lee County, Alabama. — [Washington, 
D.C.?] : U.S. Dept. of Agriculture, Soil Conservation Service, 
1981. vii, 100 p., 51 folded p. of plates : ill., maps (1 col.) ; 
28cm. Cover title. “In cooperation with Alabama Agricul- 
tural Experiment Station and Alabama Department of Agri- 
culture and Industries.” “Issued April 1981”—P. iii. Bib- 
liography: p. 53. @Item 102-B-1 1. Soils — Alabama — Lee 
County — Maps. 2. tSoil-surveys — Alabama — Lee County. 
3. *+Soils—Alabama—Lee County— Maps. I. United 
States. Soil Conservation Service. II. Auburn University. 
Agricultural Experiment Station. III. Alabama. Dept. of Ag- 
riculture and Industries. IV. Title. 81-602097 OCLC 
07564510 


82-55 
A 57.38:L 97/2 
McDaniel, Jerry C. 

Soil survey of Lunenburg County, Virginia. — [Washing- 
ton, D.C.?] : U.S. Dept. of Agriculture, Soil Conservation 
Service, 1981. vii, 109 p., 37 folded p. of plates : ill., maps (1 
col.) ; 28 cm. Cover title. Authors: Jerry C. McDaniel, 
Herbert L. Gillispie, and James Ali. “In cooperation with 
the Virginia Polytechnic Institute and State University, and 
the Lunenburg County Board of Supervisors.” “Issued Janu- 
ary 1981”—P. iii. Bibliography: p. 69. @lItem 102-B-47 1. 
Soils — Virginia — Lunenburg County — Maps. 2. fSoil-sur- 
veys — Virginia— Lunenburg County. 3. tSoils — Virgin- 
ia — Lunenburg County. I. Gillispie, Herbert L. II. Alli, 
James. III. United States. Soil Conservation Service. IV. 
Virginia Polytechnic Institute and State University. V. Lun- 
enburg County Board of Supervisors. VI. Title. 81-602577 
OCLC 07434526 


82-56 
A 57.38:L 99/4 
Humphrey, Maurice, E., 1916- 

Soil survey of Lyon and Trigg Counties, Kentucky. — 
(Washington, D.C.?] : U.S. Dept. of Agriculture, Soil Conser- 
vation Service, 1981. vii, 147 p., 61 folded p. of plates : ill., 
maps (1 col.) ; 28 cm. Cover title. “In cooperation with 
Kentucky Agricultural Experiment Station and Kentucky De- 
partment for Natural Resources and Environmental Protec- 
tion.” “Issued May 1981”—P. iii. Bibliography: p. 89. 
@ltem 102-B-17 1. Soils —Kentucky—Lyon County — 
Maps. 2. Soils — Kentucky — Trigg County — Maps. I. 
United States. Soil Conservation Service. II. Kentucky Ag- 
ricultural Experiment Station. III. Kentucky. Dept. for Nat- 
ural Resources and Environmental Protection. IV. Title. 
81-601913 OCLC 07438478 


82-57 
A 57.38:M 36/2 
McCollum, Samuel H. 
Soil survey of Martin County area, Florida. — [Washington, 
D.C.?] : U.S. Dept. of Agriculture, Soil Conservation Service, 


1981. vii, 204 p., 49 folded p. of plates : ill., maps (1 col.) ; 
28 cm. Cover title. Authors: Samuel H. McCollum and 
Orlando E. Cruz, Sr. “In cooperation with University of 
Florida, Institute of Food and Agricultural sciences, Agricul- 
tural Experiment Stations, Soil Science Department and Flor- 
ida Department of Agriculture and Consumer Services.” 
“Issued April 1981”—P. iii. Bibliography: p. 115. @Item 
102-B-9 1. Soils — Florida— Martin County — Maps. 2. 
tSoil-surveys — Florida — Martin County. 3. tSoils — Flor- 
ida — Martin County— Maps. I. Cruz, Orlando E. II. 
United States. Soil Conservation Service. III. University of 
Florida. Institute of Food and Agricultural Sciences. IV. 
University of Florida. Agricultural Experiment Station. V. 
University of Florida. Soil Science Dept. VI. Florida. Dept. 
of Agriculture and Consumer Services. VII. Title. 81- 
602193 OCLC 07565030 


82-58 


A 57.38:M 76/12 


Fleming, Edward L. 


Soil survey of Montgomery County, Kansas. — [Washing- 
ton, D.C.?] : U.S. Dept. of Agriculture, Soil Conservation 
Service, 1981. vii, 104 p., 50 folded p. of plates ; ill., maps (1 
col.) ; 28 cm. Cover title. Authors: Edward L. Fleming 
and Howard V. Campbell. “In cooperation with Kansas Ag- 
ricultural Experiment Station.” “Issued December 1980”—P. 
iii. Bibliography: p. 61. @lItem 102-B-16 1. Soils— 
Kansas — Montgomery County— Maps. I. Campbell, 
Howard V. II. United States. Soil Conservation Service. 
III. Kansas Agricultural Experiment Station. IV. Title. 81- 
601799 OCLC 07303719 


82-59 


A 57.38:N 36 


Galberry, Henry S., 1917- 


Soil survey of Neshoba County, Mississippi. — [Washing- 
ton, D.C.?] : U.S. Dept. of Agriculture, Soil Conservation 
Service, 1981. vii, 100 p., 48 folded p. of plates : ill., maps (1 
col.) ; 28 cm. Cover title. “In cooperation with Mississippi 
Agricultural and Forestry Experiment Station.” “Issued 
April 1981”—P. iii. Bibliography: p. 59-60. @lItem 102-B- 
24 1. Soils — Mississippi— Neshoba County — Maps. 2. 
+Soil-surveys — Mississippi — Neshoba County. 3. tSoils — 
Mississippi — Neshoba County— Maps. I. United States. 
Soil Conservation Service. II. Mississippi Agricultural and 
Forestry Experiment Station. III. Title. 81-601911 OCLC 
07438609 


82-60 


A 57.38:Ob 6 


Dankert, Wayne N. 


Soil survey of O’Brien County, Iowa. —[Washington, 
D.C.?] : U.S. Dept. of Agriculture, Soil Conservation Service, 
1981. vii, 114 p., 84 folded p. of plates : ill., maps (1 col.) ; 
28 cm. Cover title. Authors: Wayne N. Dankert, Laurence 
T. Hanson, and Ronald L. Reckner. “In cooperation with 
Iowa Agriculture and Home Economics Experiment Station, 
Cooperative Extension Service, Iowa State University, and 
Department of Soil Conservation, state of Iowa.” “Issued 
March 1981”—P. iii. Bibliography: p. 73-74. @Item 102-B- 
15 1. Soils — Iowa — O’Brien County — Maps. I. Hanson, 
Laurence T. II. Reckner, Ronald L. III. United States. Soil 
Conservation Service. IV. Iowa Agricultural and Home 
Economics Experiment Station. V. Iowa State University. 
Cooperative Extension Service. VI. Iowa. Dept. of Soil 
Conservation. VII. Title. 81-601934 OCLC 07438634 
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82-61 82-65 
A 57.38:P 81/3 
Soil survey of Pope County, Arkansas. — [Washington, D.C.?] : 
U.S. Dept. of Agriculture, Soil Conservation Service and 
Forest Service, 1981. vii, 128 p., 46 folded p. of plates : ill., 
maps (1 col.) ; 28 cm. Cover title. Authors: Frank M. Vo- 
drazka and others. “In cooperation with Arkansas Agricul- 
tural Experiment Station.” “Issued April 1981”—P. iii. Bib- 
liography: p. 71. @lItem 102-B-4 1. Soils — Arkansas — and Alabama t of Agriculture and Industries.” 
Pope County— Maps. I. Vodrazka, Frank M. II. United “Issued August 1981”—P. iii. Bibliography: p. 67. @Item 
States. Soil Conservation Service. III. United States. Forest 102-B-1 1. Soils — Alabama — Tuscaloosa County — Maps. 
Service. IV. University of Arkansas. Aricultural Experiment 2. tSoil-surveys — Alabama — Tuscaloosa County. I. United 
Staticn. 81-602099 OCLC 07563893 States. Soil Conservation Service. II. United States. Forest 
Service. III. Auburn University. Agricultural Experiment 
82-62 Station. IV. Alabama. Dept. of Agriculture and Industries. 
A 57.38:R 11 V. Title. OCLC 07914559 
Carson, Winfield S. 


Soil survey of Rabun and Towns Counties, Georgia. — 82-66 
[Washington, D.C.?] : U.S. Dept. of Agriculture, Soil Conser- 
vation Service and Forest Service ; 1981. vii, 97 p., 32 
folded p. of plates : ill., maps (1 col.) ; 28 cm. Cover title. 


A 57.38:T 87/2 
Johnson, Kenneth W. 

Soil survey of Tuscaloosa County, Alabama. — [Washing- 
ton, D.C.?] : U.S. Dept. of Agriculture, Soil Conservation 
Service and Forest Service, 1981. vii, 118 p., 103 folded p. 
of plates : ill, maps (1 col.) ; 28 cm. Cover title. “In 
cooperation with Alabama Agricultural Experiment Station 


A 57.38:W 19 
Seaholm, James E. 


Authors: Winfield S. Carson and T.W. Green. “In coopera- 
tion with the University of Georgia, College of Agricultural 
Experiment Stations.” “Issued April 1981”—P. iii. Bibliog- 
raphy: p. 50. @Item 102-B-10 1. Soils — Georgia — Rabun 
County— Maps. 2. Soils—Georgia— Towns County — 
Maps. 3. tSoil-surveys—Georgia— Rabun County. 4. 
tSoil-surveys — Georgia— Towns County. 5.  fSoils— 
Georgia — Towns County — Maps. 6. tSoils — Georgia — 
Towns County — Maps. I. Green, T. W. II. United States. 
Soil Conservation Service. III. United States. Forest Serv- 
ice. IV. University of Georgia. College of Agriculture. Ex- 
periment Stations. V. Title. 81-602068 OCLC 07438597 


Soil survey of Wapello County, Iowa. — [Washington, 
D.C.?] : U.S. Dept. of Agriculture, Soil Conservation Service, 
1981. ix, 250 p., 63 folded p. of plates : ill., maps (1 col.) ; 28 
cm. Cover title. “In cooperation with Iowa Agriculture 
and Home Economics Experiment Station, Cooperative Ex- 
tension Service, Iowa State University, and Department of 
Soil Conservation, state of Iowa.” “Issued March 1981”—P. 
iii. Bibliography: p. 151. @lItem 102-B-15 1. Soils— 
Iowa — Wapello County— Maps. I. United States. Soil 
Conservation Service. II. Iowa Agricultural and Home Eco- 
nomics Experiment Station. III. Iowa State University. Co- 
operative Extension Service. IV. Iowa. Dept. of Soil Con- 
servation. V. Title. 81-601912 OCLC 07438667 


82-63 82-67 
A 57.38:Sa 5 m 
Soil survey of San Miguel County area, New Mexico. — [Wash- 
ington, D.C.?] : U.S. Dept. of Agriculture, Soil Conservation Soil survey of Warren County, Kentucky. — [Washington, 
Service and Forest Service, 1981. vii, 169 p., 62 folded p. of D.C.?] : U.S. Dept. of Agriculture, Soil Conservation Service, 
plates : ill., maps (1 col.) ; 28 cm. Cover title. Authors: 1981. vii, 114 p., 48 folded p. of plates : ill., maps (1 col.) ; 
Terry E. Hilley and others. “In cooperation with the New 28 cm. Cover title. “In cooperation with Kentucky Agri- 
Mexico Agricultural Experiment Station.” “Issued January cultural Experiment Station and Kentucky Department for 
1981.” Bibliography: p. 80-81. @Item 102-B-31 1. Soils — Nesuiel- Resources end Maviscamentel Protection “Dasned 
New Mexico— San Miguel County— Maps. 2. {Soil-sur- May 1981”—P. iii. Bibliography: p. 69. @Item 102-B-17 
veys— New Mexico—San Miguel County. 3. tSoils — 1. Soils — Kentucky — Warren County — Maps. I. United 
New Mexico—San Miguel County—Maps. I. Hilley, States. Soil Conservation Service. II. Kentucky Agricultural 


Terry E. Il. United States. Soil Conservation Service. III. Experiment Station. III. Kentucky. Dept. for Natural Re- 
United States. Forest Service. IV. New Mexico State Uni- sources and Environmental Protection. IV. Title. 81- 


versity. Agricultural Experiment Station. 81-601819 OCLC 602597 OCLC 07867429 
07292754 


82-68 
82-64 


A 57.38:Su 2/2 
Soil survey of city of Suffolk, Virginia. — [Washington, D.C.?] : 


A 57.38:W 25/6 
Barton, Arlin J. (Arlin John), 1922- 


A 57.69:As 2 
United States. Soil Conservation Service. 


U.S. Dept. of Agriculture, Soil Conservation Service, 1981. 
vii, 99 p., 54 folded p. of plates : ill., maps (1 col.) ; 28 cm. 
Cover title. Authors: Earl J. Reber and others. “In cooper- 
ation with Virginia Polytechnic Institute and State Universi- 
ty.” “Issued June 1981”—P. iii. Bibliography: p. 61. 
@ltem 102-B-47 1. Soils — Virginia — Suffolk — Maps. 2. 
+Soil-surveys — Virginia — Suffolk. I. Reber, Earl J. II. 
United States. Soil Conservation Service. III. Virginia Poly- 
technic Institute and State University. 81-602785 OCLC 
07746330 


Important farmlands, Ascension Parish, Louisiana / U.S. 
Department of Agriculture, Soil Conservation Service. Scale 
1:100,000 ; (W 91°07’—W 90°37’/N 30°22’—N 30°03’). [Wash- 
ington, D.C.?] : The Service, 1980. State Conservationist, 
SCS, P.O. Box 1630, Alexandria, LA 71301 1 map : col. ; 35 
x 48 cm. Shows land use. Includes vicinity map. “Octo- 
ber 1980 4R-37571.” 1. Agricultural resources — Louisi- 
ana — Ascension Parish — Maps. 2. Land use — Louisiana — 
Ascension Parish— Maps. 3. Ascension Parish (La.)— 
Maps. I. Title. OCLC 07929872 
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Soil Conservation Service — Agriculture Dept. 


82-69 82-73 
A 57.69:B 21 


A 57.69:C 23/4/sheet 2 
United States. Soil Conservation Service. 


United States. Soil Conservation Service. 


Important farmlands map, Bamberg County, South Carolina 
/ U.S. Department of Agriculture, Soil Conservation Service 
; in cooperation with South Carolina Land Resources Conser- 
vation Commission. Scale 1:100,000 ; (W 81°10’—W 80°50’/N 
33°25’°—N 33°05’). [Washington, D.C.?] : The Service, 1980. 
State Conservationist, SCS, 240 Stoneridge Dr., Columbia, 
SC 29210 1 map : col. ; 72 x 57 cm. Shows land use. 
Includes vicinity map. On verso: text. “January 1980 Base 
4-R-37338.” 1. Agricultural resources— South Carolina — 
Bamberg County — Maps. 2. Land use — South Carolina — 
Bamberg County— Maps. 3. Bamberg County (S.C.)— 
Maps. I. South Carolina Land Resources Conservation 
Commission. II. Title. OCLC 07415134 


Important farmlands, Carroll County, New Hampshire / 
U.S. Department of Agriculture, Soil Conservation Service. 
Scale 1:50,000 ; (W 71°35’00”—W 70°56°00”/N 43°52’30”—N 
43°30°00”). [Washington, D.C.?] : The Service, 1980- 1 map 
on 2 sheets : col. ; sheets 102 x 122 cm. Shows land use. 
Sheet 2 of 2; shows southern portion. “December 1980.” 
Includes vicinity map. 1. Agricultural resources — New 
Hampshire — Carroll County— Maps. 2. Land use — New 
Hampshire — Carroll County— Maps. 3. Carroll County 
(N.H.) — Maps. I. Title. OCLC 07956271 


82-74 


A 57.69:C 42/4 
82-70 amen a United States. Soil Conservation Service. 
Cielont Metis Gal Consnnadieiien Important farmlands map, Cherokee County, South Caroli- 


Important farmlands, Barnwell County, South Carolina / 
U.S. Department of Agriculture, Soil Conservation Service ; 
in cooperation with South Carolina Land Resources Conser- 
vation Commission. Scale 1:100,000 ; (W 81°40’—W 81°25’/N 
33°25’—N 33°10’). [Washington, D.C.?] : The Service, [19797] 
1 map : col. ; 57 x 72 cm. Shows land use. Variant title: 
Important farmlands map, Barnwell County, South Carolina. 
Includes vicinity map. On verso: text. “November 1979 4- 
R-37335.” 1. Agricultural resources— South Carolina — 
Barnwell County — Maps. 2. Land use — South Carolina — 
Barnwell County— Maps. 3. Barnwell County (S.C.)— 
Maps. I. South Carolina Land Resources Conservation 
Commission. II. Title. III. Title: Important farmlands map, 
Barnwell County, South Carolina. OCLC 07415765 


82-71 


A 57.69:B 38/3 
United States. Soil Conservation Service. 

Important farmlands map, Beaufort County, South Carolina 
/ U.S. Department of Agriculture, Soil Conservation Service 
; in cooperation with South Carolina Land Resources Conser- 
vation Commission. Scale 1:100,000 ; (W 81°01’30"—W 
80°25’00”/N 32°43’00”—N 32°04’00”). [Washington, D.C.?] : 
The Service, [19797] State Conservationist, SCS, 240 Stoner- 
idge Dr., Columbia, SC 29210 1 map: col. ; 72 x 58 cm. 
Shows land use. Includes vicinity map. On verso: text. 1. 
Agricultural resources — South Carolina — Beaufort 
County — Maps. 2. Land use — South Carolina — Beaufort 
County— Maps. 3. Beaufort County (S.C.)— Maps. I. 
South Carolina Land Resources Conservation Commission. 
II. Title. OCLC 07415429 


82-72 


A 57.69:C 12 
United States. Soil Conservation Service. 

Important farmlands, Calhoun County, South Carolina / 
U.S. Department of Agriculture, Soil Conservation Service ; 
in cooperation with South Carolina Land Resources Conser- 
vation Commission. Scale 1:100,000. [Washington, D.C.?] : 
The Service, 1979. State Conservationist, SCS, 240 Stoner- 
idge Dr., Columbia, SC 29210 1 map : col. ; 57 x 72 cm. 
Shows land use. Variant title: Important farmlands map, 
Calhoun County, South Carolina. Includes vicinity map. 
On verso: text. “December 1979 Base 4-R-37330.” 1. Agri- 
cultural resources— South Carolina— Calhoun County — 
Maps. 2. Land use — South Carolina — Calhoun County — 
Maps. 3. Calhoun County (S.C.)— Maps. I. South Caroli- 
na Land Resources Conservation Commission. II. Title. 
OCLC 07400697 
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na / U.S. Department of Agriculture, Soil Conservation Serv- 
ice ; in cooperation with South Carolina Land Resources 
Conservation Commission. Scale 1:100,000 ; (W 81°53’30”—W 
81°21°30"/N 35°12’00”—N 34°50°00”). [Washington, D.C.?] : 
The Service, [1980?] 1 map: col. ;41x49cm. Shows land 
use. Includes vicinity map. On verso: text. 1. Agricultural 
resources — South Carolina — Cherokee County — Maps. 2. 
Land use — South Carolina — Cherokee County — Maps. 3. 
Cherokee County (S.C.)— Maps. I. South Carolina Land 
Resources Conservation Commission. II. Title. OCLC 
07400597 


82-75 


A 57.69:C 71 


United States. Soil Conservation Service. 


Soil interpretive map of important farmlands, Colquitt 
County, Georgia / U.S. Department of Agriculture, Soil Con- 
servation Service. Scale 1:100,000 ; (W 84°01’00"—W 
83°30°00”/N 31°20°30”—N 31°01’00”). Fort Worth, Tex. : 
USDA-SCS, 1981. State Conservationist, SCS, P.O. Box 
832, Athens, GA 30603 1 map : col. ; 36 x 54cm. Shows 
land use. “Base map prepared by the Geological Survey in 
cooperation with the Soil Conservation Service.” Includes 
vicinity map. 1. Agricultural resources — Georgia — Col- 
quitt County— Maps. 2. Land use — Georgia — Colquitt 
County — Maps. 3. Colquitt County (Ga.)— Maps. I. 
Title. OCLC 07955312 


82-76 


A 57.69:C 72/2 


United States. Soil Conservation Service. 


Important farmlands, Columbia County, Wisconsin / U.S. 
Department of Agriculture, Soil Conservation Service. Scale 
1:100,000 ; (W 89°46’—W 89°00’/N 43°40’—N 43°15’). [Wash- 
ington, D.C.?] : The Service, 1980. Soil Conservation Serv- 
ice, 4601 Hammersley Road, Madison, Wis. 53711 1 map : 
col. ; 52 x 67 cm. Shows land use. Includes vicinity map. 
“August 1980 5,R-37,899.” 1. Agricultural resources — Wis- 
consin — Columbia County — Maps. 2. Land use — Wiscon- 
sin— Columbia County— Maps. 3. Columbia County 
(Wis.) — Maps. I. Title. OCLC 07131259 





82-77 


A 57.69:C 86/3 
United States. Soil Conservation Service. 

Soil interpretive map of important farmlands, Crisp County, 
Georgia / U.S. Department of Agriculture, Soil Conservation 
Service. Scale [ca. 1:100,000] ; (W 83°55’'—W 83°40’/N 
32°00’—N 31°50’). Fort Worth, Tex. : USDA-SCS, 1980. 1 
map : col. ; 45 x 57 cm. Shows land use. Includes vicinity 
map. “November 1979 4-R-37242.” 1. Agricultural re- 
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82-81 


A 57.69:Et 6 


United States. Soil Conservation Service. 


Soil interpretive map of important farmlands, Etowah 
County, Alabama / U.S. Department of Agriculture, Soil 
Conservation Service. Scale 1:100,000 ; (W 86°20’—W 85°50’/ 
N 34°10’—N 33°50’). Fort Worth, Tex. : USDA-SCS, 1980. 
State Conservationist, SCS, P.O. Box 311, Auburn, AL 36830 
1 map : col. ; 57 x 72cm. Shows land use. “In cooperation 


sources — Georgia — Crisp County — Maps. 2. Land use — with Alabama Agriculture and Engineering Experiment Sta- 
Georgia — Crisp County — Maps. 3. Crisp County (Ga.) — tions and Tennessee Valley Authority utilizing Alabama Re- 
Maps. I. Title. OCLC 07902438 source Information System.” Includes vicinity map. “No- 
vember 1979 base 4-R-37104.” 1. Agricultural resources — 
82-78 Alabama — Etowah County—Maps. 2. Land use — Ala- 
‘ ’ A 57.69:D 38/ 2 bama— Etowah County— Maps. 3. Etowah County 
United States. Soil Conservation Service. (Ala.)— Maps. I. Auburn University. Agricultural Experi- 
Important farmlands, Delta County, Michigan / U.S. De- ment Station. II. University of Alabama. Engineering Ex- 
partment of Agriculture, Soil Conservation Service. Scale periment Station. III. Tennessee Valley Authority. IV. 
1:100,000 ; (W 87°23’—W 86°26’/N 46°11’—N 45°27’). [Wash- Title. OCLC 07419313 
ington, D.C.?] : The Service, 1981. 1 map : col. ; 79 x 74 cm. 
Shows land use. “Interpretations derived from soil map con- 82-82 
structed in 1977 by Cartographic Division, Soil Conservation 
Service, USDA, of Delta County, Michigan and information 
compiled by Center for Remote Sensing, Michigan State Uni- 
versity.” Includes vicinity map. “April 1981 5,S-38,026.” 
1. Agricultural resources — Michigan — Delta County — 


A 57.69:H 54/sheet 1 
United States. Soil Conservation Service. 

Important farmlands, Hidalgo County, New Mexico / U.S. 
Department of Agriculture, Soil Conservation Service. Scale 
1:100,000 ; (W 109°04°00”—W _ 108°30°00”"/N 32°47°30"—N 
Maps. 2. Land use — Michigan — Delta County — Maps. 31°59°00"). [Washington, D.C.?] : The Service, 1980- 1 map 
3. Delta County (Mich.) — Maps. I. Title. OCLC 07929919 on 2 sheets : col. ; sheets 90 x 54 cm. Shows land use. 

Sheet 1 of 2; shows northern portion. “May 1980.” In- 

82-79 cludes vicinity map. 1. Agricultural resources ——- New 
A 57.69:D 74/5 Mexico — Hidalgo County— Maps. 2. Land use — New 

United States. Soil Conservation Service. Mexico — Hidalgo County— Maps. 3. Hidalgo County 

Important farmlands, Douglas Co., Kans. / prepared by (N.M.) — Maps. I. Title. OCLC 07950657 
Soil Conservation Service. Scale 1:100,000 ; (W 95°31’—W 
95°02’/N 39°05’—N 38°43’). Salina, Kan. : The Service, 1980. 82-83 
Soil Conservation Servce, Box 600, Salina, Kan. 67401 1 
map : col. ; 41 x 43 cm. Shows land use. “Produced by the 
Geological Survey in cooperation with the Soil Conservation 
Service.” Includes vicinity map. 1. Agricultural _re- 
sources — Kansas — Douglas County— Maps. 2. Land 
use — Kansas — Douglas County — Maps. 3. Douglas 
County (Kan.)— Maps. I. United States. Geological Survey. Kan. 67401 1 map : col. ; 39 x 44 cm. Shows land use. 
Il. Title. OCLC 07599902 “Produced by the Geological Survey in cooperation with the 

Soil Conservation Service.” Includes vicinity map. 1. Agri- 

82-80 cultural resources — Kansas — Johnson County — Maps. 2. 
A 57.69:El 5/2 Land use — Kansas — Johnson County — Maps. 3. Johnson 

[United States. Soil Conservation Service.] County (Kan.)— Maps. I. United States. Geological Survey. 

Important farmlands, Ellis Co., Kansas. Scale 1:100,000 ; Il. Title. OCLC 07599842 

(W 99°35’°—W 9 99°05’/N 39°08’—N 38°43’). [Washington, 

D.C.? : Soil Conservation Service], 1980. Soil Conservation 82-84 

Service, Box 600, Salina, Kan. 67401 1 map: col. ; 51 x 51 
cm. Shows land use. Includes vicinity map. 1. Agricultur- 
al resources — Kansas — Ellis County— Maps. 2. Land 
use — Kansas — Ellis County— Maps. 3. Ellis County 
(Kan.)— Maps. I. Title. OCLC 07151478 


A 57.69:J 63/2 
United States. Soil Conservation Service. 

Important farmlands, Johnson Co., Kans. / prepared by 
Soil Conservation Service. Scale 1:100,000 ; (W 95°05’—W 
95°35°/N 39°04’—N 38°43’). [Washington, D.C.?] : The Serv- 
ice, 1980. Soil Conservation Service, P.O. Box 600, Salina, 


A 57.69:L 95 
United States. Soil Conservation Service. 

Soil interpretive map of important farmlands, Lowndes 
County, Georgia / U.S. Department of Agriculture, Soil Con- 
servation Service. Scale [ca. 1:100,000] ; (W 83°25’'°—W 
83°05’/N 31°00’—N 30°40’). Fort Worth, Tex. : USDA-SCS, 
1980. State Conservationist, SCS, P.O. Box 832, Athens, GA 
30603 1 map: col.;57x 72cm. Shows land use. Includes 
vicinity map. “January 1980 4-R-22033.” 1. Agricultural 
resources — Georgia — Lowndes County — Maps. 2. Land 
use — Georgia — Lowndes County— Maps. 3. Lowndes 
County (Ga.) — Maps. I. Title. OCLC 07919068 





A 57.69:P 75/2 
United States. Soil Conservation Service. 

Important farmlands, Polk County, Oregon / U.S. Depart- 
ment of Agriculture, Soil Conservation Service. Scale 
1:125,000 ; (W 123°50’—W 123°00’/N 45°00’—N 44°45’). Port- 
land, Or. : USDA-SCS, 1980. 1 map : col. A Shao 
Relief shown by hachures. Shows land use. “Base map 
pared by SCS, WTSC Carto Unit from 1:126,720 general 
highway maps.” “December 1980.” Includes vicinity map. 


Secanet Seotein Mine Colin, Chih 7 GE De- 
partment of Agriculture, Soil Conservation Service. Scale 
1:125,000 ; (W 122°30’—W 121°40°/N 45°00’—N 44°40’). Port- 
land, Or. : USDA-SCS, 1981- 1 map on 2 sheets : col. ; 
sheets 49 x 63 cm. Shows land use. Sheet 2 of 2; shows 
eastern portion. “October 1980.” Includes vicinity map. 
On verso: text. “M7-E-24100-24.” 1. Agricultural re- 
sources — Oregon— Marion County— Maps. 2. Land 
use — Oregon — Marion County — Maps. 3. Marion County On verso: text. “M7-E-24100-27.” 1. Agricultural re- 
(Or.) — Maps. I. Title. OCLC 07431951 sources — Oregon — Polk County— Maps. 2. Land use — 

Oregon — Polk County— Maps. 3. Polk County (Or.)— 
A 57.69:M 54 Maps. I. Title. OCLC 07098484 


United States. Soil Conservation Service. 82-91 


Soil interpretive map of important farmlands, Meriwether 
County, Georgia / Soil Conservation Service. Scale [ca. 
1:100,000] ; (W 84°50’—W 84°30’/N 33°10’—N 33°05’). Fort 
Worth, Tex. : USDA-SCS, 1980. State Conservationist, 
SCS, P.O. Box 832, Athens, GA 30603 1 map: col. ; 57 x 72 
cm. Shows land use. Includes vicinity map. “November 
1979 base 4-R-37319.” 1. Agricultural resources — Geor- 
gia — Meriwether County— Maps. 2. Land use — Geor- 
gia — Meriwether County— Maps. 3. Mcriwether County 
(Ga.)— Maps. I. Title. OCLC 07919085 


82-87 
A 57.69:M 76/5 
United States. Soil Conservation Service. 
Important farmlands map, Montgomery County, Mississippi 
/ U.S. Department of Agriculture, Soil Conservation Service. 
Scale [ca. 1:100,000] ; (W 89°45'—W 89°30’/N 33°40’—N 


33°20’). Fort Worth, Tex. : USDA-SCS, 1981. State Conser- 
vationist, SCS, P.O. Box 610, Jackson, MS 39205 1 map : 
col. ; 56 x 44cm. Shows land use. Includes vicinity map. 


“April 1979 base 4-R-37063.” 1. Agricultural resources — 
Mississippi — Montgomery County — Maps. 2. Land use — 
Mississippi — Montgomery County— Maps. 3. Montgom- 
ery County (Miss.)— Maps. I. Title. OCLC 07416973 


82-88 
A 57.69:M 91 
United States. Soil Conservation Service. 
Important farmlands, Multnomah County, Oregon / U.S. 
t of Agriculture, Soil Conservation Service. Scale 
[ca. 1:126,720] ; (W 122°50’—W 121°50’/N 45°40’—N 45°30’). 
Portland, Or. : USDA-SCS, 1981. 1 map : col. ; 41 x 61 cm. 
Shows land use. “October 1980.” Includes vicinity map 
and inset showing eastern portion. On verso: text. “M7-E- 
24100-26.” 1. Agricultural resources — Oregon — Multno- 
mah County— Maps. 2. Land use — Oregon — Multnomah 
County — Maps. 3. Multnomah County (Or.)— Maps. I. 
Title. OCLC 07431910 


82-89 
A 57.69:0k 4 
United States. Soil Conservation Service. 

Important farmlands map, Okmulgee County, Oklahoma / 
U.S. Department of Agriculture, Soil Conservation Service. 
Scale ca. 1:126,720 ; (W 96°10’—W 95°45’/N 35°40’[sic]—N 
35°30’). Fort Worth, Tex. : USDA-SCS, 1980. Soil Conser- 
vationist, SCS, Agriculture Bldg., Farm Road & Brumley St., 
Stillwater, OK 74074 1 map : col. ; 58 x 42 cm. Shows 
land use. Latitudinal coordinates printed out of order. In- 
cludes vicinity map. “2-74 4-R-33,711.” 1. Agricultural re- 
sources — Oklahoma — Okmulgee County — Maps. 2. Land 
use — Oklahoma — Okmulgee County — Maps. 3. Okmulgee 
County (Okla.)— Maps. I. Title. OCLC 07929730 
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A 57.69:P 94 


United States. Soil Conservation Service. 


Important farmlands, Providence and Bristol Counties, 
Rhode Island / U.S. Department of Agriculture, Soil Conser- 
vation Service ; prepared in cooperation with the Northern 
Rhode Island Conservation District. Scale 1:72,000 ; (W 
71°45’—W 71°15’/N 42°00’—N 41°45’). [Washington, D.C.7] : 
The Service, 1980. U.S. Dept. of Agriculture, Soil Conser- 
vation Service, 46 Quaker Lane, West Warwick, R.I. 02893 
1 map : col. ; 66x 92cm. Shows land use. “Interpretations 
derived from soil map constructed 1979 by Cartographic Di- 
vision, Soil Conservation Service, USDA, of the State of 
Rhode Island.” Includes vicinity map. “1-16055 June 
1980.” 1. Agricultural resources — Rhode Island — Provi- 
dence County— Maps. 2. Agricultural resources — Rhode 
Island — Bristol County— Maps. 3. Land use — Rhode 
Island — Providence County — Maps. 4. Land use — Rhode 
Island — Bristol County— Maps. 5. Providence County 
(R.1.)— Maps. 6. Bristol County (R.I.)— Maps. I. North- 
ern Rhode Island Conservation District. II. Title. OCLC 
07423134 


82-92 


A 57.69:P 98 


United States. Soil Conservation Service. 


Soil interpretive map of important farmlands, Putnam 
County, Georgia / U.S. Department of Agriculture, Soil Con- 
servation Service. Scale [ca. 1:100,000] ; (W 83°30’—W 
83°10°/N 33°25’—N 33°10’). Fort Worth, Tex. : USDA-SCS, 
1981. State Conservationist, SCS, P.O. Box 832, Athens, GA 
30603 1 map: col. ; 45x 57cm. Shows land use. Includes 
vicinity map. “January 1980 base 4-R-37302.” 1. Agricul- 
tural resources —Georgia— Putnam County — Maps. 2. 
Land use — Georgia — Putnam County — Maps. 3. Putnam 
County (Ga.)— Maps. I. Title. OCLC 07919055 


82-93 


A 57.69:Se 2/3 


[United States. Soil Conservation Service.] 


Important farmlands, Sedgwick Co., Kansas. Scale 
1:100,000 ; (W 97°45’—W 97°10°/N 37°55’—N 37°30’). [Wash- 
ington, D.C.? : Soil Conservation Service], 1980. Soil Con- 
servation Service, Box 600, Salina, Kan. 67401 1 map: col. ; 
51 x 62 cm. Shows land use. Includes vicinity map. 1. 
Agricultural resources — Kansas — Sedgwick County — 
Maps. 2. Land use — Kansas — Sedgwick County — Maps. 
3. Sedgwick County (Kan.)— Maps. I. Title. OCLC 
07151295 





82-94 


A 57.69:Sh 5/sheet 1 
United States. Soil Conservation Service. 

Important farmlands, Sherman County, Oregon / U.S. De- 
partment of Agriculture, Soil Conservation Service. Scale ca. 
126,720 ; (W 121°00’—W 120°20°/N 45°40—N 45°30’). Port- 
land, Or. : USDA-SCS, 1980- 1 map : col. ; on 2 sheets 41 x 
61 cm. Shows land use. Sheet 1 of 2; shows northern por- 
tion. “October 1980.” Includes vicinity map. On verso: 
text. ‘“‘M7-0-24100-28.” 1. Agricultural resources — 
Oregon— Sherman County—Maps. 2. Land  use— 
Oregon — Sherman County — Maps. 3. Sherman County 
(Or.) — Maps. I. Title. *OCLC 07098421 


82-95 


A 57.69:T 36 
United States. Soil Conservation Service. 

Soil interpretive map of important farmlands, Thomas 
County, Georgia / U.S. Department of Agriculture, Soil Con- 
servation Service. Scale [ca. 1:100,000] ; (W 84°05’—W 
83°50’/N 31°05’—N 30°40’). Fort Worth, Tex. : USDA-SCS, 
1980. State Conservationist, SCS, P.O. Box 832, Athens, GA 
30603 1 map:col.;57x 72cm. Shows land use. Includes 
vicinity map. “November 1979 base 4-R-37177.” 1. Agri- 
cultural resources — Georgia — Thomas County — Maps. 2. 
Land use — Georgia — Thomas County — Maps. 3. Thomas 
County (Ga.) — Maps. I. Title. OCLC 07919036 


82-96 


A 57.69:T 85 


United States. Soil Conservation Service. 


Soil interpretive map of important farmlands, Turner 
County, Georgia / U.S. Department of Agriculture, Soil Con- 
servation Service. Scale [ca. 1:100,000] ; (W 83°45°—W 
83°30’/N 31°50’—N 31°40’). Fort Worth, Tex. : USDA-SCS, 
1980. State Conservationist, SCS, P.O. Box 832, Athens, GA 
30603 1 map: col. ; 57x 44cm. Shows land use. Includes 
vicinity map. “February 1980 base 4-R-37409.” 1. Agricul- 
tural resources —Georgia— Turner County — Maps. 2. 
Land use — Georgia— Turner County— Maps. 3. Turner 
County (Ga.)— Maps. I. Title. OCLC 07954926 


Government Publications — January 1982 


FEDERAL CROP INSURANCE 
CORPORATION 
Agriculture Dept. 
Washington, DC 20250 


82-98 


A 62.2:Al 5/2 


The New all-risk crop insurance program—the farmer's silent 


partner. —[Washinton, D.C.?] : U.S. Dept. of Agriculture, 
Federal Crop Insurance Corporation : [Supt. of Docs., U.S. 
G.P.O., distributor, 1980] 15 p. : ill. ; 23 cm. Reproduces 
the pictures and text of a USDA slide presentation. Cover 
title. “November 1980”—T. p. verso. @lItem 71 S/N 001- 
000-04204-1 @ GPO $1.75 1. Insurance, Agricultural — 
Crops — United States. I. Federal Crop Insurance Corpora- 
tion. OCLC 07917045 


RURAL ELECTRIFICATION 
ADMINISTRATION 
Agriculture Dept. 
Washington, DC 20250 


82-99 


A 68.2:El 2/9 


Electric program chart book.— (Washington, D.C.] : U.S. 


Dept. of Agriculture, Rural Electrification Administration, 
[1981] 55 p. : ill, charts, maps ; 28 cm. Cover title. 
“April 1981"—P. 1. 1. Electric power distribution — United 
States. 2. Electric power-plants— United States. 3. Elec- 
tric power production — United States. 4. Electric power 
consumption — United States. I. United States. Rural Elec- 
trification Administration. 81-602355 OCLC 07958510 


ECONOMICS, STATISTICS, AND 
COOPERATIVES SERVICE 
Agriculture Dept. 
Washington, DC 20250 


82-100 


_ A 105.22:164 
82-97 Coyle, William T. 

A 57.69:T 92 Japan’s rice policy / William T. Coyle. — Washington, 
United States. Soil Conservation Service. 


Soil interpretive map of important farmlands, Twiggs 
County, Georgia / U.S. Department of Agriculture, Soil Con- 
servation Service. Scale 1:100,000 ; (W 83°35’°—W 83°15/N 
32°50’—N 32°30’). Fort Worth, Tex. : USDA-SCS, 1981. 
State Conservationist, SCS, P.O. Box 832, Athens, GA 30605 


D.C. : U.S. Dept. of Agriculture, Economics and Statistics 
Service, 1981. vii, 26 p. : ill. ; 28 cm. — (Foreign agricultur- 
al economic report ; no. 164) “July 1981”—P. iii. Bibliog- 
raphy: p. 23-24. @lItem 42-B 1. Rice trade—Japan. I. 
United States. Dept. of Agriculture. Economics and Statistics 


Service. II. Title. III. Series. 81-602690 OCLC 07909683 
1 map : col. ; 57 x 45 cm. Shows land use. Includes vicini- 


ty map. “February 1980 base 4-R-37293.” 1. Agricultural 
resources — Georgia — Twiggs County— Maps. 2. Land 
use — Georgia — Twiggs County — Maps. 3. Twiggs 
County (Ga.) — Maps. I. Title. OCLC 07690546 


ACTION 
Washington, DC 20525 


82-101 
AA 1,17:4200.47 

The Peace Corps in Ghana. —[Washington, D.C. : Action?], 
1980. 1 folded sheet (6 p.) : ill, 2 maps ; 27 cm. Caption 
title. “ACTION 4200.47”—P. [6]. @lItem 74-C-9 1. Peace 
Corps (U.S.) 2. Volunteers workers in social service — 
Ghana. 3. Volunteers workers in social service — United 
States. 4. Ghana — Description and travel. I. United States. 
Action. II. Peace Corps (U.S.) OCLC 07931818 
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Peace Corps — ACTION 


PEACE CORPS 
ACTION 
Washington, DC 20525 


82-102 
AA 4.2:P 31/6 
Rice, Gerard T. 

Twenty years of Peace Corps / Gerard T. Rice. — Wash- 
ington, D.C. : The Corps : For sale by the Supt. of Docs., 
U.S. G.P.O., 1981. 93 p. : ill, (some col.), maps ; 23 cm. 
Includes bibliographical references. @Item 900-D S/N 
056-000-00022-4 @ GPO $6.50 1. Peace Corps (U.S.) 2. 
Volunteer workers in social service— United States. I. 
Peace Corps (U.S.) II. Title. 81-603288 OCLC 07779185 


CENSUS BUREAU 
Commerce Dept. 
Suitland, MD 20233 


82-103 
C 3.2:F 22/16 
Why a farm energy survey? — [Washington, D.C.?] : U.S. Dept. 
of Commerce, Bureau of the Census, [19807] 1 folded sheet 
(6 p.) : col. ill. ; 21 x9 cm. “79-A36”—P. [6] 1. Farms — 
United States— Energy consumption. I. United States. 
Bureau of the Census. OCLC 0791790i 


82-104 
C 3.2:F 76/2/980 

U.S. foreign trade statistics : classifications and cross-classifica- 
tions, 1980. — [Washington, D.C.] : U.S. Dept. of Commerce, 
Bureau of the Census : For sale by the Supt. of Docs., U.S. 
G.P.O., 1981. 1 v. (loose-leaf) ; 28 cm. Cover title. “Pre- 
pared in the Foreign Trade Division.” “Updates ... 1974 
edition of the “Cross-Classification” and the 1978 edition of 
the Correlations of Selected Export and Import Classifications 
Used in Compiling U.S. Foreign Trade Statistics”’—P. [1] 
“Issued February 1981”—Verso of title page. @lItem n-us--- 
S/N 003-024-03101-9 @ GPO $15.00 1. Commercial statis- 
tics. 2. United States—Commerce. I. United States. 
Bureau of the Census. 80-600166 OCLC 07958525 


82-105 
C 3.2:So 1/2/979 
Social indicators (United States. Bureau of the Census) 

Social indicators. Washington, D.C. : U.S. Dept. of Com- 
merce, Bureau of the Census : For sale by the Supt. of Docs., 
U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C. 20402 v. ; 28 cm. Triennial $19.00 Began 
with 1976. 1979. Description based on: 1979. @lItem 146 
S/N 003-024-02683-0 Continues: Social indicators (United 
States. Office of Management and Budget. Statistical Policy 
Division) ISSN 0363-6887 1. United States — Economic 
conditions — Statistics — Periodicals. 2. United States — 
Social conditions — Statistics — Periodicals. I. | United 
States. Bureau of the Census. 77-608307 //r81 OCLC 
07624058 


82-106 


C 3.24:977/v.3/pt.1 


Census of manufactures (1977) 


1977 census of manufactures. Volume III. Geographic area 
statistics. Part 1. General summary, Alabama-Montana. — 
Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1981. 1 v. 
(various pagings) : forms, maps ; 29 cm. “Issued August 
1981.” @ltem 134 S/N 003-024-03159-1 @ GPO $22.00 
1. United States — Manufactures — Statistics. I. United 
States. Bureau of the Census. II. Title. III. Title: Geo- 
graphic area statistics, general summary, Alabama-Montana. 
IV. Title: General summary, Alabama-Montana. OCLC 
07958675 


82-107 


C 3.24:977/v.3/pt.2 


Census of manufactures (1977) 


1977 census of manufactures. Volume III. Geographic area 
statistics. Part 2. General summary, Nebraska-Wyoming. — 
Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1981. 1 v. 
(various pagings) : forms, maps ; 29 cm. “Issued August 
1981.” @Item 134 S/N 003-024-03160-4 @ GPO $22.00 
1. United States — Manufactures — Statistics. I. United 
States. Bureau of the Census. II. Title. III. Title: Geo- 
graphic area statistics, general summary, Nebraska-Wyoming. 
IV. Title: General summary, Nebraska-Wyoming. OCLC 
07958669 


82-108 


C 3.24/2:M 56 


Census of manufactures (1977) 


1977 census of manufactures. Special report. Selected metal 
mill shapes and forms. — Washington, D.C. : U.S. Dept. of 
Commerce, Bureau of the Census : For sale by the Supt. of 
Docs., U.S. G.P.O., 1981. iv, 297, 9 p. ; 28 cm. “Issued 
August 1981.” @Item 135 S/N 003-024-03168-0 @ GPO 
$8.50 1. Metal-work — United States — Statistics. I. United 
States. Bureau of the Census. II. Title. III. Title: Selected 
metal mill shapes and forms. OCLC 07930818 


82-109 


C 3.191/2:980/5 


Governmental finances in ... Washington, D.C. : U.S. Dept. of 


Commerce, Bureau of the Census : For sale by the Customer 
Services Section (Data User Services Division), Bureau of the 
Census, Customer Services Section, (Data User Services Di- 
vision), Bureau of the Census, Washington, D.C. 20233 v. ; 
26-28 cm. (Government finances : GF ; 80 no. 5) Began 
with 1963/64. G.P.O. sales statement incorrect in publica- 
tion. 1979-80. Description based on: 1978-79. Earlier vols. 
issued as a part of: Governmental finances in the United 
States. @lItem 146-E ISSN 0095-3741 Main series: Gov- 
ernment finances 1. Finance, Public — United States — Sta- 
tistics — Periodicals. Key Title: Governmental finances 
(Washington) I. Series: Government finances ; 80 no. 5. 
HJ257.2.U54a 74-648909 //r81 336.73 OCLC 01796773 





82-110 


C 3.191/2:980/8 

County government finances in ... Washington, D.C. : U.S. 
Dept. of Commerce, Bureau of the Census : For sale by 
Customer Services (Publications), Bureau of the Census, 
Customer Services (Publications), Bureau of the Census, 
Washington, D.C. 20233 v. ; 26-28 cm. (Government fi- 
nances : GF ; 80 no. 8) Annual Began with 1972/73. 
1979-80. Description based on: 1979-80. @lItem 146-E 
ISSN 0098-678X Main series: Government finances 1. 
Local finance — United States — Statistics — Periodicals. I. 
United States. Bureau of the Census. Key Title: County 
government finances II. Series: Government finances ; 80 
no. 8. HJ9011.A4c 75-600017 //r81 336.73 OCLC 
02240336 


82-111 


C 3.223:0c 1/980-2 
Census of population (1980) 

1980 census of population. Alphabetical index of industries 
and occupations. — 2d ed. — Washington, D.C. : U.S. Dept. 
of Commerce, Bureau of the Census : For sale by the Supt. of 
Docs., U.S. G.P.O., 1981. xviii, 179, 267 p. ; 28 cm. 
“Issued May 1981.” @lItem 154 (microfiche) S/N 003-024- 
03138-8 @ GPO $10.00 1. United States — Industries — In- 
dexes. 2. United States — Occupations — Indexes. I. United 
States. Bureau of the Census. II. Title. III. Title: Alpha- 
betical index of industries and occupations. 81-602887 
OCLC 07802787 


82-112 


C 3.245/4:977 
Census of construction industries (1977) 

1977 census of construction industries. Industry and area 
statistics. — Washington, D.C. : U.S. Dept. of Commerce, 
Bureau of the Census : For sale by the Supt. of Docs., U.S. 
G.P.O., 1981. 1 v. (various pagings) : charts, forms, 1 map ; 
29 cm. “Issued July 1981.” @Item 133-D-2 S/N 003-024- 
03149-3 @ GPO $26.00 1. Construction industry — United 
States — Statistics. I. United States. Bureau of the Census. 


II. Title. III. Title: Industry and area statistics. OCLC 
07958660 


82-113 


C 3.254:2 

C 3.254:3 

Selected characteristics of foreign-owned U.S. firms / U.S. De- 
partment of Commerce, Bureau of the Census. [Washington] : 
The Bureau : For sale by the Supt. of Docs., U.S. G.P.O., 
1978- Supt. of Docs., U.S. Govt. Print. Off., Washington, 
D.C. 20402 v. : ill. ; 28 cm. (Series FOF ; no. 2-3) Annual 
$2.00 (1978) $2.50 (1979) 1975-1976- 1978; 1979. @Item 
131-J S/N 003-024-02804-2 (1978) ; 003-024-03134-5 (1979) 
Main series: Series FOF 1. Investments, Foreign — United 
States — Statistics — Periodicals. 2. Corporations, Foreign — 
Statistics — Periodicals. I. United States. Bureau of the 
Census. II. Series. OCLC 07661550 


82-114 


C 3.256/4:977/v.1 
Census of wholesale trade (1977) 

1977 census of wholesale trade. Volume 1. Subject statis- 
tics. — Washington, D.C. : U.S. Dept. of Commerce, Bureau 
of the Census : For sale by Supt. of Docs., U.S. G.P.O., 1981. 
710 p. in various pagings : forms, 1 map ; 29 cm. “Issued 
August 1981.” @Item 132 S/N 003-024-03155-8 @ GPO 
$19.00 1. Wholesale trade — United States — Statistics. I. 
United States. Bureau of the Census. II. Title. OCLC 
07930838 
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82-115 
C 3.257/4:9717/v.2/pt.4 
Census of service industries (1977) 

1977 census of service industries. Volume II. Geographic 
area statistics. Part 4. Other service industries. — Washi 
D.c. : US. Dept. of Commerce, Bureau of the Census : For 
ale by. Supt. of Doce., U.S. G.P.O., 1981. 848 p. in various 
pagings : forms, maps ; 29 cm. “Issued August 1981.” 
@ltem 132 S/N 003-024-03153-1 @ GPO $20.00 1. Serv- 
ice industries — United States — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Geographic area 
statistics, other service industries. IV. Title: Other service 
industries. OCLC 07958664 


NATIONAL BUREAU OF STANDARDS 
Commerce Dept. 
Washington, DC 20234 
82-116 
C 13.2:T 4 
Thermophysical properties. — Boulder, Colo. : National Bureau 
of Standards, National Engineering Laboratory, [1981] 1 
folded sheet (6 p.) : ports. ; 21 x 10 cm. @lItem 244 1. 
National Engineering Laboratory (U.S.). Thermophysical 
Properties Division. I. National Engineering Laboratory 
(U.S.) OCLC 07917916 
82-117 
C 13.46:1145 
Souders, T. Michael. 

A calibration service for analog-to-digital and digital-to- 
analog converters / T.M. Souders, D.R. Flach, B.A. Bell ; 
sponsored in part by Department of Defense Calibration Co- 
ordination Group. — Washington, D.C. : U.S. Dept. of Com- 
merce, National Bureau of Standards : For sale by the Supt. 
of Docs., U.S. G.P.O., 1981. vi, 66 p. : ill. ; 26 cm. — (NBS 
technical note ; 1145) “Center for Electronics and Electrical 
Engineering, National Engineering Laboratory, National 
Bureau of Standards.” “Issued July 1981.” Includes biblio- 
graphical references. @Item 249-A (microfiche) S/N 003- 
003-02357-4 @ GPO $4.75 1. Analog-to-digital converters. 
2. Digital-to-analog converters. I. Flach, Donald R. II. 
Bell, B. A. III. United States. National Engineering Labora- 
tory. Center for Electronics and Electrical Engineering (U.S.) 
IV. United States. Dept. of Defense. Calibration Coordination 
Group. V. Title. VI. Series. OCLC 07949567 


NATIONAL TECHNICAL INFORMATION 
SERVICE 
Commerce Dept. 
Springfield, VA 22161 


82-118 
C 51.2:T 22/981 
National Technical Information Service (U.S.) 

Appropriate technology information for developing coun- 
tries : selected abstracts from the NTIS data file / prepared 
by the U.S. Department of Commerce, National Technical 
Information Service ; [editor, Paul L. Bundick].— 3rd. ed., 
Jan. 1981. — Springfield, Va. : The Service, 1981. xxx, 453 
p. : ill. ; 28 cm. “International technical information net- 
work, a project of the U.S. Agency for International Devel- 
opment”—Cover. NTIS: PB80-146052. @lItem 271 (micro- 
fiche) 1. Underdeveloped areas — Technology — Abstracts. 
2. Technology — Abstracts. I. Bundick, Paul L. II. United 
States. Agency for International Development. III. National 
Technical Information Service (U.S.) IV. Title. 81-602971 
OCLC 07718813 
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National Oceanic and Atmospheric Administration — Commerce Dept. 


82-119 
C 51,.11/5:Ad 6/978-80 

A Directory of computer software applications. Administration 
& management. Springfield, Va. : U.S. Dept. of Commerce, 
National Technical Information Service, 1980- U.S. Dept. of 
Commerce, N.T.LS., 5285 Port Royal Rd., Springfield, Va., 
22161 v. ; 28 cm. 1970-July 1978- OAdministration & 
management Other title: Directory of computer software ap- 
plications. Administration and management Aug. 1978-Oct. 
1980- NTIS: PB81-113409. Aug. 1978-Oct. 1980. @Item 
188-A-5 1. |Management— Computer programs — Ab- 
stracts — Periodicals. 2. Personnel management — Computer 
programs — Abstracts — Periodicals. I. National Technical 
Information Service (U.S.) OCLC 07065178 


82-120 
C 51.11/5:C 49/978-80 

A Directory of computer software applications. Civil & struc- 
tural engineering. [Springfield, Va.] : U.S. Dept. of Com- 
merce, National Technical Information Service, U.S Dept. 
of Commerce, National Technical Information Service, 
Springfield, Va. 22161 v.; 28cm. OCivil & structural engi- 
neering Other title: Directory of computer software applica- 
tions. Civil and structural engineering 1978-Sept. 1980- Title 
from cover. Title varies slightly. NTIS: PB80-217540. 
1978-Sept. 1980. Description based on: 1978-Sept. 1980. 
@ltem 188-A-5 1. Structural engineering — Computer pro- 
grams — Abstracts — Periodicals. I. National Technical In- 
formation Service (U.S.) OCLC 04179700 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 
Commerce Dept. 
Rockville, Md. 20852 


82-121 
C 55.2:C 81 
Our fragile coral reefs, enjoy but don’t destroy. — Rev. 1980. — 
fWashington, D.C.?] : U.S. Dept. of Commerce, National 
Oceanic and Atmospheric Administration, [1980] 1 folded 
sheet (10 p.) : col. ill. ; 23 x 9 cm. “NOAA/PA”—P. [10] 
@ltem 250-E-2 1. Coral reefs and islands. I. United States. 


National Oceanic and Atmospheric Administration. OCLC 
07931783 


82-122 
C 55.2:T 63/2 
Tips for tornado safety. — Washington, D.C. : National Oceanic 
and Atmospheric Administration, [19812] 1 sheet ; 121 x 91 
mm. folded to 60x 91 mm. 1. Tornadoes. I. United States. 


National Océanic and Atmospheric Administration. OCLC 
07917881 


82-123 
C 55.34/2:M 66/v.1-2 

Deep seabed mining : final programmatic environmental impact 
statement / prepared by Office of Ocean Minerals and 
Energy. — Washington, D.C. : The Office, 1981. 2 v.: ill. ; 
28 cm. Title of Vol. II: Responses to comments. ‘“Septem- 
ber 1981.” Bibliography: Vol. I, p. 201-206. “NOAA S/T 
81-42”—P. 4 of cover. 1. Mineral resources in submerged 
lands — Pacific Ocean. 2. Ocean mining — Environmental 
aspects — Pacific Ocean. I. United States. National Oceanic 
and Atmospheric Administration. Office of Ocean Minerals 
and Energy. 81-603139 OCLC 07902367 
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NATIONAL WEATHER SERVICE 
Commerce Dept. 
Silver Spring, MD 20910 


82-124 


C 55.102:L 62/3/979 


Lightning safety. — Washington, D.C. : U.S. Dept. of Com- 


merce, National Oceanic and Atmospheric Administration, 
National Weather Service : For sale by the Supt. of Docs., 
U.S. G.P.O., 1979. 1 sheet ; 121 x 91 mm. folded to 60 x 91 
mm. “NOAA/PA 76018.” S/N 003-017-00392-2 @ GPO 
$1.50 1. Lightning protection. I. United States. National 
Weather Service. OCLC 07931720 


ENVIRONMENTAL DATA AND 
INFORMATION SERVICE 
Commerce Dept. 
Washington, DC 20235 


82-125 


C 55.214/2:85/13 


Climatological data, annual summary. Alabama. Asheville, N.C. 


: National Oceanic and Atmospheric Administration, Environ- 
mental Data and Information Service, National Climatic 
Center, U.S. Dept. of Commerce, National Climatic Center, 
Federal Bldg., Asheville, N.C. 28801 v. : map ; 28 cm. 
Vol. 85, no. 13 (1979) Description based on: Vol. 85, no. 13 
(1979) 1. Meteorology — Alabama — Statistics — Periodi- 
cals. 2. Alabama — Climate — Statistics — Periodicals. I. 
National Climatic Center. OCLC 06158665 


82-126 


C 55.214/4:83/13 


Climatological data, annual summary. Arizona. Asheville, N.C. : 


National Oceaninc and Atmospheric Administration, Environ- 
mental Data and Information Service, National Climatic 
Center, U.S. Dept. of Commerce, National Climatic Center, 
Federal Bldg., Asheville, N.C. 28801 v. : map ; 28 cm. 
Title from cover. Vol. 83, no. 13, 1979. Description based 
on: Vol. 83, no. 13 (1979) 1. Meteorology — Arizona — Sta- 
tistics — Periodicals. 2. Arizona — Climate — Statistics — 
Periodicals. I. National Climatic Center. OCLC 06171756 


NATIONAL CLIMATIC CENTER 
Commerce Dept. 
Washington, DC 20230 


82-127 


C 55.287/44-4:980 


Local climatological data. Aberdeen, South Dakota, annual 


summary with comparative data. [Asheville, N.C. : National 
Oceanic and Atmospheric Administration, Environmental 
Data and Information Service, National Climatic Center, 
Publications, National Climatic Center, Federal Bldg., Ashe- 
ville, N.C. 28801 v.; 28cm. Annual Caption title. 1980. 
Description based on: 1980. ISSN 0198-4683 1. Meteorol- 
ogy — South Dakota — Aberdeen — Statistics — Periodicals. 
2. Aberdeen (S.D.) — Climate — Statistics — Periodicals. I. 
National Climatic Center. OCLC 06257237 





NATIONAL MARINE FISHERIES SERVICE 
Commerce Dept. 
Washington, DC 20235 


82-128 


C 55.309/2:7812 

New York landings, annual summary. [Washington, D.C.] : U.S. 
Dept. of Commerce, [National Oceanic and Atmospheric Ad- 
ministration, National Marine Fisheries Service, U.S. Dept. 
of Commerce, National Oceanic and Atmospheric Adminis- 
tration, National Marine Fisheries Service (F/SR1), Washing- 
ton, D.C. 20235. v. ; 27 cm. (Current fisheries statistics ; no. 
7812) Annual Caption title. “NA-4.” 1978. Descrip- 
tions based on: 1978. Vols. for 19 - prepared in cooperation 
with the New York Dept. of Environmental Conservation, 
Division of Marine and Coastal Resources. @Item 610-A 
Main series: Current fisheries statistics 1. Fisheries — New 
York (State) — Statistics — Yearbooks. I. United States. Na- 
tional Marine Fisheries Service. II. New York (State). Divi- 
sion of Marine and Coastal Resources. III. Series. OCLC 
03145882 


82-129 


C 55.309/2:8106 

Frozen fishery products, annual summary. [Washington, D.C.] : 
U.S. Dept. of Commerce, [National Oceanic and Atmospheric 
Administration, National Marine Fisheries Service, U.S. 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, National Marine Fisheries Service (F/SR1), 
Washington, D.C. 20235 v. ; 26 cm. (Current fisheries statis- 
tics ; no. 8106) Caption title. 1980. Description based on: 
1980. @Item 610-A ISSN 0162-6108 Main series: Current 
fisheries statistics 1. Fishery products, Frozen — United 
States — Statistics — Periodicals. I. United States. National 
Marine Fisheries Service. II. Series. sc-79002814 OCLC 
04058186 


ECONOMIC ANALYSIS BUREAU 
Commerce Dept. 
Washington, DC 20230 


82-130 


C 59.11/3:979 
Business statistics (United States. Bureau of Economic Analysis) 
Business «statistics. Washington, D.C. : U.S. Dept. of Com- 
merce, Bureau of Economic Analysis : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C. 20402 v. ; 29 cm. Biennial $9.50 
Began with 1951. 1979. Description based on: 1979. Vols. 
for 1951-71 issued by the Office of Business Economics; 1973- 
by the Bureau of Economic Analysis. @lItem 228 S/N 003- 
010-00089-9 ISSN 0083-2545 Supplement to: Survey of 
current business ISSN 0039-6222 Continues: Statistical sup- 
plement to the survey of current business 1. United States — 
Commerce — Statistics — Periodicals. 2. United States — 
Economic conditions — Statistics — Periodicals. I. United 
States. Bureau of Economic Analysis. II. United States. 
Office of Business Economics. Key Title: Business statistics 
(Biennial) OCLC 01227582 
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NATIONAL TELECOMMUNICATIONS AND 
INFORMATION ADMINISTRATION 
Commerce Dept. 

Washington, DC 20504 


82-131 
C 60.9:81-12 

Microwave radiation at the U.S. Embassy in Moscow and its 
biological implications : an assessment / prepared for the U.S. 
Dept. of State.— Washington, D.C. : U.S. Dept. of Com- 
merce, National Telec« ications and Information Admin- 
istration : For sale by the Supt. of Docs., U.S. G.P.O., 1981. 
110 p. in various pagings : ill. ; 28 cm.— (NTIA special 
publications ; NTIA-SP-81-12) “March 1981.” @Item 126- 
D-3 (microfiche) S/N 003-000-00574-7 @ GPO $5.50 1. 
United States. Embassy (Soviet Union) 2. Microwaves — 
Physiological effect. I. United States. National Telecommu- 
nications and Information Administration. II. United States. 
Dept. of State. III. Series. 81-602510 OCLC 07898379 





INTERNATIONAL TRADE ADMINISTRATION 
Dept. of Commerce 
Washington, DC 20230 


82-132 
C 61.2:D 63/980 

Commerce district offices serve business. — Rev. Nov. 1980. — 
[Washington, D.C.?] : U.S. Dept. of Commerce, International 
Trade Administration, 1980. 1 folded sheet (6 p.) ; 23 x 10 
cm. @lItem 231-B-1 1. United States. Dept. of Com- 
merce — Directories. I. United States. International Trade 
Administration. OCLC 07917868 


82-133 
C 61.2:Ex 4 

How to get the most from overseas exhibitions. — Rev. Oct. 
1980. — Washington, D.C. : U.S. Dept. of Commerce, Inter- 
national Trade Administration, Office of Export Promotion, 
[1980] [24] p. : ill. ; 22 x 10 cm. — (International marketing 
information series) @lItem 231-B-1 1. Fairs. 2. Foreign 
trade promotion. I. United States. International Trade Ad- 
ministration. Office of Export Promotion. II. Series. 
OCLC 07917858 


82-134 
C 61.2:P 88 

Foreign business practices : materials on practical aspects of 
exporting, international licensing, and investing / U.S. De- 
partment of Commerce, International Trade Administra- 
tion. — Washington, D.C. : U.S. Dept. of Commerce, Interna- 
tional Trade Administration : For sale by the Supt. of Docs., 
U.S. G.P.O., 1981. v, 118 p.: 1 form; 27cm. “May 1981.” 
S/N 003-009-00343-1 @ GPO $5.50 1. Commercial law. 
2. Agency (Law) 3. Industrial property (International law) 
4. Foreign licensing agreements. 5. Foreign trade regulation. 
I. United States. International Trade Administration. 81- 
602528 OCLC 07920000 


82-135 
C 61.2:W 29 

Water resources, Saudi Arabia and United Arab Emirates, 
March 28-April 9, 1981. — [Washington, D.C.?] : U.S. Dept. 
of Commerce, International Trade Administration, [1981] 28 
p. : ports. ; 22 x 9 cm. 1. Water resources development — 
Saudi Arabia. 2. Water resources development — United 
Arab Emirates. I. United States. International Trade Admin- 
istration. OCLC 07931753 
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82-136 FEDERAL COMMUNICATIONS 
C 61.8:G 31 


German trade fai a handbook for American exporters / co ION 
fairs : MMISS 
Patrick Killough, editor. — Washington, D.C. : U.S. Dept. of Washington, DC 20554 
Commerce, International Trade Administration : For sale by 82-140 
the Supt. of Docs., U.S. G.P.O., [1981] v, 99 p. ; 24 cm. 


sey CC 1.43/2:979 
“American Embassy, Bonn.” “May 1981”—Cover. Bibliog- 


AM/FM financial data. Washington, D.C. : Federal Communi- 

raphy: p. 95-96. S/N 003-009-00344-0 @ GPO $4.50 1. cations Commission, 1981- Federal Communication Commis- 
Germany (West) — Fairs — Handbooks, manuals, etc. I. Kil- sion, 1919 M St., N.W., Washington, D.C. 20554 v. ; 27 cm. 
lough, Patrick. II. United States. International Trade Ad- Annual 1979- At head of title, 1979- : News. Caption 
ministration. III. United States. Embassy (Germany : West) title. 1979. @lItem 287-C Continues: AM and FM broad- 
81-602628 OCLC 07899000 cast financial data 1. Radio broadcasting — United States — 

aia Statistics — Periodicals. I. United States. Federal Communi- 
1 


cations Commission. OCLC 07485976 
C 61.15:B 96/981 


Publications for business from ITA, including a geographical 
index. [Washington, D.C.] : U.S. Dept. of Commerce, Interna- CIVIL RIGHTS COMMISSION 
tional Trade Administration, U.S. Dept. of Commerce, In- Washington, DC 20425 
ternational Trade Administration, Washington, D.C., 20230 82-141 
v.; 23 cm. Annual Title from cover. Issue for 1979 was CR 1.2:C 49/7 
Wel Vols tee 19 79 laneed ag the Dept of Commerce, Usted States Commission on Civil Rights. 
Sais 4 Trad Admini > aioe 95.50 LB % Civil rights : a national, not a special interest : a statement / 
ncustry ond treats Acumen. Os SY |. Dae of the United States Commission on Civil Rights. — Washing- 
an Sages Ss ee ae ge ton, D.C. : The Commission, 1981. vii, 130 p. ; 26 cm. 
tion — United States — Bibliography — Catalogs. 3. United “June 25, 1981.” Includes bibliographical references. 1. 
States. International Trade Administration — Bibliography — Civil rights— United States. I. Title. 81-603050 OCLC 
Catalogs. 4. United States. Industry and Trade Administra- 07898747 
tion — Bibliography — Catalogs. I. United States. Interna- 
tional Trade Administration. II. United States. Industry and 82-142 
Trade Administration. OCLC 07932010 CR 1.2:F 76 
United States Commission on Civil Rights. 
Equal opportunity in the Foreign Service : a report / of the 
C 61.23:981 United States Commission on Civil Rights. — Washington, 
United States. Office of Export Administration. D.C. : The Commission, 1981. 23 p.; 26cm. “June 1981.” 
Export administration regulations. [Washington, D.C.?] : Includes bibliographical references. 1. United States. For- 
U.S. Dept. of Commerce, International Trade Administration, eign Service — Officials and employees. 2. Discrimination in 
Office of Export Administration : Supt. of Docs. U.S. employment — United States. I. Title. 81-602516 OCLC 
G.P.O., [distributor], Supt. of Docs., U.S. Govt. Print. Off., 07898725 
Washington, D.C., 20402 v. ; 26cm. $61.00 (U.S., includ- 
ing dividers and supplementary material issued as Export ad- 82-143 
ministration bulletins) $76.25 (foreign) Began with 1974. — CRI2RW 
“15 CFR.” Basic manual, Oct. 1981. Publications for 1974. United States Commission on Civil Rights. Iowa Advisory 
1979 were classed (Supt. of Docs.) C 57.409:(date). Descrip- Committee. 


82-138 


tion based on: 1980. Continues Export control regulations 
issued by the Office under an earlier name: United States. 
Office of Export Control. @lItem 211 S/N 003-009-81001-9 
ISSN 0094-8411 Has supplement: United States. Office of 
Export Administration. Export administration bulletin 1. 
Export controls — United States. 2. Foreign trade regula- 
tion— United States. I. Title. KF1987.A329.045 74- 
646776 //r81 343/.73/087 OCLC 01795448 


CIVIL AERONAUTICS BOARD 
Washington, DC 20428 


82-139 


CAB 1.26:980-2 

List of certificated U.S. air carriers. Washington, D.C. : Civil 
Aeronautics Board, Civil Aeronautics Board, Washington, 
D.C. 20428 v. ; 28 cm. Title from cover. Sept. 1980. 
Description based on: Sept. 1980. @lItem 177-A-15 Contin- 
ues: List of U.S. air carriers 1. Air lines — United States — 
Directories. 2. Freight forwarders — United States — Direc- 
tories. I. United States. Civil Aeronautics Board. OCLC 
06440011 
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Race relations in Tama County : a report / prepared by the 
Iowa Advisory Committee to the U.S. Commission on Civil 
Rights. — Washington, D.C. : The Commission, 1981. ix, 54 
p. ; 26 cm. “August 1981”—Cover. Includes bibliograph- 
ical references. 1. Fox Indians — Civil rights. 2. Race rela- 
tions. 3. Tama County (Iowa) — Race relations. I. United 
States Commission on Civil Rights. II. Title. 81-603183 
OCLC 07936668 


82-144 
CR 1.8:D 71 
United States Commission on Civil Rights. 

Domestic violence : hearing held in Phoenix, Arizona, Feb- 
ruary 12-13, 1980 : testimony and exhibits. — [Washington, 
D.C.?] : U.S. Commission on Civil Rights, 1981. iii, 639 p. : 
ill., charts, forms ; 23 cm. At head of title: Hearing before 
the United States Commission on Civil Rights. Spine title: 
Hearing on domestic violence, Phoenix, Arizona, 1980. In- 
cludes bibliographical references and index. 1. Wife abuse — 
Arizona. 2. Family violence— Arizona. 3. Women— 
Legal status, laws, etc. — Arizona. I. Title. II. Title: Hear- 
ing before the United States Commission on Civil Rights. 
III. Title: Hearing on domestic violence, Phoenix, Arizona, 
1980. 81-602821 OCLC 07899020 





82-145 
CR 1.9:C 28/981 
Catalog of publications (United States Commission on Civil 
Rights) 

Catalog of publications / United States Commission on 
Civil Rights. Washington, D.C. : The Commission, U.S. 
Commission on Civil Rights, Washington, D.C., 20425 v. ; 
23 cm. Annual Jan. 1981. Description based on: 1981. 
@ltem 288-A 1. Civil rights — United States — Bibliogra- 
phy — Catalogs. 2. United States Commission on Civil 
Rights — Bibliography — Catalogs. I. United States Com- 
mission on Civil Rights. OCLC 06191162 


CIVIL SERVICE COMMISSION 
Washington, DC 20415 


82-146 
CS 1.2:N 21/2 
National Independent Study Center (U.S.) 

National Independent Study Center fiscal year ... course 
catalog. Denver, CO : National Independent Study Center, 
U.S. Civil Service Commission, National Independent Study 
Center, U.S. Civil Service Commission, Bldg. 20, Denver 
Federal Center, Denver, CO 80225 v. ; 23 cm. Annual 
“NISC-8”—P. 4 of cover. Issue for 1979 was classed: CS 
1.92:C 28/979. Description based on: Fiscal year 1978. 
Report covers fiscal year 1978. 1. National Independent 
Study Center (U.S.)— Curricula — Periodicals. 2. Civil 
service — United States — Periodicals. 3. Employees, Train- 
ing of — United States — Periodicals. I. National Independ- 
ent Study Center (U.S.). Course catalog. II. Title. OCLC 
05305811 


COMMUNITY SERVICES ADMINISTRATION 
Washington, DC 20506 


82-147 
CSA 1.1:979 
United States. Community Services Administration. 

Annual report / Community Services Administration. 
[Washington, D.C. : The Administration, Community Serv- 
ices Administration, 1200 Nineteenth St., NW, Washington, 
D.C. 20506 v. : ill. ; 28 cm. Distinctive title: Creating op- 
portunity Description based on: Fiscal year 1979. Report 
covers fiscal year 1979. @lItem 361-C Continues: United 
States. Community Services Administration. Annual report of 
the Community Services Administration 1. Economic assist- 
ance, Domestic — United States — Periodicals. 2. United 
States — Social policy — Periodicals. 3. United States — 
Economic policy — 1971-— Periodicals. 4. United States. 
Community Services Administration — Periodicals. I. Title. 
OCLC 07955225 
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DEFENSE DEPARTMENT 
Washington, DC 20301 


82-148 
D 1.29:26-50/citators 

Court-martial reports : holdings and decisions of the Courts of 
Military Review and United States Court of Military Appeals. 
Rochester, N.Y. : Lawyers Co-operative Pub. Co., 1970-1976. 
10 v. ; 26 cm. v. 41-50 (1969/70-1974/75). Citators and 
index covering v. 26-50. _ Indices: Vols. 26-50. 1 v. @Item 
349 Continues: Court-martial reports : holdings and deci- 
sions of the Judge Advocate General, Boards of Review, and 
United States Court of Military Appeals Continued by: 
West’s military justice reporter ISSN 0147-7315 1. Military 
offenses — United States — Cases — Periodicals. 2. Courts- 
martial and courts of inquiry — United States — Cases — Per- 
iodicals. 3. Law reports, digests, etc. — United States — Per- 
iodicals. I. United States. Army. Office of the Judge Advo- 
cate General. II. United States. Navy. Office of the Judge 
Advocate General. III. United States. Air Force. Judge Ad- 
vocate General. IV. United States. Court of Military Ap- 
peals. OCLC 03259412 


NATIONAL DEFENSE UNIVERSITY 
Defense Dept. 
Washington, DC 20319 


82-149 
D 5.402:N 91 
Tarr, Curtis W., 1924- 

By the numbers : the reform of the selective service system, 
1970-1972 / by Curtis W. Tarr. — Fort Lesley J. McNair, 
Washington, D.C. : National Defense University Press ; 
Washington, D.C. : For sale by the Supt. of Docs., U.S. 
G.P.O., 1981. xii, 177 p. ; 23 cm. Includes index. @Item 
378-H-1 (microfiche) S/N 008-020-00860-5 $5.50 1. Mili- 
tary service, Compulsory — United States. I. National De- 
fense University. II. Title. 81-600066 OCLC 07831198 


82-150 
D 5.410:In 2 
Stephens, Richard H. 

The industrial sector / Richard H. Stephens. — Sth ed. — 
Washington, D.C. : National Defense University, 1980. v, 
135 p. : ill. ; 24 cm. — (National security management) Bib- 
liography: p. 126-128. Includes index. @lItem 378-H-4 1. 
Industry and state — United States. 2. War — Economic as- 
pects — United States. I. National Defense University. II. 
Title. III. Series. 81-602233 OCLC 07488354 


82-151 
D 5.410:Se 1 
Seaborne logistic support : test case study. — Washingon, D.C. : 
National Defense University, [19807] ii, 25 p. : ill, maps ; 23 
cm. — (National security management) Cover title. @Item 
378-H-4 1. Logistics. I. National Defense University. II. 
Series. OCLC 07930784 


82-152 
D 5.413:81-2 
Military ethics and professionalism : a collection of essays / 
collected and edited by James Brown and Michael J. Col- 
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Army Department — Defense Dept. 


lins. — Fort Lesley J. McNair, Washington, D.C. : National 82-156 
Defense University Press ; [Washington, D.C. : Supt. of 


D 101.60:328 
Docs., U.S. G.P.O., distributor], 1981. xiv, 98 p. : ill. ; 21 


Pilette, Sterling. 


cm.— (National security essay series ; 81-2) “Published in 
cooperation with the Inter-University Seminar on Armed 
Forces and Society, the Air University, and the Air Com- 
mand and Staff College.” Includes bibliographical refer- 
ences. @Item 378-H-5 S/N 008-020-00873-7 @ GPO 
$4.75 1. United States. Army — Vocational guidance — Ad- 
dresses, essays, lectures. 2. Military ethics — Addresses, 
essays, lectures. I. Brown, James, 1934 May 1- II. Collins, 
Michael J. III. National Defense University. IV. Inter-Uni- 
versity Seminar on Armed Forces and Society. V. Air Uni- 
versity (U.S.). Air Command and Staff College. VI. Series. 
81-602741 OCLC 07719703 


ARMY DEPARTMENT 
Defense Dept. 
Washington, DC 20310 


82-153 


D 101.11:10-412/2/980 

Armed Forces recipe service. — Revision. — [Washington, D.C. 
: Departments of the Army, the Navy, and the Air Force] : 
For sale by the Supt. of Docs., U.S. G.P.O., [1980] 1 v. 
(various pagings) ; col. ill. ; 13 x 21 cm.— (United States 
Army ; TM 10-412) (United States Navy ; NAVSUP Publica- 
tion 7) (United States Air Force ; AFM 146-12 - Volume I) 
(United States Marine Corps ; MCO P10110.16C) Includes 
indexes. @Item 329 S/N 008-040-00089-3 @ GPO $40.00 
1. Cookery, Military. I. United States. Dept. of the Army. 
II. United States. Navy Dept. III. United States. Dept. of 
the Air Force. IV. Series: Department of the Army techni- 
cal manual ; TM 10-412. V. Series: NAVSUP pub; 7. VI. 
Series: Air Force AFM ; 146-12 - Volume I. VII. Series: 
MCO P;; 10110.16 C. OCLC 07958536 


The value of special training for the interpretation of UGS 
employed in a grid / Sterling Pilette and Bill Biggs and 
Harold Martinek. — Alexandria , Va. : U.S. Army Research 
Institute for the Behavioral and Social Sciences, [1978] 60 p. 
: ill, maps ; 27 cm.— (Technical paper ; 328) “Human 
Factors Technical Area.” “October 1978.” Includes biblio- 
graphical references. “Army project number 
2Q762717A721.” @Item 330-E (microfiche) 1. United 
States. Army — Target-practice. 2. Remote sensing. 3. 
Grids (Cartography) I. Biggs, Billy. II. Martinek, Harold. 
III. U.S. Army Research Institute for the Behavioral and 
Social Sciences. Human Factors Technical Area. IV. Title. 
V. Series: Technical paper (U.S. Army Research Institute for 
the Behavioral and Social Sciences) ; 328. OCLC 07909293 


82-157 


D 101,60:329 


Bell, D. Bruce. 


An evaluation of two systems for reducing discipline failure 
in BCT / D. Bruce Bell. — Alexandria, Va. (5001 Eisenhower 
Avenue, Alexandria, Va. 22333) : U.S. Army Research Insti- 
tute for the Behavioral and Social Sciences, [1978] 34 p. : 
charts ; 27 cm.— (Technical paper ; 329) “Personnel Ac- 
cession and Utilization Technical Area.” “September 1978.” 
Bibliography: p- 23-24. “Army project number 
2Q762717A 766.” @ltem 330-E (microfiche) 1. Military dis- 
cipline — United States. 2. Military education — United 
States. I. U.S. Army Research Institute for the Behavioral 
and Social Sciences. Personnel Accession and Utilization 
Technical Area. II. Title. III. Series: Technical paper (U.S. 
Army Research Institute for the Behavioral and Social Sci- 
ences) ; 329. OCLC 07921269 


82-158 


82-154 D 101,60:331 


D 101.20:31-31 V-S 


Rumsey, Michael G. 
United States. Dept. of the Army. 


Male and female factors on the Cadet Evaluation Battery / 


Special Forces soldier’s manual for MOS 31V (SQI S)— 
(Washington, D.C.] : Headquarters, Dept. of the Army, 1981. 
663 p. in various pagings : ill. ; 26 cm.— (FM ; 31-31V-S) 
Cover title. “July 1981.” Bibliography: p. A-1 - A-11. 


Michael G. Rumsey and E. Sue Mohr and Anthony E. Cas- 
telnovo. — Alexandria, Va. (5001 Eisenhower Ave., Alexan- 
dria, Va. 22333) : U.S. Army Research Institute for the Be- 
havioral and Social Sciences, [1978] 30 p. ; 27 cm.— (Tech- 


@ltem 324 1. United States. Army. Special Forces — Hand- 
books, manuals, etc. 2. United States. Army — Supplies and 
stores — Handbooks, manuals, etc. I. Title. II. Series: 
United States. Dept. of the Army. Field manual ; FM 31-31 
V-S. OCLC 07958596 


nical paper ; 331) “Personnel Accession and Utilization 
Technical Area.” “September 1978.” Bibliography: p. 11. 
“Army project number 2Q763731A768.” @lItem 330-E (mi- 
crofiche) 1. United States. Army — Women. 2. Educational 
tests and measurements — Evaluation. 3. Military educa- 
tion — Examinations -- Evaluation. 4. Women soldiers. I. 
82-155 Mohr, E. Sue. II. Castelnovo, Anthony E. III. U.S. Army 
D 101.22:550-46/2 Research Institute for the Behavioral and Social Sciences. 
Panama : a country study / Foreign Area Studies, the American Personnel Accession and Utilization Technical Area. IV. 
University : edited by Richard F. Nyrop. — 3rd ed., Ist print- Title. V. Series: Technical paper (U.S. Army Research Insti- 
ing. —[Washington, D.C.7] : Headquarters, Dept. of the tute for the Behavioral and Social Sciences) ; 331. OCLC 
Army : For sale by the Supt. of Docs., U.S. G.P.O., 1981. 05465503 
xxiv, 276 p. : ill, maps ; 23 cm.— (DA pam ; 550-46) (Area 
handbook series) “Research completed March 1980.” ‘“Su- 
persedes 1972 edition’—T.p. verso. Bibliography: p. 245- 
262. Includes index. @ltem 327-J S/N 008-020-00868-1 @ 
GPO $11.00 1. Panama. I. Nyrop, Richard F. II. United 
States. Dept. of the Army. III. American University (Wash- 
ington, D.C.). Foreign Area Studies. IV. Series. V. Series. 
F1563.A63 1980 80-029255 972.87 ¢2 19 OCLC 07176670 
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82-159 
D 101.60:343 
Efficacy of a training priorities model in an army environment / 
Arthur C.F. Gilbert ... [et al.]. — Alexandria, Va. : U.S. Army 
Research Institute for the Behavioral and Social Sciences, 
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[1978] 26 p. ; 27 cm.— (Technical paper ; 343) “Personnel 82-163 
and Manpower Technical Area.” “October 1978.” Includes 


D 103.24/2:GL-79-13 
bibliographical references. “AD A066784”—Cover. “Army 


Drnevich, Vincent P. 


project number 2Q762717A766.” [Item 330-E (microfiche)] 
@ltem 330-E (microfiche) 1. United States. Army — Job de- 
scriptions. 2. Military education— United States. I. Gil- 
bert, Arthur C. F. (Arthur Charles Francis) II. U.S. Army 
Research Institute for the Behavioral and Social Sciences. 
Personnel and Manpower Technical Area. III. Series: Tech- 
nical paper (U.S. Army Research Institute for the Behavioral 
and Social Sciences) ; 343. OCLC 07948838 


82-160 
D 101.88:12 
Armor / U.S. Army. —[Washington, D.C.?] : Dept. of the 
Army, 1980. [14] p. : col. ill. ; 23 x 11 cm.— (Officer 
speciality ; 12) @lItem 325-I 1. United States. Army — 
Non-commissioned officers. 2. Arms and armor — United 


States. I. United States. Army. II. Series. OCLC 
07958719 


ENGINEERS CORPS 


Orders or requests for publications listed below which are not 
sold by the Supt. of Docs. should be sent to the preparing and 
issuing office indicated. Address requests to the U.S. Army 
Corps of Engineers and add the City and State shown. Publica- 
tions shown as initiated and issued by the Chief of Engineers 
should be ordered from Office of the Chief of Engineers, Publi- 
cations Depot, 890 Pickett St., Alexandria, Va. 22304. 


82-161 
D 103.2:D 18/2 
Spillway modifications for Chief Joseph Dam, Columbia River, 
Washington : hydraulic model investigation / sponsored by 
U.S. Army Engineer Division, Seattle ; conducted by Divi- 
sion Hydraulic Laboratory, U.S. Army Engineer Division, 
North Pacific, Corps of Engineers. — Bonneville, Or. : The 
Laboratory, [1979] 51 p. in various pagings, 33 p. of plates : 
ill., maps ; 28 cm.— (Technical report ; no. 156-1) “May 
1979.” Includes bibliographical references. @Item 337 (mi- 
crofiche) 1. Hydraulic models. 2. Stilling basins. 3. Spill- 
ways. 4. Dams — Design and construction. 5. Chief Joseph 
Dam (Wash.) I. United States. Army. Corps of Engineers. 
Seattle District. II. United States. Army. Corps of Engi- 
neers. North Pacific Division. Hydraulic Laboratory. III. 
Title. IV. Series: Technical report (United States. Army. 
Corps of Engineers. North Pacific Division. Hydraulic Labo- 
ratory) ; no. 156-1. OCLC 05141175 


82-162 
D 103.2:H 99/7/v.2 
D 103.2:H 99/7/v.3 
Preliminary inventory of hydropower resources / prepared by 
U. S. Army Corps of Engineers, Institute for Water Re- 
sources, Ft. Belvoir, Virginia, and the Hydrologic Engineer- 
ing Center.— Ft. Belvoir, Va. : The Institute, [1979- v. : 
maps ; 27cm. At head of title: National hydroelectric power 
resources study. “July 1979.” Contents: v. 2. Pacific South- 
west region — v. 3. Mid-Continent region. @lItem 337 (mi- 
crofiche) 1. Water-power— United States. 2. Hydroelec- 
tric power plants — United States. I. United States. Army. 
Institute for Water Resources. II. Hydrologic Engineering 
Center (U.S.) III. Title: National hydroelectric power re- 
sources study. OCLC 05507231 


Evaluation of sample disturbance on soils using the concept 
of “reference strain” / by Vincent P. Drnevich ; monitored 
by Geotechnical Laboratory, U.S. Army Engineer Water- 
ways Experiment Station. — Vicksburg, Miss. : The Station, 
1979. 1 v. (various pagings) : ill. ; 27 cm.— (Technical 
report ; GL-79-13) Cover title. “Final report.” “Prepared 
for Office, Chief of Engineers, U.S. Army ... under contract 
no. DACW39-78-C-0046.” “September 1979.” Bibliogra- 
phy: p. 65-67. @Item 334-A-16 (microfiche) 1. Shear 
strength of soils. 2. Soils— Testing. 3. Strains and stresses. 
I. United States. Army. Corps of Engineers. II. U.S. Army 
Engineer Waterways Experiment Station. Geotechnical Labo- 
ratory. III. Title. IV. Series: Technical report (U.S. Army 
Engineer Waterways Experiment Station) ; GL-79-13. 
OCLC 05807327 


82-164 


D 103.24/2:GL-79-15 


Voegele, Michael D. 


Rational design of tunnel supports : an interactive graphics 
based analysis of the support requirements of excavations in 
jointed rock masses / by Michael D. Voegele ; monitored by 
Geotechnical Laboratory, U.S. Army Engineer Waterways 
Experiment Station. — Vicksburg, Miss. : U.S. Army Engi- 
neer Waterways Experiment Station, 1979. 1 v. (various 
pagings) : ill. ; 27 cm.— (Technical report ; GL-79-15) 
Cover title. “Final report.” “Prepared for Office, Chief of 
Engineers, U.S. Army, under contract no. DACW45-74-C- 
0066.” “September 1979.” Bibliography: p. R-1 - R-9. 
@ltem 334-A-16 (microfiche) 1. Tunnels — Design — Data 
processing. 2. Excavation. 3. Joints (Geology). 4. Struc- 
tural engineering. 5. Engineering design — Data processing. 
6. Engineering graphics. 7. Rocks. I. United States. Army. 
Corps of Engineers. II. U.S. Army Engineer Waterways 
Experiment Station. Geotechnical Laboratory. III. Title. 
IV. Series: Technical report (U.S. Army Engineer Waterways 
Experiment Station) ; GL-79-15. OCLC 05919065 


82-165 


D 103.24/2:GL-79-18 


Centrifugal model analysis of coal waste embankment stability / 


by Frank C. Townsend ... [et al.]. — Vicksburg, Miss. : U.S. 
Army Engineer Waterways Experiment Station, 1979. 117 p. 
: ill. ; 27 cm. — (Technical report ; GL-79-18) Cover title. 
“Final report.” ‘Geotechnical Laboratory, U.S. Army Engi- 
neer Waterways Experiment Station.” “Prepared for U.S. 
Department of Interior, Bureau of Mines, Spokane Mining 
Research Center under contract no. H0282018.” “September 
1979.” Bibliography: p. 109-110. @Item 334-A-16 (micro- 
fiche) 1. Embankments. 2. Coal mine waste. 3. Shear 
strength of soils. 4. Seepage. I. Townsend, Frank C. 
(Frank Charles) II. U.S. Army Engineer Waterways Experi- 
ment Station. Geotechnical Laboratory. III. Spokane Mining 
Research Center (U.S.) IV. Series: Technical report (U.S. 
Army Engineer Waterways Experiment Station) ; GL-79-18. 
OCLC 05835389 
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82-166 82-169 
D 103.24/2:GL-79-20/rp.2 
Webster, Steve L. 


D 103.24/2:H-78-15 
Fletcher, Bobby P. 


Investigation of beach sand trafficability enhancement using 
sand-grid confinement and membrane reinforcement concepts 
/ by Steve L. Webster. — Vicksburg, Miss. : U.S. Army Engi- 
neer Waterways Experiment Station, [1981- v. : ill. ; 27 
cm.— (Technical report ; GL-79-20) Cover title. “Geo- 
technical Laboratory, U.S. Army Engineer Waterways Ex- 
periment Station.” “Prepared for Office, Chief of Engineers, 
U.S. Army ... under project 4A762719AT40, task area CO, 
work units 012 and 004.” “February 1981.” Bibliography: 
p. 37. Contents: rept. 2. Sand test sections 3 and 4. @Item 
334-A-16 (microfiche) 1. Trafficability. 2. Sand. 3. Trans- 
portation, Military. I. United States. Army. Corps of Engi- 
neers. II. U.S. Army Engineer Waterways Experiment Sta- 
tion. Geotechnical Laboratory. III. Title. IV. Series: Tech- 
nical report (U.S. Army Engineer Waterways Experiment 
Station) ; GL-79-20. OCLC 07377957 


Outlet structure for Meramec Lake, Meramec River, Mis- 
souri : hydraulic model investigation / by Bobby P. Fletcher ; 
prepared by U.S. Army Engineer District, St. Louis. — 
Vicksburg, Miss. : U.S. Army Engineer Waterways Experi- 
ment Station, [1978] 19, [10] p., 30 p. of plates : ill., 1 map ; 
27 cm. — (Technical report ; H-78-15) Cover title. “Final 
report.” “Hydraulics Laboratory, U.S. Army Engineer Wa- 
terways Experiment Station.” “October 1978.” @lItem 334- 
A-16 (microfiche) 1. Hydraulic models. 2. Hydraulic gates. 
3. Intakes (Hydraulic engineering) 4. Meramec River (Mo.) 
I. United States. Army. Corps of Engineers. Saint Louis Dis- 
trict. II. U.S. Army Engineer Waterways Experiment Sta- 
tion. Hydraulics Laboratory. III. Title. IV. Series: Techni- 
cal report (U.S. Army Engineer Waterways Experiment Sta- 
tion) ; H-78-15. OCLC 04479117 


82-170 


82-167 D 103.24/2:H-78-19 
D 103.24/2:GL-79-21 Ables, Jackson H. 


Grau, Robert W. (Robert Walter) Filling and emptying system for Bay Springs Lock, Tennes- 


Utilization of marginal construction materials for LOC / by 
Robert W. Grau. — Vicksburg, Miss. : U.S. Army Engineer 
Waterways Experiment Station, [1979] 1 v. (various pagings) 
: ill. ; 27 cm.— (Technical report ; GL-79-21) Cover title. 
“Final report.” “Geotechnical Laboratory, U.S. Army Engi- 
neer Waterways Experiment Station.” “Prepared for Office, 
Chief of Engineers, U.S. Army...under project no. 
4A762719AT40, Task A2, Work Unit 017.” “November 
1979.” Includes bibliographical references. @lItem 334-A- 
16 (microfiche) 1. Aggregates (Building materials) 2. Pave- 
ments, Asphalt concrete — Design and construction. 3. Traf- 
ficability. I. United States. Army. Corps of Engineers. II. 
U.S. Army Engineer Waterways Experiment Station. Geo- 
technical Laboratory. III. Title. IV. Series: Technical 
report (U.S. Army Engineer Waterways Experiment Station) 
; GL-79-21. OCLC 05835392 


see-Tombigbee Waterway, Mississippi : hydraulic model in- 
vestigation / by Jackson H. Ables, Jr. ; prepared for U.S. 
Army Engineer District, Nashville. — Vicksburg, Miss. : U.S. 
Army Engineer Waterways Experiment Station, [1978] 57 p. 
in various pagings, 35 p. of plates : ill, maps ; 27 cm. — 
(Technical report ; H-78-19) Cover title. “Final report.” 
“Hydraulics Laboratory, U.S. Army Engineer Waterways Ex- 
periment Station.” “November 1978.” Includes _biblio- 
graphical references. @lItem 334-A-16 (microfiche) pbk. 
1. Locks (Hydraulic engineering) 2. Hydraulic models. 3. 
Tennessee-Tombigbee Waterway. I. United States. Army. 
Corps of Engineers. Nashville District. II. U.S. Army Engi- 
neer Waterways Experiment Station. Hydraulics Laboratory. 
III. Title. IV. Series: Technical report (U.S. Army Engineer 
Waterways Experiment Station) ; H-78-19. OCLC 04566478 


82-171 


82-168 D 103.24/2:H-78-21 
D 103.24/2:H-75-4/rpt.6 Fletcher, Bobby P. 
Outlaw, Douglas G. 


Los Angeles and Long Beach Harbors model study / by 
Douglas G. Outlaw ; prepared for U.S. Army Engineer Dis- 
trict, Los Angeles. — Vicksburg, Miss. : U.S. Army Engineer 
Waterways Experiment Station, [1979-  v. : ill., maps, plates ; 
27 cm.— (Technical report ; H-75-4) Cover title. “Hy- 
draulics Laboratory. U.S. Army Engineer Waterways Experi- 
ment Station.” “August 1979.” Includes bibliographical ref- 
erences. Contents: rept. 6. Resonant response of the modi- 
fied phase 1 plan. @Item 334-A-16 (microfiche) 1. Har- 
bors — California. 2. Water waves. 3. Hydraulic models. 
4. Long Beach (Calif.)— Harbor. 5. Los Angeles (Calif.) — 
Harbor. I. United States. Army. Corps of Engineers. Los 
Angeles District. II. U.S. Army Engineer Waterways Ex- 
periment Station. Hydraulics Laboratory. III. Title. IV. 
Series: Technical report (U.S. Army Engineer Waterways 
Experiment Station) ; H-75-4. OCLC 05628304 


Typical Tennessee-Tombigbee canal section spillways, 
Spillways A and B : hydraulic model investigation / by 
Bobby P. Fletcher ; prepared for U.S. Army Engineer Dis- 
trict, Mobile. — Vicksburg, Miss. : U.S. Army Engineer Wa- 
terways Experiment Station, [1978] 50 p. in various pagings, 
21 p. of plates (some folded) : ill., maps, plans ; 27 cm. — 
(Technical report ; H-78-21) Cover title. “Final report.” 
“Hydraulics Laboratory, U.S. Army Engineer Waterways Ex- 
periment Station.” “November 1978.” @lItem 334-A-16 (mi- 
crofiche) 1. Hydraulic models. 2. Spillways. 3. Stilling 
basins. 4. Tennessee-Tombigbee Waterway. I. United 
States. Army. Corps of Engineers. Mobile District. II. U.S. 
Army Engineer Waterways Experiment Station. Hydraulics 
Laboratory. III. Title. IV. Series: Technical report (U.S. 
Army Engineer Waterways Experiment Station) ; H-78-21. 
OCLC 04594507 





82-172 


D 103.24/2:H-78-26 
Houston, James R. (James Robert), 1947- 

Type 16 flood insurance study : Tsunami predictions for the 
west coast of the continental United States / by James R. 
Houston, Andrew W. Garcia ; prepared for Federal Insurance 
Administration, Department of Housing and Urban Develop- 
ment. — Vicksburg, Miss. : U.S. Army Engineer Waterways 
Experiment Station, [1978] 38 p., 30 p. of plates : ill., maps ; 
27 cm. — (Technical report ; H-78-26) Cover title. “Final 
report.” “Hydraulics Laboratory, U.S. Army Engineer Wa- 
terways Experiment Station.” “December 1978.” Includes 
bibliographical references. @lItem 334-A-16 (microfiche) 1. 
Insurance, Flood. 2. Flood forecasting — Pacific coast 
(United States and Canada) 3. Tsunamis. 4. Pacific coast 
(United States and Canada) — Tsunamis. I. Garcia, Andrew 
W. II. United States. Federal Insurance Administration. 
III. U.S. Army Engineer Waterways Experiment Station. Hy- 
draulics Laboratory. IV. Title. V. Series: Technical report 
(U.S. Army Engineer Waterways Experiment Station) ; H-78- 
26. OCLC 04586642 


82-173 


D 103.24/2:HL-79-10 
Rothwell, Edward D. 

Lake Chicot pumping plant outlet structure, Arkansas : 
hydraulic model investigation / by Edward D. Rothwell and 
Bobby P. Fletcher ; prepared for U.S. Army Engineer Dis- 
trict, Vicksburg. — Vicksburg, Miss. : U.S. Army Engineer 
Waterways Experiment Station, [1979] 33, [25] p., 34 p. of 
plates : ill., 1 map ; 27 cm.— (Technical paper ; HL-79-10) 
Cover title. “Final report.” “Hydraulics Laboratory, U.S. 
Army Engineer Waterways Experiment Station.” “June 
1979.” @Item 334-A-16 (microfiche) 1. Hydraulic models. 
2. Pumping stations. 3. Stilling basins. 4. Chicot, Lake 
(Ark.) I. Fletcher, Bobby P. II. United States. Army. 
Corps of Engineers. Vicksburg District. III. U.S. Army En- 
gineer Waterways Experiment Station. Hydraulics Labora- 
tory. IV. Title. V. Series: Technical report (U.S. Army 
Engineer Waterways Experiment Station) ; HL-79-10. 
OCLC 05345719 


82-174 


D 103.24/2:HL-79-17 
Shows, Louis J. 

Navigation conditions at the upstream approach to Lock 
and Dam No. 3, Mississippi River : hydraulic model investiga- 
tion / by Louis J. Shows, John J. Franco ; prepared for U.S. 
Army Engineer District, St. Paul. — Vicksburg, Miss. : U.S. 
Army Engineer Waterways Experiment Station, [1979] 59 p. 
in various pagings, 48 p. of plates : ill., maps ; 27 cm. — 
(Technical report ; HL-79-17) Cover title. “Final report.” 
“Hydraulics Laboratory, U.S. Army Engineer Waterways Ex- 
periment Station.” @lItem 334-A-16 (microfiche) 1. Inland 
navigation — Mississippi River. 2. Locks (Hydraulic engi- 
neering) 3. Hydraulic models. 4. Mississippi River — Navi- 
gation. I. Franco, John J. II. United States. Army. Corps 
of Engineers. Saint Paul District. III]. U.S. Army Engineer 
Waterways Experiment Station. Hydraulics Laboratory. IV. 
Title. V. Series: Technical report (U.S. Army Engineer Wa- 
terways Experiment Station) ; HL-79-17. OCLC 05779472 
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82-175 


D 103.35:G 29/981 


Water resources development in Georgia. Atlanta, Ga. : US 


Army Corps in Engineers, South Atlantic Division, [1981- 
U.S. Army Engineer Division, South Atlantic, Corps of Engi- 
neers, 510 Title Bldg., 30 Pryor St., S.W., Atlanta, Ga. 30303 
v. : ill. (some col.), maps (some col.) ; 28 cm. Quadrennial 
1981- 1981. @Item 334-A-6 Continues: Water resources 
development, United States Army Corps of Engineers, in 
Georgia 1. Water resources development — Georgia — Per- 
iodicals. I. United States. Army. Corps of Engineers. South 
Atlantic Division. OCLC 07919176 


82-176 


D 103.35:M 28/977 


Water resources development by the U.S. Army Corps of Engi- 


neers ... Maine. [Waltham, Mass. : New England Division, 
U.S. Army Corps of Engineers, Division Engineer, New 
England Division, Corps of Engineers, 424 Trapelo Rd., Wal- 
tham, Mass. 02154 v. : ill. (some col.), maps (some col.) ; 27 
cm. Biennial Title from cover. Title varies slightly. 
1977. Description based on: 1977. Vols. for -1975 issued by 
the U.S. Army Corps of Engineers; 1977- by the U.S. Army 
Corps of Engineers, New England Division. @lItem 334-A-6 
1. Water resources development — Maine — Periodicals. I. 
United States. Army. Corps of Engineers. New England Divi- 
sion. II. United States. Army. Corps of Engineers. OCLC 
03176030 


82-177 


D 103.35:M 38/977’ 


Water resources development by the U.S. Army Corps of Engi- 


neers ... Massachusetts. [Waltham, Mass. : New England Divi- 
sion, U.S. Army Corps of Engineers, Division Engineer, 
New England Division, Corps of Engineers, 424 Trapelo Rd., 
Waltham, Mass. 02154 v. : ill. (some col.), maps (some col.) ; 
27 cm. Biennial Title from cover. Title varies slightly. 
1977. Description based on: 1977. 1. Water resources de- 
velopment — Massachusetts — Periodicals. I. United States. 
Army. Corps of Engineers. New England Division. OCLC 
03176021 


82-178 


D 103.35:N 42 h/977 


Water resources development by the U.S. Army Corps of Engi- 


neers ... New Hampshire. [Waltham, Mass. : New England 
Division, U.S. Army Corps of Engineers, Division Engineer, 
New England Division, Corps of Engineers, 424 Trapelo Rd., 
Waltham, Mass. 02154 v. : ill. (some col.), maps (some col.) ; 
27 cm. Biennial Title from cover. Title varies slightly. 
1977. Description based on: 1977. Vols. for -1975 issued by 
the U.S. Army Corps of Engineers; 1977- by the U.S. Army 
Corps of Engineers, New England Division. 1. Water re- 
sources development—New Hampshire — Periodicals. I. 
United States. Army. Corps of Engineers. New England Divi- 
sion. II. United States. Army. Corps of Engineers. OCLC 
03176002 


82-179 


D 103.35:R 34/2/977 


Water resources development by the U.S. Army Corps of Engi- 


neers ... Rhode Island. [Waltham, Mass. : New England Divi- 
sion, U.S. Army Corps of Engineers, Division Engineer, 
New England Division, Corps of Engineers, 424 Trapelo 
Road, Waltham, Mass. 02154 v. : ill. (some col.), maps (some 
col.) ; 27 cm. Biennial Spine title: Rhode Island 1977- 
Title from cover. Title varies slightly. 1977. Description 
based on: 1977. 1. Water resources development — Rhode 
Island — Periodicals. I. United States. Army. Corps of Engi- 
neers. New England Division. OCLC 03175976 
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82-180 82-184 
D 103.35:So 8 c 
Water resources development by the US Army Corps of Engi- 


D 103.42/8:79-1 
Lesnik, John R. 


neers, Charleston District. Atlanta, Ga. : US Army Corps of 
Engineers, South Atlantic Division, U.S. Army Engineer 
Division, South Atlantic, Corps of Engineers, 510 Title Bldg., 
30 Pryor St., S.W., Atlanta, Ga. 30303 v. : ill. (some col.), 
col. maps ; 28 cm. Quadrennial Cover title: Water re- 
sources development in South Carolina 1981- 1981. De- 
scription based on: 1981. @lItem 334-A-6 1. Water re- 
sources development—South Caroline — Periodicals. I. 
United States. Army. Corps of Engineers. Charleston District. 
II. United States. Army. Corps of Engineers. South Atlantic 
Division. OCLC 07910438 


An annotated bibliography on detached breakwaters and 
artificial headlands / by John R. Lesnik. — Fort Belvoir, Va. : 
U. S. Army, Corps of Engineers, Coastal Engineering Re- 
search Center ; Springfield, Va. : Available from National 
Technical Information Service, [1979] 79 p. ; 27 cm.— 
(Miscellaneous report ; no. 79-1) Cover title. “February 
1979.” Includes indexes. @lItem 334-A-20 (microfiche) 1. 
Breakwaters — Bibliography. 2. Ocean engineering — Bib- 
liography. I. Coastal Engineering Research Center (U.S.) 
II. Title. III. Series: Miscellaneous report (Coastal Engineer- 
ing Research Center (U.S.)) ; no. 79-1. OCLC 04993349 


82-181 82-185 
D 103.35:V 59/977 

Water resources development by the U.S. Army Corps of Engi- 

neers ... Vermont. [Waltham, Mass. : New England Division, 


D 103.42/8:79-2 
Bank erosion control with vegetation, San Francisco Bay, Cali- 


U.S. Army Corps of Engineers, Division Engineer, New 
England Division, Corps of Engineers, 424 Trapelo Rd., Wal- 
tham, Mass. 02154  v. : ill. (some col.), maps (some col.) ; 27 
cm. Biennial Title from cover. Title varies slightly. 
1977. Description based on: 1977. 1. Water resources de- 
velopment — Vermont — Periodicals. I. United States. 
Army. Corps of Engineers. New England Division. OCLC 
03175952 


‘. 


82-182 


D 103,35:W 75/981 
Water resources development in Wisconsin (United States. 
Army. Corps of Engineers. North Central Division : 1981) 
Water resources development in Wisconsin / by the US 
Army Corps of Engineers. [Chicago, Ill.] : US Army Corps 
of Engineers, North Central Division, 1980- Division Engi- 
neer, U.S. Army Engineer Division, North Central, 536 South 
Clark St., Chicago, Ill. 60605 v. : ill. (some col.), maps 
(some col.) ; 28 cm. Quadrennial 1981- Title from cover. 
1981. @lItem 334-A-6 Continues: Water resources develop- 
ment by the U.S. Army Corps of Engineers in Wisconsin 1. 
Water resources development — Wisconsin — Periodicals. I. 
United States. Army. Corps of Engineers. II. United States. 
Army. Corps of Engineers. North Central Division. OCLC 
07910550 


82-183 


D 103.42/8:78-2 

An Annotated bibliography of CERC coastal ecology research 
/ by Edward J. Pullen ... [et al.] — Fort Belvoir, Va. : U.S. 
Army, Corps of Engineers, Coastal Engineering Research 
Center ; Springfield, Va. : Available from National Technical 
Information Service, [1978] 22 p. ; 27 cm. — (Miscellaneous 
report ; no. 78-2) Cover title. “May 1978.” Includes in- 
dexes. @lItem 334-A-20 (microfiche) 1. Coastal ecology — 
Bibliography. I. Pullen, Edward J. II. Coastal Engineering 
Research Center (U.S.) III. Series: Miscellaneous report 
(Coastal Engineering Research Center (U.S.)) ; no. 78-2. 
OCLC 04225167 


fornia / by Curtis L. Newcombe ... [et al.]. — Fort Belvoir, 
Va. : U.S. Army, Corps of Engineers, Coastal Engineering 
Research Center ; Springfield, Va. : Available from National 
Technical Information Service, [1979] 39 p. : ill, maps ; 27 
cm.— (Miscellaneous report ; no. 79-2) Cover title. “May 
1979.” Bibliography: p. 37-39. @lItem 334-A-20 (micro- 
fiche) 1. Beaches erosion. 2. Shore protection — Califor- 
nia — San Francisco Bay. 3. Marsh ecology — California — 
San Francisco Bay. 4. Marine flora— California. I. New- 
combe, Curtis L. II. Coastal Engineering Research Center 
(U.S.) III. Series: Miscellaneous report (Coastal Engineering 
Research Center (U.S.)) ; no. 79-2. OCLC 05303934 


82-186 


D 103.42/8:79-6 


Ray, Robert E. 


An annotated bibliography of patents related to coastal 
engineering / by Robert E. Ray, Michael D. Dickey, and 
Annie M. Lyles. — Fort Belvoir, Va. : U.S. Army, Corps of 
Engineers, Coastal Engineering Research Center ; Springfield, 
Va. : Available from National Technical Information Service, 
[1979- v. : ill. ; 27 cm.— (Miscellaneous report ; no. 79-6) 
Cover title. “November 1979.” @Item 334-A-20 (micro- 
fiche) 1. Patents — Bibliography. 2. Coastal engineering — 
Bibliography. I. Dickey, Michael D. II. Lyles, Annie M. 
III. Coastal Engineering Research Center (U.S.) IV. Title. 
V. Series: Miscellaneous report (Coastal Engineering Re- 
search Center (U.S.)) ; no. 79-6. OCLC 05984295 


82-187 


D 103.49/3:B 87 


United States. Army. Corps of Engineers. Little Rock District. 


Bull Shoals Lake, Arkansas and Missouri / Department of 
the Army, Little Rock District, Corps of Engineers. Scale 
[ca. 1:120,000]. Little Rock, Ark. : The District, 1981. 1 map 
: col. ; 42 x 59 cm. folded to 23 x 10 cm. Panel title: Bull 
Shoals Lake. Includes text, location map and index. On 
verso: text and ill. @lItem 334-C-1 1. Bull Shoals Lake 
(Ark. and Mo.)—Maps. 2. Outdoor recreation — Bull 
Shoals Lake (Ark. and Mo.)— Maps. I. Title. II. Title: 
Bull Shoals Lake. OCLC 07932303 
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82-188 82-192 


D 103.49/3:L 14/2 3 D 117.8/2:TM-80-D-5 
United States. Army. Corps of Engineers. Nashville District. Dickinson, Joseph D. . . 

Lake Barkley / US Army Corps of Engineers, Nashville Comparison of on-board aircraft NiCad battery chargers / 
District. Scale [ca. 1:209,000]. [Nashville, Tenn.?] : The Dis- Joseph D. Dickinson. — Fort Eustis, Va. : Applied Technol- 
trict, [1981] 1 map : col. ; 46 x 56 cm. folded to 23 x 11 cm. pf in ee” ara as Sante and a eattitindiine 
Printed on plastic coated paper. Includes index, and vicinity “ae ip thay te Ay 
map. On verso: text, and col. ill. @lItem 334-C-1 1. Out- mate panes » Mines nid we ec Pte a. 
door recreation — Barkley, Lake (Ky. and Tenn.) — Maps. oan chargers — Testing. swe mee and Tecuasioay 
2. Barkley, Lake (Ky. and Tenn.)— Maps. I. Title. OCLC Laboratories (U.S.). Applied Technology Laboratory. II. 
07932364 Title. III. Series. OCLC 07902352 

82-193 
MILITARY HISTORY, CENTER FOR Dept. 
Washington, DC 20315 Figge, I. E. 
An investigation of the impact behavior of vacuum-formed 
tetracore / I.E. Figge, Sr. ; prepared for Applied Technology 
D 114.17:W 27 Laboratory, U.S. Army Research and Technology Laborato- 
Risch, Erna, 1904- ries (AVRADCOM). — Fort Eustis, Va. : The Laboratory, 

Supplying Washington’s Army / by Erna Risch. — Wash- [1980] 19 p. : ill. ; 27 cm. — (USAAVRADCOM-TM 3 80- 
ington, D.C. : Center of Military History, U.S. Army : For D-6) Cover title. “March 1980.” Includes bibliographical 
sale by the Supt. of Docs., U.S. G.P.O., 1981. xiv, 470 p. : i agar Shen Sterol, nlemntrte) 1. tos gaa 
; , oul OP ree pT ee als . . nology. 2. perimen lesign. . Army esearch an 
Nig ag — — yey et oo Technology Laboratories (U.S.). Applied Technology Labo- 
e a on ; “e ‘-"" way sb ieee * . ratory. II. Title. III. Series. OCLC 07910187 

. . Uni . Continen rmy — Sup- 
plies and stores. I. Center of Military History (U.S.) II. 82-194 
Title. IIL. Series: Special studies (Center of Military History yo. yeRoy 7 D 117.8/2:TM-80-D-7 
(U-S.)) E259.R57 80-607092, 973.3/4 OCLC 06279378 Investigation of helicopter wire strike protection concepts / 
LeRoy T. Burrows. — Fort Eustis, Va. : Applied Technology 
U.S. ARMY AIR MOBILITY RESEARCH AND Laboratory, U.S. Army Research and Technology Laborato- 
DEVELOPMENT LABORATORY ries (AVRADCOM), [1980] 51 p. : ill. ; 27 cm — 
roca E VA ren 0 (USAAVRADCOM-T™ ; 80-D-7) Cover title. “June 
ort Eustis, 1980.” @Item 322-B-1 (microfiche) 1. Helicopters — Flight 
82-190 testing. I. Army Research and Technology Laboratories 
(U.S.). Applied Technology Laboratory. II. Title. III. 
aii waaay D 117.8/2:T™ 80-D-2 Series. OCLC 07912809 
en, Ric 3 


D 117.8/2:TM-80-D-6 


82-189 


Cost analysis of a helicopter transmission and drive train / 82-195 
Richard F. Mulliken. — Fort Eustis, Va. : Applied Technol- = po D 117.8/2:TR-80-D-1 
ogy aabersiory, US. Acoy Reseach ond Technology Sate Lateral rollover protection concepts / Roy G. Fox ; pre- 
pain: SAVRADOED, SP 6p: =. : - = pared for Applied Technology Laboratory, U.S. Army Re- 
RAAVEADCERS-TM:: SOD Coemr aie. “Move search and Technology Laboratories (AVRADCOM). — Fort 
ber 1979.” @Item 322-B-1 (microfiche) 1. Helicopters — Eustis, Va. : The Laboratory, [1980] 106 p. : ill. ; 27 cm. — 
Motors. I. Army Research and Technology Laboratories (USAAVRADCOM-TR ; 80-D-1) Cover title. “Bell Heli- 
(U.S.). Applied Technology Laboratory. II. Title. Ill. copter Textron.” “January 1980.” Includes bibliographical 
Series. OCLC 07954928 references. @lItem 322-B-1 (microfiche) 1. Helicopters — 
Handling characteristics. 2. Stability of helicopters. 3. 
82-191 Rolling (Aerodynamics) 4. Helicopters— Design and con- 
D 117.8/2:TM-80-D-4 struction. I. Army Research and Technology Laboratories 
Figge, I. E. (U.S.). Applied Technology Laboratory. II. Bell Helicopter 
Development of a low-cost field fix for the RU-21H aircraft Textron. III. Title. IV. Series. OCLC 06501986 
antenna / I.E. Figge ; prepared for Applied Technology 82-196 
Laboratory, U.S. Army Research and Technology Laborato- 
ries (AVRADCOM). — Fort Eustis, Va. : The Laboratory, Funke, Maurice F. 
[1980] 23 p. : ill. ; 27 cm.— (USAAVRADCOM-T ; 80- The design, fabrication, and test of an electrofluidic servo- 
D-4) Cover title. “February 1980.” @Item 322-B-1 (mi- valve / Maurice F. Funke, Lester K. Pecan ; prepared for 
crofiche) 1. Airplanes — Electronic equipment. 2. Antennas Applied Technology Laboratory, U.S. Army Research and 
(Electronics) — Maintenance and repair. I. Army Research Technology Laboratories (AVRADCOM).— Fort Eustis, 
and Technology Laboratories (U.S.). Applied Technology Va. : The Laboratory, [1980] 55 p. : ill. ; 28 cm.— 
Laboratory. Il. Title. III. Series. OCLC 07948945 (USAAVRADCOM-TR ; 80-D-2) Cover title. “Final 
report for period September 1978-October 1979. February 
1980.” @lItem 322-B-1 (microfiche) 1. Servomechanisms. 
I. Pecan, Lester K. II. Army Research and Technology 
Laboratories (U.S.). Applied Technology Laboratory. III. 
Title. IV. Series. OCLC 07917736 


D 117.8/2:TR-80-D-2 
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82-197 82-201 
D 117.8/2:TR-80-D-5 


D 117.8/2:TR-80-D-28 
McGee, J. (James), 1950- 


Franks, Herman. 


Advanced subsystem status monitor / J. McGee, H. Harper 
; prepared for Applied Technology Laboratory, U.S. Army 
Research and Technology Laboratories (AVRADCOM). — 
Fort Eustis, Va. : The Laboratory, 1980. 260 p. : ill. ; 27 
cm.— (USAAVRADCOM-TR ; 80-D-5) Cover title. 
“Final report for period October 1978-October 1979.” “Si- 
korsky Aircraft, Division of United Technologies Corpora- 
tion.” “April 1980.” @lItem 322-B-1 (microfiche) 1. Heli- 
copters — Piloting. 2. Helicopters — Electric equipment. I. 
Harper, H. (Howard), 1936- II. United Technologies Corpo- 
ration. Sikorsky Aircraft Division. III]. Army Research and 
Technology Laboratories (U.S.). Applied Technology Labo- 
ratory. IV. Title. V. Series. OCLC 07921317 


82-198 


D 117.8/2:TR-80-D-6 


Monson, Donald S. 


High-temperature radial turbine demonstration / Donald S. 
Monson, B.A. Ewing ; prepared for Applied Technology 
Laboratory, U.S. Army Research and Technology Laborato- 
ries (AVRADCOM). — Fort Eustis, Va. : The Laboratory, 
[1980] 203 p. : ill. ; 27 cm.— (USAAVRADCOM.-TR ; 80- 
D-6) Cover title. “Final report for period 15 June 1977-15 
November 1979.” “Detroit Diesel Allison Division, General 
Motors Corporation.” “April 1980.” Includes bibliograph- 


Helicopter external load acquisition technology investiga- 
tion / Herman Franks, B.C. Bowen ; prepared for Applied 
Technology Laboratory, U.S. Army Research and Technol- 
ogy Laboratories (AVRADCOM). — Fort Eustice, Va. : The 
Laboratory, [1980] 93 p. : ill. ; 27 cm.— (USAAVRAD- 
COM-TR ; 80-D-28) Cover title. “Final report.” “De- 
cember 1980.” Includes bibliographical references. @Item 
322-B-1 (microfiche) 1. Helicopters— Cargo. I. Bowen, B. 
C. II. Army Research and Technology Laboratories (U.S.). 
Applied Technology Laboratory. III. Title. IV. Series. 
OCLC 07912906 


82-202 


D 117.8/2:TR-80-D-29 


Schwaar, P. 


Regenerative engine analysis program / P. Schwaar, J. 
Dale, J. Banks ; prepared for Applied Technology Labora- 
tory, U.S. Army Research and Technology Laboratories 
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systems. I. Dale, J. (John Niilo), 1949- II. Banks, J. (John), 
1925- III. Avco Corporation. Lycoming Division. IV. 


Army Research and Technology Laboratories (U.S.). Applied 
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bines. I. Ewing, B. A. II. General Motors Corporation. 
Detroit Diesel Allison Division. III. Army Research and 


Technology Laboratories (U.S.). Applied Technology Labo- 82-203 


ratory. IV. Title. V. Series. OCLC 07910116 


Pedriani, Charles M. 

82-199 A study of the blast and combustion over-pressure charac- 
D 117.8/2:TR-80-D-16 teristics of the 23mm high explosive incendiary-tracer (HEI- 
Advanced structures maintenance concepts / Thomas N. Cook T) / Charles M. Pedriani, Thomas A. Hogan. — Fort Eustis, 
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tenance and repair. I. Cook, Thomas N. II. Army Re- @ltem 322-B-1 (microfiche) 1. Explosives, Military. 2. 
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Mathur, P. S. 


Development of hot isostatically pressed Rene 95 turbine 
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116 p. : ill., plans ; 27 cm.— (USARTL-TR ; 79-3) Cover I. Zinberg, Herbert. Il. Army Research and Technology 


Sie. “Fins sepert fer pein, Movertber A875-May. 1970." Laboratories (U.S.). Applied Technology Laboratory. III 
“January 1979.” Includes bibliographical references. Series. oy omnis By ry , 


@ltem 322-B-1 (microfiche) 1. Helicopters — Flight testing. 
I. Bossler, Robert Burns, 1924- II. Army Research and 
Technology Laboratories (U.S.). Applied Technology Labo- 
ratory. III. Title. IV. Series. OCLC 07958444 


Page 28 


D 117.8/2:79-3 





82-221 
D 117.8/2:79-8 
Ficht, W. H. (Walter Harry), 1942- 

Cast titanium compressor casing / W.H. Ficht ; prepared 
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Laboratory, U.S. Army Research and Technology Laborato- 
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1978.” Bibliography: p. [4] 1. Temperature control. 2. 
Heating — Control. 3. Steam-heating — Regulators. I. 


Naval Construction Battalion Center (U.S.). Civil Engineering 
II. Series. OCLC 07930891 


Laboratory. 


82-238 
D 201.27:78-47 
Temperature setback guide for heating and _ ventilating 
system. — Port Hueneme, Calif. : Civil Engineering Labora- 
tory, Naval Construction Battalion Center, [1978] [4] p. : ill. 
; 27 cm. — (Techdata sheet ; 78-47) Caption title. “August 
1978.” Bibliography: p. [4] 1. Temperature control. 2. 
Heating — Control. I. Naval Construction Battalion Center 
(U.S.). Civil Engineering Laboratory. II. Series. OCLC 
07930626 
82-239 
D 201.27:78-49 
Temperature setback guide for forced air furnance heating 
system. — Port Hueneme, Calif. : Civil Engineering Labora- 
tory, Naval Construction Battalion Center, [1978] [3] p. : ill. 
; 27 cm. — (Techdata sheet ; 78-49) Caption title. “August 
1978.” Bibliography: p. [3] 1. Air heaters. 2. Heating — 
Control. 3. Temperature control. I. Naval Construction 
Battalion Center (U.S.). Civil Engineering Laboratory. II. 
Series. OCLC 07930652 
82-240 
D 201.27:78-50 
Treated wood for marine use. — Port Hueneme, Calif. : Civil 
Engineering Laboratory, Naval Construction Battalion 
Center, [1978] [4] p. : ill. ; 27 cm.— (Techdata sheet ; 78- 
50) Caption title. “November 1978.” Includes biblio- 
graphical references. 1. Wood— Preservation. I. Naval 
Construction Battalion Center (U.S.). Civil Engineering Labo- 
ratory. II. Series. OCLC 07931113 


82-241 
D 201.27:78-51 
Rust-converter and rust-arresting coatings.— Port Hueneme, 
Calif. : Civil Engineering Laboratory, Naval Construction 
Battalion Center, [1978] [3] p. : ill. ; 27 cm.— (Techdata 
sheet ; 78-51) Caption title. “November 1978.” 1. Protec- 
tive coatings. 2. Corrosion and anti-corrosives. I. Naval 
Construction Battalion Center (U.S.). Civil Engineering Labo- 
ratory. II. Series. OCLC 07931563 


82-242 
D 201.27:78-53 R 

Insulation deficiencies and their effects on heat loss in Navy 
housing. — Port Hueneme, Calif. : Civil Engineering Labora- 
tory, Naval Construction Battalion Center, [1978] [3] p. : ill. 
; 27 cm.— (Techdata sheet ; 78-53 R) Caption title. “De- 
cember 1978.” Bibliography: p. [3] 1. Insulation (Heat) I. 
Naval Construction Battalion Center (U.S.). Civil Engineering 
Laboratory. II. Series. OCLC 07931552 


82-243 
D 201.27:79-03 

Field determination of insulation R-values.— Port Hueneme, 
Calif. : Civil Engineering Laboratory, Naval Contruction Bat- 
talion Center, [1979] [4] p. : ill. ; 27 cm. — (Techdata sheet ; 
79-03) Caption title. “March 1979.” 1. Insulation (Heat) 
I. Naval Construction Battalion Center (U.S.). Civil Engineer- 
ing Laboratory. II. Series. OCLC 07931008 





82-244 
D 201.27:79-04 

Surface preparation for coatings. — Port Hueneme, Calif. : Civil 
Engineering Laboratory, Naval Construction Battalion 
Center, [1979] [4] p. : ill. ; 27 cm.— (Techdata sheet ; 79- 
04) Caption title. “April 1979.” Includes bibliographical 
references. 1. Surface preparation. I. Naval Construction 
Battalion Center (U.S.). Civil Engineering Laboratory. II. 
Series. OCLC 07930914 


82-245 
D 201.27:79-05 
Airfield marking paints. — Port Hueneme, Calif. : Civil Engi- 
neering Laboratory, Naval Construction Battalion Center, 
[1979] [3] p. : ill. ; 27 cm.— (Techdata sheet ; 79-05) Cap- 
tion title. “April 1979.” 1. Airports — Runways. I. Naval 
Construction Battalion Center (U.S.). Civil Engineering Labo- 
ratory. II. Series. OCLC 07931073 


82-246 
D 201.27:79-07 

Mechanical properties of preservative treated marine piles. — 
Port Hueneme, Calif. : Civil Engineering Laboratory, Naval 
Construction Battalion Center, [1979] [4] p. : ill. ; 27 cm. — 
(Techdata sheet ; 79-07) Caption title. “May 1979.” Bib- 
liography: p. [4] 1. Wood—Testing. 2. Wood preserva- 
tives. I. Naval Construction Battalion Center (U.S.). Civil 
Engineering Laboratory. II. Series. OCLC 07917204 


82-247 
D 201.27:79-08 

Protection of insulated steam and hot water lines under piers 
and wharves.— Port Hueneme, Calif. : Civil Engineering 
Laboratory, Naval Construction Battalion Center, [1979] 1 
sheet : ill. ; 27 cm. — (Techdata sheet ; 79-08) Caption title. 
“June 1979.” 1. Heating-pipes— Protection. 2. Insulation 
(Heat) I. Naval Construction Battalion Center (U.S.). Civil 
Engineering Laboratory. II. Series. OCLC 07931148 


82-248 
D 201.27:79-09 

Inspection of painting. — Port Hueneme, Calif. : Civil Engineer- 
ing Laboratory, Naval Construction Battalion Center, [1979] 
[4] p. : ill. ; 27 cm. — (Techdata sheet ; 79-09) Caption title. 
“September 1979.” Includes bibliographical references. 1. 
Painting, Industrial. 2. Paint— Testing. I. Naval Construc- 
tion Battalion Center (U.S.). Civil Engineering Laboratory. 
II. Series. OCLC 07931045 


82-249 
D 201.27:79-10 

Programmed painting. — Port Hueneme, Calif. : Civil Engineer- 
ing Laboratory, Naval Construction Battalion Center, [1979] 
[4] p. : ill, 1 form ; 27 cm.— (Techdata sheet ; 79-10) 
Caption title. “December 1979.” Bibliography: p. [3] 1. 
Painting, Industrial. I. Naval Construction Battalion Center 
(U.S.). Civil Engineering Laboratory. II. Series. OCLC 
07931581 


82-250 
D 201.27:80-01 

Turn off the lights!! — Port Hueneme, Calif. : Civil Engineering 
Laboratory, Naval Construction Battalion Center, [1980] [2] 
p. : ill. ; 27 cm.— (Techdata sheet ; 80-01) Caption title. 
“January 1980.” 1. Electric lighting. I. Naval Construction 
Battalion Center (U.S.). Civil Engineering Laboratory. II. 
Series. OCLC 07931030 
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82-251 
D 201.27:80-02 

Steel/ply attack-resistant wall system. — Port Hueneme, Calif. : 
Civil Engineering Laboratory, Naval Construction Battalion 
Center, [1980] [3] p. : ill. ; 28 cm.— (Techdata sheet ; 80- 
02) Caption title. “April 1980.” 1. Walls. I. Naval Con- 
struction Battalion Center (U.S.). Civil Engineering Labora- 
tory. II. Series. OCLC 07931532 


82-252 
D 201.27:80-03 
Roof drainage downspouts. — Port Hueneme, Calif. : Civil En- 
gineering Laboratory, Naval Construction Battalion Center, 
[1980] 1 sheet : ill. ; 28 cm.— (Techdata sheet ; 80-03) 
Caption title. “May 1980.” 1. Roof drainage. I. Naval 
Construction Battalion Center (U.S.). Civil Engineering Labo- 
ratory. II. Series. OCLC 07958565 


NAVAL OBSERVATORY 
Defense Dept. 
Washington, DC 20350 


82-253 
D 213.7:981 
D 213.7:981-2 
Air almanac (Washington (D.C.)) 

The Air almanac / issued by the Nautical Almanac Office, 
United States Naval Observatory under the authority of the 
Secretary of the Navy. Washington : The Office : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 v.: ill. ; 26cm. Semi- 
annual, Jan.-June 1977- Three times a year, Jan./Apr. 1953- 
Sept./Dec. 1976 $14.00 (Jan.-June) $14.00 (July-Dec.) 
Began with Jan./Apr. 1953. Jan.-June 1981; July-Dec. 1981. 
Description based on: Jan.-June 1981. United Kingdom ed. 
published as Air publication 1602 in London by the order of 
the Secretary of State for Defence. @Item 393 S/N 008- 
054-00088-6 (Jan.-June) ; 008-054-00089-4 (July-Dec.) ISSN 
0400-8456 Formed by the union of American air almanacand 
British air almanac 1. Navigation (Aeronautics) — Tables — 
Periodicals. 2. Nautical almanacs — Periodicals. I. United 
States Naval Observatory. Nautical Almanac Office. 
TL587.A36 52-061239 //r733  528/.05 OCLC 02257061 


AIR FORCE DEPARTMENT 
Defense Dept. 
Washington, DC 20330 


82-254 
D 301.2:C 18/5 
Career planner. —[Washington, D.C.? : Air Force, 19817] 23 
p. : col. ill. ; 23 cm. @Item 424 1. United States. Air 
Force — Vocational guidance. I. United States. Air Force. 
OCLC 07938548 


82-255 
D 301.2:M 33/918-78 

The March Field story : 60th anniversary, 1918-1978 / prepared 
by the Office of the Historian, Headquarters Fifteenth Air 
Force. — [2nd ed.]— March Air Force Base, Calif. : The 
Office, [19812] 75 p.: ill.; 29cm. 1. March Air Force Base 
(Calif.) — History. I. United States. Air Force. Air Force, 
15th. Office of the Historian. 81-602464 OCLC 07909612 
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82-256 82-260 
D 301.45/27:76-83 D 301.45/27:77-44 


Gant, Charles R. Goody, Kenneth. 


Economics of on-the-job training : annotated bibliography 
and literature review / by Charles R. Gant. — Brooks Air 
Force Base, Tex. : Air Force Human Resources Laboratory, 
Air Force Systems Command, 1978.] 33 p. ; 27 cm.— 
(AFHRL-TR ; 76-83) Cover title. “Final report for period 
October 1974-November 1976.” “Technical Training Divi- 
sion.” “December 1977.” Bibliography: p. 18-33. “Project 
1121"—P. 2 of cover. @Item 421-E-3 (microfiche) 1. 
United States. Air Force — Personnel management — Bibliog- 
raphy. 2. Employees, Training of — United States — Bibliog- 
raphy. I. Air Force Human Resources Laboratory. Techni- 
cal Training Division. II. Title. III. Series. OCLC 
07932240 


82-257 


D 301.45/27:77-33 (1) 

High resolution, high brightness color television projector : 
analysis, investigations, design, performance of baseline pro- 
jector / by P.C. Baron ...[et al.].— Brooks Air Force Base, 
Tex. : Air Force Human Resources Laboratory, Air Force 
Systems Command, 1977. 139 p: ill. ; 27 cm.— (AFHRL- 
TR ; 77-33 (1)) Cover title. “Final report for period July 
1976-March 1977.” “Advanced Systems Division.” 
“Hughes Aircraft Company, Ground Systems Group.” 
“September 1977.” Bibliography: p. 139. “Contract F33615- 
76-C-0040, project 6114”—P. 2 of cover. @Item 421-E-3 
(microfiche) 1. Aeronautics, Military — Study and teach- 
ing — United States. 2. Television projection. 3. Military 
television. I. Baron, P. C. II. Hughes Aircraft Company. 
Ground Systems Group. III. Air Force Human Resources 
Laboratory. Advanced Systems Division. IV. Series. 
OCLC 07910653 


82-258 


D 301.45/27:77-37 

Report on the 1975 officers’ OER opinion survey / by Mark 
Nataupsky ... [et al.].— Brooks Air Force Base, Tex. : Air 
Force Human Resources Laboratory, Air Force Systems 
Command, 1977. 42 p. ; 27 cm.— (AFHRL-TR ; 77-37) 
Cover title. “Personnel Research Division.” “Final report 
for period July 1975-August 1976.” “November 1977.” In- 
cludes bibliographical references. “Project 7719”—P. 2 of 
cover. @Item 421-E-3 (microfiche) 1. United States. Air 
Force — Officer efficiency reports. I. Nataupsky, Mark. II. 
Air Force Human Resources Laboratory. Personnel Research 
Division. III. Series. OCLC 07902368 


Matching job education requirements of a variety of officer 
specialties with the educational attainments of potential in- 
cumbents / by Kenneth Goody. — Brooks Air Force Base, 
Tex. : Air Force Human Resources Laboratory, Air Force 
Systems Command, 1978. 48 p: ill ; 27 cm.— (AFHRL-TR 
; 77-44) Cover title. “Final report for period 31 August 
1975-30 November 1976.” “Occupation and Manpower Re- 
search Division.” “August 1977.” Bibliography: p. 29. 
“Project 7734”—P. 2 of cover. @lItem 421-E-3 (microfiche) 
1. United States. Air Force — Officers — Education. 2. Job 
analysis. 3. Educational surveys— United States. I. Air 
Force Human Resources Laboratory. Occupation and Man- 
power Research Division. II. Title. III. Series. OCLC 
07899922 


82-261 


D 301.45/27:77-50 


Schwartz, Noel F. 


Display and speech devices for simulator instructor/opera- 
tor station applications / by Noel F. Schwartz. — Brooks Air 
Force Base, Tex. : Air Force Human Resources Laboratory, 
Air Force Systems Command, 1977. 16 p. ; 27 cm.— 
(AFHRL-TR ; 77-50) Cover title. Final report for period 
June 1975-June 1976.” “Advanced Systems Division.” 
“December 1977.” Bibliography: p. 15-16. “Project 
6114”"—P. 2 of cover. @Item 421-E-3 (microfiche) 1. 
Flight simulators. 2. Speech processing systems. 3. Infor- 
mation display systems. I. Air Force Human Resources Lab- 
oratory. Advanced Systems Division. II. Title. III. Series. 
OCLC 07909256 


82-262 


D 301.45/27:77-51 


Harris, Dickie A. 


Simulated and empirical studies of flexilevel testing in Air 
Force technical training courses / by Dickie A. Harris and 
Roger J. Pennell. — Brooks Air Force Base, Tex. : Air Force 
Human Resources Laboratory, Air Force Systems Command, 
1978. 20 p ; 27 cm.— (AFHRL-TR ; 77-51) Cover title. 
“Final report for period 1 May 1975-30 April 1977.” “Tech- 
nical Training Division.” “September 1977.” Bibliography: 
p. 20. “Project 1121”—P. 2 of cover. @Item 421-E-3 (mi- 
crofiche) 1. Ability— Testing. 2. United States. — Air 
Force — Examinations. I. Pennell, Roger J. II. Air Force 
Human Resources Laboratory. Technical Training Division. 
III. Title. IV. Series. OCLC 07932016 


82-263 


82-259 D 301.45/27:77-52 


Slenker, Kirk. 
aS at ecmprschretscon Part-task trainer for the F-106A MA-1 radar/infrared fire 
Predicting powered support equipment and associated mainte- 


nance manpower requirements / by Robert N. Deem ... [et 
al.].— Brooks Air Force Base, Tex. : Air Force Human Re- 
sources Laboratory, Air Force Systems Command, 1977. 66 
p. : ill. ; 27 cm.— (AFHRL-TR ; 77-43) Cover title. 
“Final report for period July 1975-February 1977.” “Ad- 
vanced Systems Division.” Bibliography: p. 32. “Project 
1124"—P. 2 of cover. @lItem 421-E-3 (microfiche) 1. 
United States. Air Force — Weapons systems. 2. Weapons 
systems — Data processing. I. Deem, Robert N. II. Air 
Force Human Resources Laboratory. Advanced Systems Di- 
vision. III. Systems Research Laboratories. IV. Series. 
OCLC 07902598 
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control system : design, specification, and operation / by Kirk 
Slenker, Bertram W. Cream. — Brooks Air Force Base, Tex. : 
Air Force Human Resources Laboratory, Air Force Systems 
Command, 1977. 25 p.: ill. ; 27 cm.— (AFHRL-TR ; 77- 
52) Cover title “Final report for period January 1976-April 
1977.” “AAI Corporation.” “Advanced Systems Division.” 
“September 1977.” Bibliography: p. 25. “Contract F33615- 
76-C-5028, project 1710’—P. 2 of cover. @Item 421-E-3 
(microfiche) 1. Flight training. 2. Flight simulators. 3. 
Aeronautics, Military — Study and teaching — United States. 
I. Cream, Bertram W. II. AAI Corporation. III. Air Force 
Human Resources Laboratory. Advanced Systems Division. 
IV. Title. V. Series. OCLC 07899882 
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82-264 82-268 


D 301.45/27:77-56 D 301.45/27:78-5 


Watson, Thomas W. Advanced simulator for pilot training (ASPT) : aerial refueling 


Job enrichment : evaluation with implications for Air Force 


job redesign / by Thomas W. Watson, Patrick A. Zumbro. — 
Brooks Air Force Base, Tex. : Air Force Human Resources 
Laboratory, Air Force Systems Command, 1978. 70 p. : ill. ; 
27 cm.— (AFHRL-TR ; 77-56) Cover title. “Interim 
report for period 1 January 1975-30 April 1977.” “Occupa- 
tion and Manpower Research Division.” “October 1977.” 
Bibliography: p. 56-70. “Project 7734”—P. 2 of cover. 
@ltem 421-E-3 (microfiche) 1. United States. Air Force — 
Personnel management. 2. Job satisfaction. 3. Job enrich- 
ment. I. Zumbro, Patrick A. II. Air Force Human Re- 
sources Laboratory. Occupation and Manpower Research Di- 
vision. III. Title. IV. Title: Evaluation with implications 
for Air Force job redesign. V. Series. OCLC 07919631 


visual simulation-engineering development / Eric G. Monroe 
.. [et al.]. — Brooks Air Force Base, Tex. : Air Force Human 
Resources Laboratory, Air Force Systems Command, 1978. 
41 p.: ill. ; 27 cm.— (AFHRL-TR ; 78-51) Cover title. 
“Final report for period September 1977-February 1978.” 
“Flying Training Division.” “Systems ineering Labora- 
tories.” “September 1978.” “Project 1123”—P. 2 of cover. 
@ltem 421-E-3 (microfiche) 1. Flight training. 2. Flight 
simulators. 3. Aeronautics, Military — Study and teaching — 
United States. I. Monroe, Eric G. II. Air Force Human 
Resources Laboratory. Flying Training Division. III. Sys- 
tems Engineering Laboratories (U.S.) IV. Title: Aerial refu- 
eling visual simulation-engineering development. V. Series. 


OCLC 07914129 
82-265 


D 301.45/27:77-73 82-269 
Hawley, John K. D 301.45/27:78-11 
Jet engine mechanic - AFSC 426X2 : experimental job 


LeMaster, W. Dean. 


performance tests / John K. Hawley, Cecil J. Mullins, Joseph 
Weeks. — Brooks Air Force Base, Tex. : Air Force Human 
Resources Laboratory, Air Force Systems Command, 1977. 
iii, 66 p. : 27 cm.— (AFHRL-TR ; 77-73) Cover title. 
“Applied Science Associates, Inc.” “Personnel Research Di- 
vision.” “December 1977.” “Contract F33615-76-C-0057, 
project 7719”—P. 2. @lItem 421-E-3 (microfiche) 1. Abili- 
ty — Testing. 2. Performance standards. I. Mullins, Cecil J. 
II. Weeks, Joseph. III. Air Force Human Resources Labora- 


Area of interest/field-of-view research using ASPT / by 
W. Dean LeMaster, Thomas M. Longridge, Jr. — Brooks Air 
Force Base, Tex. : Air Force Human Resources Laboratory, 
Air Force Systems Command, 1978. 20 p. : ill. ; 27 cm. — 
(AFHRL-TR ; 78-11) Cover title. “Interim report for 
period October 1976-December 1977.” “Flying Training Di- 
vision.” “May 1978.” Bibliography: p. 18. “Project 
1123”—P. 2 of cover. @lItem 421-E-3 (microfiche) 1. 


tory. Personnel Research Division. IV. Applied Science As- 


Flight simulators. 2. Aeronautics, Military — United States. 
sociates. V. Title. VI. Series. OCLC 07902250 


I. Longridge, Thomas M. II. Air Force Human Resources 

82-266 Laboratory. Flying Training Division. III. Title. IV. 
D 301.45/27:77-14 Series. OCLC 07909367 

Mathews, John J. (John James), 1944- 

Analysis aptitude test for selection of airmen for the radio 
communications analysis specialist course : development and 
validation / by John J. Mathews. — Brooks Air Force Base, 
Tex. : Air Force Human Resources Laboratory, Air Force 
Systems Command, 1978. 10 p. ; 27 cm.— (AFHRL-TR ; 
77-74) Cover title. “Final report for period April 1977-No- 
vember 1979.” “December 1977.” Bibliography: p. 8. 
“Project AFSS”—P. 2 of cover. @lItem 421-E-3 (micro- 
fiche, 1. United States. Air Force — Communication sys- 
tems. 2. Communications, Military — Ability testing. I. Air 
Force Human Resources Laboratory. Personnel Research Di- cational tests and measurements — Data processing. 2. Ex- 
vision. II. Title. III. Series. OCLC 07908824 aminations — Data processing. I. Air Force Human Re- 

82-267 sources Laboratory. Personnel Research Division. II. Title. 
D 301.45/27:78-3 III. Series. OCLC 07899469 


82-270 
D 301.45/27:78-13 
Ree, Malcolm James. 

Automated test item banking / Malcolm James Ree. — 
Brooks Air Force Base, Tex. : Air Force Human Resources 
Laboratory, Air Force Systems Command, 1978. 17 p. ; 27 
cm.— (AFHRL-TR ; 78-13) Cover title. “Final report for 
period January 1977-February 1978.” “Personnel Research 
Division.” “May 1978.” Bibliography: p. 9. “Project 
7719"—P. 2 of cover. @ltem 421-E-3 (microfiche) 1. Edu- 


Kantor, Jeffrey E. 

Methodology to assess psychological stress and its impact 
in the air combat environment / by Jeffrey E. Kantor, Law- 
rence Klinestiver, Terry A. McFarlane. — Brooks Air Force 
Base, Tex. : Air Force Human Resources Laboratory, Air 
Force Systems Command, 1978. 13 p. : ill. ; 27 cm.— 
(AFHRL-TR ; 79-3) Cover title. “Final report for period 1 
September 1977-31 December 1977.” “Personnel Research 
Division.” “USAF School of Aerospace Medicine.” 
“March 1978.” Includes bibliographical references. @Item 
421-E-3 (microfiche) 1. Combat — Psychological aspects. 
2. Stress (Psychology) 3. Aeronautics, Military — United 
States — Psychology. I. Klinestiver, Lawrence. II. McFar- 


82-271 
D 301.45/27:78-31 
Klein, Gary A. 

Improvement of skills for solving ill-defined problems / by 
Gary A. Klein, Julian Weitzenfeld. — Brooks Air Force Base, 
Tex. : Air Force Human Resources Laboratory, Air Force 
Systems Command, [1979] p. 31-41 ; 27 cm.— (AFHRL- 
TR ; 78-31) Cover title. “Advanced Systems Division.” 
“Orginally published in Educational Psychologist, 1978, vol. 
13, 31-41”—P. 2 of cover. “March 1979.” Bibliography: p. 
41. “Project 1710”—P. 2 of cover. @lItem 421-E-3 (micro- 

fiche) 1. Problem solving. I. Weitzenfeld, Julian. II. Air 
+ ee Es 9 o Force Tr Gana Gea oF hae Force Human Resources Laboratory. Advanced Systems Di- 
ersonnel Researc vision. : of Aero- a ‘ : 
space Medicine. V. Title. VI. Series. OCLC 07948974 ee 
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82-272 82-276 
D 301.45/27:78-33 
Hunter, David R. (David Robert), 1945- 
Pilot selection system development / by David R. Hunter, 
Nancy A.Thomspon. — Brooks Air Force Base, Tex. : Air 
Force Human Resources Laboratory, Air Force Systems 


D 301.45/27:78-39 
Cyrus, Michael L. 

Motion systems role in flight simulators for flying training / 
Michael L. Cyrus. — Brooks Air Force Base, Tex. : Air 
Force Human Resources Laboratory, Air Force Systems 

Command, 1978. 33 p. ; 27 cm.— (AFHRL-TR ; 78-33) Command, 1978. 31 p.: ill. ; 27 cm.— (AFHRL-TR ; 78- 
Cover title. “Final report for period 2 September 1978-10 39) Cover title. “Final report for period June 1977-June 
November 1977.” “Personnel Research Division.” “July 1978.” “Flying Training Division.” “August 1978.” Bib- 
1978.” Bibliography: p. 18. “Project 7719”—P. 2 of cover. liography: p. 29-31. “Project 1123”—P. 2 of cover. @Item 
@ltem 421-E-3 (microfiche) 1. Prediction of scholastic suc- 421-E-3 (microfiche) 1. Flight training. 2. Flight simula- 
cess. 2. Aeronautics, Military — United States — Psycholo- tors. 3. Aeronautics, Military Study and teaching — United 
gy. I. Thompson, Nancy A. (Nancy Ann), 1947- II. Air States. I. Air Force Human Resources Laboratory. Flying 
Force Human Resources Laboratory. Personnel Research Di- Training Division. II. Title. III. Series. OCLC 07899687 
vision. III. Title. IV. Series. OCLC 07949033 oan 


82-273 D 301.45/27:78-41 
D 301.45/27:78-35 Hayworth, Don. 

Airborne electro-optical sensor simulation system / Don 
Survey of human operator modeling techniques for mea- Hayworth. — Brooks Air Force Base, Tex. : Air Force 
surement applications / Patrica A. Knoop. — Brooks Air Human Resources Laboratory, Air Force Systems Command, 
Force Base, Tex. : Air Force Human Resources Laboratory, 1978. 18 p.: ill. ; 27 cm.— (AFHRL-TR ; 78-41) Cover 
Air Force Systems Command, 1978. 38 p. ; 27 cm.— title. “Final report for period June 1976-December 1977.” 
(AFHRL-TR ; 78-35) Cover title. “Final report for period “Advanced Systems Division.” “General Electric Compa- 
April 1976-December 1977.” “Advanced Systems Division.” ny.” “August 1978.” “Contract F33615-76-C-0059, project 
“July 1978.” Bibliography: p. 27-38. “Project 6114”—P. 2 1958"—P. 2 of cover. @Item 421-E-3 (microfiche) 1. 
of cover. @Item 421-E-3 (microfiche) 1. Human behav- Flight simulators. 2. Aeronautics, Military — Research — 
ior — Mathematical models. 2. Job analysis. 3. Work — United States. I. Air Force Human Resources Laboratory. 
Psychological aspects. I. Air Force Human Resources Lab- Advanced Systems Division. II. General Electric Company. 
oratory. Advanced Systems Division. II. Title. III. Series. III. Title. IV. Series. OCLC 07899432 
OCLC 07909034 


Knoop, Patricia A. 


82-278 


82-274 D 301.45/27:78-43 
D 301.45/27:78-36 Gould, R. Bruce. 


Wilbourn, James M. Air Force officer qualifying test form N : development and 


Pictorial interest inventory development / James M. Wil- 
bourn, William E. Alley. — Brooks Air Force Base, Tex. : 
Air Force Human Resources Laboratory, Air Force Systems 
Command, 1978. 17 p. ; 27 cm.— (AFHRL-TR ; 78-36) 
Cover title. “Interim report for period March 1974-June 
1977.” “Personnel Research Division.” “August 1978.” 
Bibliography: p. 11. “Project 7719”—P. 2 of cover. @Item 
421-E-3 (microfiche) 1. United States. Air Force — Voca- 
tional guidance. 2. Vocational interests — Testing. I. Alley, 
William E. (William Edward), 1944- II. Air Force Human 
Resources Laboratory. Personnel Research Division. III. 
Title. IV. Series. OCLC 07402565 


standardization / by R. Bruce Gould. — Brooks Air Force 
Base, Tex. : Air Force Human Resources Laboratory, Air 
Force Systems Command, 1978. 20 p. : ill. ; 27 cm.— 
(AFHRL-TR ; 78-43) Cover title. “Final report for period 
March 1974-March 1978.” “Personnel Research Division.” 
“August 1978.” Bibliography: p. 17-18. “Project 7719”—P. 
2 of cover. @Item 421-E-3 (microfiche) 1. United States. 
Air Force — Officers. 2. United States. Air Force — Re- 
cruiting, enlistment, etc. I. Air Force Human Resources 
Laboratory. Personnel Research Division. II. Title. III. 
Series. OCLC 07902380 


82-279 
82-275 D 301.45/27:78-50 
D 301.45/27:78-38 Development of a low-cost, stand-alone microterminal for sup- 


Guinn, Nancy. 


Effectiveness of adaptability screening / by Nancy Guinn, 
Jeffrey E. Kantor, Bart M. Vitola. — Brooks Air Force Base, 
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Health and Environmental Research. II. United States. 
Dept. of Energy. Office of Health and Environmental Re- 
search. Ecological Research Division. OCLC 07147860 


82-312 


E 1,19:0083 

Task IV, Development of an insolation handbook and instru- 
mentation package, subtask report : validation of the guide- 
lines for portable meteorological instrument packages, (an in- 
terim report). — Washington D.C. : U.S. Dept. of Energy, 
Office of Energy Research, Office of Basic Sciences ; Spring- 
field, Va. : Available from National Technical Information 
Service, [1980] 124 p. in various pagings : ill. ; 28 cm. 
“International Energy Agency program to develop and test 
solar heating and cooling systems.” “October 1980”—Cover. 
Includes bibliographies. “DOE/ER-0083.” @lItem 429-N 
1. Meteorological instruments. 2. Solar heating. 3. Solar air 
conditioning. I. United States. Dept. of Energy. Office of 
Basic Sciences. II. International Energy Agency. III. Title: 
Validation of the guidelines for portable meteorological in- 
strument packages, an interim report. OCLC 07941469 


82-313 


E 1,19;0084 

Task IV, Development of an insolation handbook and instru- 
ment package : an introduction to meteorological meas- 
urements and data handling for solar energy applications. — 
Washington D.C. : U.S. Dept. of Energy, Office of Energy 
Research, Office of Basic Sciences ; Springfield, Va. : Availa- 
ble from National Technical Information Service, [1980] 208 
p- in various pagings : ill. ; 28 cm. “International Energy 
Agency programme to develop and test solar heating and 
cooling systems.” “October 1980.” “Includes bibliogra- 
phies.” “DOE/ER-0084.” @Item 429-N 1. Meteorologi- 
cal instruments. 2. Solar heating. 3. Solar air conditioning. 
I. United States. Dept. of Energy. Office of Basic Sciences. 
II. International Energy Agency. III. Title: An introduction 
to meteorological measurements and data handling for solar 
energy applications. OCLC 07512642 


82-314 

Fi E 1,19:0088 

The status of compact-toroid research using high energy parti- 
cle beams : a panel report to the Director, Division of Ap- 
plied Plasma Physics, Office of Fusion Energy, Office of 
Energy Research.— Washington, D.C. U.S. Dept. of 
Energy, Office of Energy Research, Division of Applied 
Plasma Physics ; Springfield, Va. : Available from National 
Technical Information Service, [1980] 17 p. : ill. ; 28 cm. 
“October 1980.” “DOE/ER-0088.” @lItem 429-N 1. Par- 
ticle beams. I. United States. Dept of Energy. Office of 
Fusion Energy. II. United States. Dept of Energy. Division 
of Applied Plasma Physics. OCLC 07905142 
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82-315 


Solar Heating Workshop for the Financial Community (1979 : 


Washington, D.C.) 

Workshop manual on technical, economic and legal consid- 
erations for evaluating solar heated buildings for lenders, ap- 
praisers, insurers, and tax consultants / U.S. Department of 
Energy, Assistant Secretary for Conservation and Solar Ap- 
plications, Market Development and Training Branch, Solar 
Applications. — Washington, D.C. : The Branch : For sale by 
the Supt. of Docs., U.S. G.P.O. ; Springfield, Va. : Available 
from National Technical Information Service, 1979. 246 p. 
in various pagings : ill. ; 28 cm. “Solar Heating Workshop 
for the Financial Community”—Cover. “Published May 
1979.” Includes bibliographical references. “DOE/CS- 
0083.” @Item 429-T-2 S/N 061-000-00300-2 @ GPO 
$7.00 1. Solar heating — Economic aspects — United States. 
2. Solar houses— United States— Valuation. I. United 
States. Dept. of Energy. Market Development and Training 
Branch, Solar Applications. II. Title. III. Title: Solar heat- 
ing workshop for the financial community. OCLC 05686134 


82-316 


E 1.26:0116 


Climate classification analysis : technical support document for 


the proposed energy performance standards for new build- 
ings. — Washington, D.C. : U.S. Dept. of Energy, Office of 
Conservation and Solar Energy, Office of Buildings and Com- 
munity Systems, [1979] 254 p. in various pagings : ill., maps ; 
28 cm. “Technical support document for notice of proposed 
rulemaking on energy performance standards for new build- 
ings’—Cover. “November 1979.” Bibliography: Appendix 
B, p. 124-128. “DOE/CS-0116"—Cover. “Administrative 
record no. 9570.00.” @lItem 429-T-2 1. Architecture and 
climate — United States. 2. Architecture and energy conser- 
vation — United States. 3. Buildings— Energy conserva- 
tion — Standards — United States. I. United States. Dept. of 
Energy. Office of Buidlings and Community Systems. II. 
Title: Energy performance standards for new buildings. 
OCLC 07950113 


82-317 


E 1,26:0117 


Passive and active solar heating analysis : technical support 


document for the proposed energy performance standards for 
new buildings. — Washington, D.C. : U.S. Dept. of Energy, 
Office of Conservation and Solar Energy, Office of Buildings 
and Community Systems, [1979] 74 p. in various pagings : 
ill. ; 28cm. “Technical support document for notice of pro- 
posed rulemaking on energy performance standards for new 
buildings’—Cover. “November 1979.” Includes _ biblio- 
graphical references. “DOE/CS-0117”—Cover. “Adminis- 
trative record no. 9569.00.” @Item 429-T-2 (microfiche) 1. 
Solar heating — United States. 2. Solar heating — United 
States — Passive systems. 3. Architecture and energy conser- 
vation — United States. 4. Buildings— Energy conserva- 
tion — Standards — United States. I. United States. Dept. of 
Energy. Office of Buidlings and Community Systems. II. 
Title: Energy performance standards for new buildings. 
OCLC 07950136 





Energy Department 


82-318 


E 1.26:0119 

Energy budget levels selection : technical support document for 
the proposed energy performance standards for new build- 
ings. — Washington, D.C. : U.S. Dept. of Energy, Office of 
Conservation and Solar Energy, Office of Buildings and Com- 
munity Systems, [1979] 189 p. in various pagings : ill. ; 28 
cm. “Technical support document for notice of proposed 
rulemaking on energy performance standards for new build- 
ings’—Cover. “November 1979.” Bibliography: Appendix 
C, p. 47-48. “DOE/CS-0119"—Cover. “Administrative 
record no. 9563.00.” @lItem 429-T-2 (microfiche) 1. Archi- 
tecture and energy conservation — United States. 2. Dwell- 


82-322 


E 1,28:SERI/RR-641-615 


Webb, John D. 


Optical transparency of inexpensive salt solutions for con- 
struction of density-gradient ponds / John D. Webb ; pre- 
pared for the U.S. Department of Energy. — Golden, Colo. : 
Solar Energy Research Institute ; Springfield, VA : Available 
from the National Technical Information Service, U.S. Dept. 
of Commerce, 1981. xiv, 46 p. : ill. ; 28 cm. — (SERI/RR ; 
641-615) “July 1981.” Bibliography: p. 39. “Prepared 
under Task no. 1089.00.” @lItem 429-T-4 1. Solar collec- 
tors. 2. Salt. 3. Solution (Chemistry) 4. Adsorption. I. 


‘ : poh Solar Energy Research Institute. II. United States. Dept. of 
ings — United States — Energy consumption. 3. Buildings — Energy. III. Title. IV. Series. OCLC 07932296 

Energy conservation — Standards — United States. I. 

United States. Dept. of Energy. Office of Buidlings and Com- 82-323 

munity Systems. II. Title: Energy performance standards for 

new buildings. OCLC 07950104 Cobb, H. R. W. 


A quality assurance and standards plan for solar thermal 
82-319 i ian technologies / H.R.W. Cobb ; prepared for the U.S. Depart- 
. ~ ment of Energy. — Golden, Colo. : Solar Energy Research 
Draft regulatory analysis : technical support document for the Institute ; Springfield, VA : Available from the National 
proposed energy performance standards for new buildings. — Technical Information Service, U.S. Dept. of Co ne 
Washington, D.C. : U.S. Dept. of Energy, Office of Conser- 1981. x, 25 p. : ill. ; 28 cm.— (SERI/RR ; 742-846) “July 
vation and Solar Energy, Office of Buildings and Community 1981.” Includ biblio hical references. “Prepared 
Systems, [1979] 57 p. in various pagings ; 28cm. “Energy under Task no. 1016.00.” @ltem 429-T-4 1. Solar power 
performance standards for new buildings’—Cover. “No- plants — United States — Standards. 2. Solar power plants — 
vember 1979.” Includes bibliographical references. “DOE/ ity control — United States 1 Solar Baergy Me -" 
CS-0121”"—Cover. “Administrative record no. 9566.00.” Qua Sot ee . 
@ltem 429-T-3 (microfiche) 1. Architecture and energy i yee ty Dept. of Energy. Il. Title. 
conservation — United States. 2. Buildings — Energy conser- —_——— 
vation — Standards — United States. I. United States. Dept. 
of Energy. Office of Buidlings and Community Systems. II. 
Title: Energy performance standards for new buildings. 
OCLC 07950127 


E 1.28:SERI/RR-742-846 


82-324 
E 1.28:SERI/RR-742-1068 
Longrigg, Paul. 
Rapid charging of lead-acid batteries for electric vehicle 
82-320 propulsion and solar electric storage / Paul Longrigg ; pre- 
E 1.26:0122 pared for the Department of Energy. — Golden, Colo. : Solar 
Statistical analysis : technical support document for notice of Energy Research Institute ; Springfield, VA : Available from 
proposed rulemaking on energy performance standards for the National Technical Information Service, U.S. Dept. of 
new buildings. — Washington, D.C. : U.S. Dept. of Energy, Commerce, 1981. ix, 38 p. : ill. ; 28 cm. — (SERI/RR ; 742- 
Office of Conservation and Solar Energy, Office of Buildings 1068) “June 1981.” Bibliography: p. 35. “Prepared under 
and Community Systems, [1979] 501 p. in various pagings : Task no. 1092.10.” @lItem 429-T-4 1. Electric vehicles. 2. 
ill. ; 28 cm. “November 1979.” Bibliography: Appendix B, Automobiles, Electric — Batteries. 3. Storage batteries. I. 
p. 107. “DOE/CS-0122”—Cover. “Administrative record Solar Energy Research Institute. II. United States. Dept. of 
no. 9562.00.” @lItem 429-T-2 (microfiche) 1. Architecture Energy. Ill. Title. IV. Series. OCLC 07932347 
and energy conservation — United States — Statistical meth- 
ods. 2. Buildings — Energy conservation — Statistical meth- 82-325 
ods. I. United States. Dept. of Energy. Office of Buidlings 
and Community Systems. II. Title: Energy performance 
standards for new buildings. OCLC 07950090 


82-321 


E 1.28:SERI/TR-631-1122 
Wright, John D. 

An organic rankine cycle coupled to a solar pond by 
direct-contact heat exchange : selection of a working fluid / 
John D. Wright ; prepared for the U.S. Department of 
Energy. — Golden, Colo. : Solar Energy Research Institute ; 
Springfield, VA : Available from the National Technical In- 
formation Service, U.S. Dept. of Commerce, 1981. viii, 29 p. 
: ill. ; 28 cm.— (SERI/TR ; 631-1122) “June 1981.” Bib- 
liography: p. 29. “Prepared under Task no. 9123.00.” 
@ltem 429-T-4 1. Solar collectors. 2. Heat exchangers. 3. 
Salt. 4. Boilers. I. Solar Energy Research Institute. II. 
United States. Dept. of Energy. III. Title. IV. Series. 
OCLC 07932215 


E 1,28:SERI/RR-612-733 
Matson, Richard J. 

SERI laser scanner system / Richard J. Matson, Theodore 
W. Cannon ; prepared for the Department of Energy. — 
Golden, Colo. : Solar Energy Research Institute ; Spring- 
field, VA : Available from the National Technical Informa- 
tion Service, U.S. Dept. of Commerce, 1981. ix, 18 p. : ill. ; 
28 cm.— (SERI/RR ; 612-733) “October 1980.” “Pre- 
pared under Task no. 3825.10.” @lItem 429-T-4 1. Optical 
scanners. 2. Semiconductor industry— Laser use in. I. 
Solar Energy Research Institute. II. United States. Dept. of 
Energy. III. Title. IV. Series. OCLC 07932184 
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82-326 82-330 
E 1,28:SERI/TR-632-870 E 1.28:SERI/TR-742-835 
Gee, R. (Randy) 

Near-term improvements in parabolic troughs : an econom- 
ic and performance assessment / R. Gee, L.M. Murphy ; 
prepared for the U.S. Department of Energy. — Golden, 
Colo. : Solar Energy Research Institute ; Springfield, VA : 


Cobb, H. R. W. 
A standards application and development plan for solar 
thermal technologies / H.R.W. Cobb ; prepared for the U.S. 
Department of Energy. — Golden, Colo. : Solar Energy Re- 


search Institute ; Springfield, VA : Available from the Na- 
Available from the National Technical Information Service, tional Technical Information Service, U.S. Dept. of Com- 


U.S. Dept. of Commerce, 1981. xiv, 44 p. : ill. ; 28 cm. — merce, 1981. xi, 210 p. : ill. ; 28 cm.— (SERI/TR ; 742- 
(SERI/TR ; 632-870) “August 1981.” Includes bibliograph- 885) “July 1981.” Includes bibliographical references. 
ical references. “Prepared under Task no. 1006.00, WAPA “Prepared under Task no. 1016.00.” @Item 429-T-4 1. 
no. 279-81.” @Item 429-T-4 1. Solar collectors. I. Solar power plants — Standards — United States. 2. Solar 
Murphy, L. M. (Lawrence Martin), 1941- II. Solar Energy power plants— United States— Quality control. I. Solar 
Research Institute. III. United States. Dept. of Energy. IV. Energy Research Institute. II. United States. Dept. of 
Title. V. Series. OCLC 07932224 Energy. III. Title. IV. Series. OCLC 07932310 


82-327 82-331 


E 1.28:SERI/TR-721-1104 E 1.28:SERI/TR-743-799 


Environmental, health, safety, and regulatory review of selected 
photovoltaic options : (copper sulfide/cadmium sulfide and 
polycrystalling silicon) / Kathryn Lawrence ... [et al.] ; pre- 


Swisher, Joel. 
Active charge/passive discharge solar heating systems, 
thermal analysis and performance comparisons / Joel Swisher 


; prepared for the U.S. Department of Energy. — Golden, 
Colo. : Solar Energy Research Institute ; Springfield, VA : 
Available from the National Technical Information Service, 
U.S. Dept. of Commerce, 1981. xii, 35 p. : ill. ; 28 cm. — 
(SERI/TR ; 721-1104) “June 1981.” Includes bibliograph- 
ical references. “Prepared under Task no. 5636.30.” @Item 
429-T-4 1. Solar space heating. I. Solar Energy Research 
Institute. II. United States. Dept. of Energy. III. Title. 
IV. Series. OCLC 07932234 


pared for the U. S. Dept. of Energy. — Golden, Colo. : Solar 
Energy Research Institute ; Springfield, VA : Available from 
the National Technical Information Service, U.S. Dept. of 
Commerce, 1981. xxiii, 222 p. ; 28 cm.— (SERI/TR ; 743- 
799) “June 1981.” Bibliography: p. 217-222. “Prepared 
under Task no. 1091.70.” @Item 429-T-4 1. Photovoltaic 
power generation. I. Lawrence, Kathryn A. II. Solar 
Energy Research Institute. III. United States. Dept. of 
Energy. IV. Series. OCLC 07932329 


82-328 82-332 


E 1.28:SERI/TR-721-1119 E 1,30:23220-01 


Swisher, Joel. Case studies of the legal and institutional obstacles and incen- 


Appliance efficiency and the solar building / Joel Swisher ; 
prepared for the U.S. Department of Energy. — Golden, 
Colo. : Solar Energy Research Institute ; Springfield, VA : 
Available from the National Technical Information Service, 
U.S. Dept. of Commerce, 1981. ix, 24 p. ; 28 cm.— (SERI/ 
TR ; 721-1119) “June 1981.” Includes bibliographical refer- 
ences. “Prepared under Task no. 5636.30.” @lItem 429-T-4 
1. Solar buidlings — United States. 2. Household appliances, 
Electric — United States— Energy consumption. I. Solar 
Energy Research Institute. II. United States. Dept. of 
Energy. III. Title. IV. Series. OCLC 07932321 


82-329 


E 1.28:SERI/TR-731-1036 


Leboeuf, Cecile M. 


Application of solar ponds to district heating and cooling / 
Cecile M. Leboeuf ; prepared for the Department of 
Energy. — Golden, Colo. : Solar Energy Research Institute ; 
Springfield, VA : Available from the National Technical In- 
formation Service, U.S. Dept. of Commerce, 1981. ix, 34 p. : 
ill. ; 28 cm.— (SERI/TR ; 731-1036) “April 1981.” In- 
cludes bibliographical references. ‘Prepared under Task no. 
3525.12.” @Item 429-T-4 1. Solar collectors. 2. Energy 
development — United States. I. Solar Energy Research In- 
stitute. II. United States. Dept. of Energy. III. Title. IV. 
Series. OCLC 07932200 


tives to the development of small-scale hydroelectric power / 
prepared for U.S. Department of Energy, Assistant Secretary 
for Resource Applications, Division of Hydroelectric Re- 
sources Development. — Washington, DC : The Division ; 
Springfield, Va. : Available from National Technical Informa- 
tion Service, 1980. 72 p. ; 28 cm. “Prepared by: Larry 
Schwartz ... under contract no. FG03-78RA23220 and Wil- 
liam Wilson ... under contract no. AS02-78RA04934. “No- 
vember 1979.” “DOE/RA/23220-01.” @Item 429-T-7 1. 
Hydroelectric generators. 2. Electric power systems — Law 
and legislation — United States. 3. Electric power-plants — 
Environmental aspects — United States. I. Schwartz, Larry. 
II. Wilson, William. III. United States. Dept. of Energy. 
Division of Hydroelectric Resources Development. IV. Na- 
tional Conference of State Legislatures. OCLC 07914160 


82-333 


E 1,.32:6038-1 


United States. Dept. of Energy. Office of Construction and 


Facilities Management. 

Multiprogram laboratory general purpose facilities studies : 
an approach to bringing institutional facilities to a level of 
adequacy consistent with DOE missions / sponsored by Di- 
rector of Energy Research, Assistant Secretary for Defense 





Federal Energy Regulatory Commission — Energy Dept. 


Programs, Assistant Secretary for Energy Technology ; pre- 
pared by Office of Construction and Facilities Management 
with the assistance of Hayes, Seay, Mattern and Mattern. — 
Washington, D.C. : The Office ; [Springfield, Va. : Available 
from National Technical Information Service], 1979. 75, 87, 
19, p. : ill. ; 28 cm. “Prepared for: U.S. Department of 
Energy, Director of Administration, Office of Construction 
and Facilities Management under contract no. EW-78-C-05- 
6038.” “Published December 1979.” “DOE/AD/6038-1.” 
@ltem 429-T-8 1. Laboratories — United States — Design 
and construction. 2. Laboratories — United States — Mainte- 
nance and repair. 3. Engineering laboratories — United 
States. I. Hayes, Seay, Mattern and Mattern. II. United 
States. Dept. of Energy. Office of Energy Research. III. 
United States. Dept. of Energy. Office of the Assistant Secre- 
tary for Defense Programs. IV. United States. Dept. of 
Energy. Office of Energy Technology. V. Title. OCLC 
07901879 


82-334 


E 1,60;0010 (81)/v.1-3 
United States. Dept. of Energy. 

Secretary’s annual report to Congress / U.S. Department of 
Energy. [Washington, D.C.] : The Dept. : [For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 v.: ill. ; 28 cm. $7.50 
(v.1) $4.50 (v.2) $5.50 (v.3) Began with 2nd, 1980. “DOE/ 
S-0010 (81)” 3rd, v. 1-3, Jan. 1981. 2nd report was classed: 
E 1.1:979. Description based on: 1981. Contents: v. I. Pos- 
ture statement, outlook and program review —v. II. Budget 
highlights, 1982 — v. III. Project summaries. Some vols. are 
supplemented by separately published annexes. @Item 429- 
T-39 S/N 061-000-00503-0 (v.1) ; 061-000-00491-2 (v.2) ; 
061-000-00488-2 (v.3) ISSN 0199-9648 Has supplement: 
United States. Dept. of Energy. Annual report on nuclear 
non-proliferation ISSN 0271-0242 Continues: United States. 
Dept. of Energy. Office of the Assistant Secretary for Policy 
and Evaluation. Annual report to Congress ISSN 0196-4356 
1. Energy policy — United States — Periodicals. 2. Power 
resources — United States — Periodicals. 3. United States. 
Dept. of Energy — Periodicals. Key Title: Secretary’s 
annual report to Congress (U.S. Department of Energy) I. 
Title. HD9502.USU523d 80-645346 //t81 353.87/06 
OCLC 06118248 


82-335 


E 1,68:20349-T 1 

National waste terminal storage program : national site charac- 
terization and selection plan and environmental assessment, 
NWTS-4. — Washington, D.C. : Dept. of Energy, Assistant 
Secretary for Nuclear Energy, Office of Deputy Assistant 
Secretary for Nuclear Waste Management ; Springfield, Va. : 
Available from National Technical Information Service, 1981. 
201 p. in various pagings (some folded) : ill, map ; 28 cm. 
At head of title: Draft. “Prepared for U.S. Department of 
Energy, Assistant Secretary for Nuclear Energy, Office of 
Deputy Assistant Secretary for Nuclear Waste Management. 
under contract no. EV-76-C-06-1830.” “January 1981.” In- 
cludes bibliographical references. “DOE/NE/20349-T1.” 
@ltem 474-B 1. Radioactive waste disposal — Environmen- 
tal aspects — United States. 2. Radioactive waste disposal in 
the ground—Environmental aspects— United States. I. 
United States. Dept. of Energy. Office of Nuclear Waste 
Management. II. Title: National site characterization and se- 


lection plan and environmental assessment, NWTS-4. OCLC 
07921354 
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82-336 


E 2.6:N 21 


United States. Energy Regulatory Commission. 


Interim regulations implementing the Natural Gas Policy 
Act of 1978. — Washington, D.C. : Federal Energy Regula- 
tory Commission : For sale by the Supt. of Docs., U.S. 
G.P.O., 1978. iv, 364 p. ; 26 cm. Cover title: Title 18, 
Conservation of power and water resources. Stock no. in- 
correctly printed in pub. as S/N 061-000-00004-9. @Item 
429-V-7 S/N 061-000-00204-9 @ GPO $6.50 1. Gas, Nat- 
ural— Law and legislation— United States. I. Title. II. 
Title: Natural Gas Policy Act of 1978. III. Title: Title 18, 
Conservation of power and water resources. OCLC 
05016650 


82-337 


E 2.11:0016 DS 


Zachary-Fort Lauderdale pipeline construction and conversion 


project : draft supplement to final environmental impact state- 
ment : Florida Gas Transmission Company, docket no. CP74- 
192. — Washington, D.C. : Federal Regulatory Commission, 
Office of Pipeline and Proper Regulation, [1980] xiii, 177 p., 
[19] folded leaves : ill., maps ; 28 cm. “Prepared by the staff 
of the Federal Energy Regulatory Commission”—P. iv. 
“February 1980.” Bibliography: p. 129-133. “FERC/EIS- 
0016DS.” @ltem 429-V-3 1. Petroleum — Pipe lines — En- 
vironmental aspects — Southern States. 2. Petroleum — Pipe 
lines — Pumping stations — Environmental aspects — South- 
ern States. I. United States. Federal Energy Regulatory 
Commission. Office of Pipeline and Producer Regulation. 
OCLC 07905183 


82-338 


E 2.11:0018 D 


Trailblazer pipline system, draft environmental impact statement 


: Trailblazer Pipeline Company, Overthrust Pipeline Compa- 
ny, Colorado Interstate Gas Company, docket no. CP79-80, 
Mountain Fuel Supply Company, docket no. CP80-7.— 
Washington, D.C. : Federal Energy Regulatory Commission, 
Office of Pipeline and Producer Regulation, [1980] x, 210 p. 
: ill, maps ; 28 cm. “April 1980.” Cover title: Trailblazer 
Project. Includes bibliographies. “FERC/EIS-0018D.” 
@ltem 429-V-3 1. Gas, Natural — Pipe lines — Environmen- 
tal aspects — West (U.S.) I. United States. Federal Energy 
Regulatory Commission. Office of Pipeline and Producer 
Regulation. OCLC 07042526 


82-339 


E 2.15:W 29 


United States. Federal Energy Regulatory Commission. 


Water resource appraisal program for hydroelectric licens- 
ing / Federal Energy Regulatory Commission. Scale not 
given. [Washington, D.C.?] : The Commission, 1980. 1 map : 
col. ; 22 x 28 cm. Bibliographies on verso. @lItem 429-V-5 
1. Hydroelectric power plants — Licenses — United States — 
Maps. 2. Water resources development — United States — 
Maps. I. Title. OCLC 07913086 





ENERGY INFORMATION ADMINISTRATION 
Energy Dept. 
Washington, DC 20461 


82-340 
E 3.26/7:0456 

Documentation of volume three of the 1978 Energy Information 
Administration annual report to Congress / prepared by Kil- 
keary, Scott & Associates, Inc. — Washington, D.C. : U.S. 
Department of Energy, Energy Information Administration, 
Assistant Administrator for Applied Analysis, Officeof Analy- 
sis Oversight and Access, 1980. 315 p. in various pagings : 
ill. ; 28 cm. “Prepared for U.S. Department of Energy, 
Energy Information Administration, Assistant Administrator 


Government Publications — January 1982 


10001) Annual $5.25 Began with 1977. Previously 
classed: HE 19.113: 1980-81. Description based on: 1979- 
80. Vols. for 1977-1978-79 issued by the U.S. Dept. of 
Health, Education, and Welfare, Office of Education. 
@ltem 460 S/N 065-000-00094-6 ISSN 0160-0508 Main 
series: DHEW publication ; no. (OE) Main series: ED publi- 
cation (United States. Dept. of Education) Main series: Pub- 
lication (United States. Dept. of Education) Continues: Edu- 
cation directory. Education associations ISSN 0083-2650 1. 
Educational associations — United States — Directories. I. 
United States. Dept. of Education. II. United States. Office 
of Education. III. Series: DHEW publication ; no. (OE) 
IV. Series: ED publication (United States. Dept. of Educa- 
tion) V. Series: Publication (United States. Dept. of Educa- 


tion) ; no. E-81-10001. L901.E335 78-640957 //r81 370/ 


for Applied Anslysis, Office of Anslysis Oversight and 
iSO atl ping = ey > ee 6/273 OCLC 03503905 


Access under contract no. DE-ACO01-79E110456.” “Febru- 
ary 29, 1980.” Includes bibliographies. “DOE/EIA/CR- 
0456.” @Item 429-T-44 (microfiche) 1. Power resources — 
United States. 2. Energy policy — United States. I. Kil- 
keary, Scott, and Associates. II. United States. Energy In- 
formation Administration. Office of Analysis Oversight and 
Access. III. United States. Energy Information Administra- 
tion. Annual report to Congress. OCLC 07408052 


NATIONAL CENTER FOR EDUCATION 
STATISTICS 
Education Dept. 
Hyattsville, MD 


82-343 


ED 1.102:H 53/2 
ECONOMIC REGULATORY 


ADMINISTRATION 


Peng, Samuel S. 
High school and beyond : a national longitudinal study for 
the 1980’s : a capsule description of high school students / 
Energy Dept. Samuel S. Peng, William B. Fetters, Andrew J. Kolstad. — 
Washington, DC 20461 Washington, D.C. : U.S. Dept. of Education, Office of Edu- 
82-341 cational Research and Improvement, National Center for 
E 4.10:0022 Education Statistics, 1981. x, 59 p. : ill. ; 28 cm. “NCES 
United States. Dept. of Energy. Office of Utility Systems. 81-244"—P. 4 of a 1. High school graduates — United 
Guideline no. 1 under the Public Utility Regulatory Poli- States — Longitudinal studies. I. Fetters, William B. II. 
cies Act of 1978 : procedures for termination of electric Kolstad, Andrew J. Ill. National Center for Education Sta- 
service and gas service / U.S. Dept. of Energy, Economic tistics. IV. Title. 81-603097 OCLC 07903138 
Regulatory Administration, Office of Utility Systems. — 82-344 
[Washington, D.C.] : The Office : for sale by the Supt. of 
Docs., U.S. G.P.O. ; Springfield, Va. : National Technical 
Information Service [distributor], 1980. 38 p. 28 cm. “De- 
cember 1979.” “DOE/ERA-0022”—Cover. @lItem 429-T- 
21 S/N 061-004-00005-0 @ GPO $2.75 1. Public utili- 
ties — United States. I. Title. II. Title: Procedures for ter- 
mination of electric service and gas service. OCLC 
0688 1668 
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Jastram, Philip Sheldon, 1920- 

Access for handicapped students to higher education : a 
reference handbook / Philip S. Jastram and Guy C. 
McCombs, III. — Washington, D.C. : U.S. Dept. of Educa- 
tion 1981. 1 v. (various pagings) ; 28 cm. Bibliography: p. 
H-1 - H-10. @Item 461-B-1 1. Architecture and the phys- 
ically handicapped — United States. 2. Handicapped — Edu- 
cation — United States. 3. Handicapped — Services for — 
United States. 4. Education, Higher— United States. I. 
McCombs, Guy C. II. United States. Dept. of Education. 
III. Title. 81-602732 OCLC 07638535 
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ED 1.30:900-81 Washington, DC 20460 


Directory of education associations. Washington, D.C. : U.S. 
Dept of Education : For sale by the Supt. of Docs., U.S. 82-345 
G.P.O., Supt. of Docs., U.S. Govt. Print. Off.,Washington, 
D.C. 20402 v. ; 26 cm. (1977-1978-79, DHEW publication ; 
no. (OE)) (1979-80, ED publication) (Publication ; no. E-81- 
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Our nation’s lakes / prepared by the Clean Lakes Program 





Environmental Protection Agency 


; written by Elinor Lander Horwitz ; designed by Allen 82-349 
Carroll ; illustrated by Sandra Gold and Allen Carroll. — 
Washington, DC : U.S. Environmental Protection Agency, 
Office of Water Regulations and Standards : For sale by the 
Supt. of Docs., U.S. G. P.O., 1980. v, 58 p. : col. ill. ; 28 
cm. “July 1980.” Includes bibliographical references. 
“EPA 440/5-80-009”—Cover. @lItem 431-I-1 S/N 055-000- 
00197-9 @ GPO $4.75 1. Lakes— United States. 2. Lake 
ecology — United States. 3. Lake renewal — United States. 
I. Carroll, Allen. II. Gold, Sandra. III. United States. En- 
vironmental Protection Agency. Office of Water Regulations 
and Standards. IV. Title. OCLC 06853019 


EP 1.2:P 43/10/980 
Apply pesticides correctly : a programmed instruction learning 
program for private applicators : a home study course / 
EPA. — Rev. Sept. 1980. — [Washington, D.C.] : U.S. Envi- 
ronmental Protection Agency, 1980. 99 p. : ill. ; 28 cm. 
Cover title. “Produced by Industrial Teaching Systems Cor- 
poration ... for the Training Branch, Operations Division, 
Office of Pesticide Programs, Environmental Protection 
Agency”—P. 2 of cover. @Item 431-I-1 1. Pesticide appli- 
cators (Persons)— United States. 2. Pesticides — United 
States — Programmed instruction. 3. Pest control — United 
States — Programmed instruction. I. United States. Environ- 
82-346 mental Protection Agency. II. United States. Environmental 
EP 1.2:N 95/3 Protection Agency. Office of Pesticide Programs. Operations 
a : : Division. III. United States. Environmental Protection 
The Effects of decreased nutrient loading on the limnology of Agency. Office of Pesticide Programs. Training Branch. IV. 
Diamond Lake, Oregon / by W.L. Lauer ... [et al.]. — Cor- Industrial Teaching Systems Corporation. OCLC 07487079 
vallis, OR : Corvallis Environmental Research Laboratory, 
Office of Research and Development, U.S. Environmental 82-350 
Protection Agency ; Springfield, Va. : National Technical 
Information Service [distributor, 1979] viii, 60 p. : ill. ; 28 
cm. — (Research reporting series. 8, “Special” reports ; EPA- 
600/8-79-017 a) “June 1979.” Bibliography: p. 56-59. 
@ltem 431-I-1 1. Limnology —Oregon— Diamond Lake 
(Lake) 2. Eutrophication — Oregon — Diamond Lake 
(Lake) 3. Diamond Lake, (Or. : Lake) I. Lauer, W. L. II. 
Corvallis Environmental Research Laboratory. III. Series. 
OCLC 05972613 
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Apply pesticides correctly : a programmed instruction learning 
program for private applicators : a home study course / 
EPA. — Rev. Sept. 1980. — [Washington, D.C.] : U.S. Envi- 
ronmental Protection Agency, 1980. 99 p. : ill. ; 28 cm. 
Cover title. ‘Produced by Industrial Teaching Systems Cor- 
poration ... for the Training Branch, Operations Division, 
Office of Pesticide Programs, Environmental Protection 
Agency”—P. 2 of cover. @Item 431-I-1 1. Pesticide appli- 
cators (Persons)— United States. 2. Pesticides — United 
82-347 States — Programmed instruction. 3. Pest control — United 
EP 1.2:Ox 3/4 States — Programmed instruction. IL United States. Environ- 
Oxidation techniques in drinking water treatment : papers pre- mental Protection Agency. Il. United States. Environmental 
sented at the Conference held in Karlsruhe, Federal Republic eee ger hg of tp vo po ear 
of Germany, September 11-13, 1978 / compiled and edited by namie etka: tami = adie Shree neg 
W. Kuhn, H. Sontheimer : Department of Water Chemistry A : 6 ei . . 
and DVGW Research Department, Engler-Bunte-Institute, SS ee ee aa en en 
University of Karlsruhe. — Washington, D.C. : U.S. Environ- 82-351 

mental Protection Agency, Office of Drinking Water, 1979. 
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765 p. : ill. : 28 cm.— (CCMS; 111) “Drinking Water Pilot 


Guidance document for the control of water pollution in the 


Project Report IIA, Advanced Treatment Technology”— 
Cover. “Karlsruhe, 1979.” Includes bibliographical refer- 
ences. “EPA-570/9-79-20”—Cover. @Item 431-I-1 1. 
Water — Purification — Oxidation — Congresses. 2. Oxida- 
tion — Congresses. 3. Drinking water — Congresses. I. 
Kuhn, W. II. Sontheimer, H. III. United States. Office of 
Drinking Water. IV. Universitat Karlsruhe. Bereich und 
Lehrstuhl fur Wasserchenice. V. Conference on “Oxidation 
Techniques in Drinking Water Treatment” (1978 : Karlsruhe, 
Germany) VI. Series: CCMS report ; no. 111. OCLC 
07914062 


photographic processing industry. — Washington, D.C. : Ef- 
fluent Guidelines Division, Office of Watr and Waste Man- 
agement, U.S. Environmental Protection Agency, 1981. 274 
p. in various pagings : ill ; 28 cm. Spine title: Guidance 
document for photographic processing. “April 1981.” 
“EPA 440/1-81/082-9"—Cover. Bibliography: Section X, p. 
1-10. @lItem 431-I-1 1. Photographic chemicals — Environ- 
mental aspects — United States. 2. Photographic industry — 
United States— Waste disposal. 3. Water reuse — United 
States States. I. United States. Environmental Protection 
Agency. Office of Water & Waste Management. Effluent 


Guidelines Division. II. Title: Guidance document for pho- 

82-348 tographic processing. OCLC 07931758 
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Research for particulate control : EPA’s mobile test vans. — 
Research Triangle Park, N.C. : U.S. Environmental Protec- 
tion Agency, Idustrial Environmental Research Laborarory, 
[1989] [12] p.: ill. ; 22cm. Cover title. “January 1980”— 
P. 4 0f cover. “EPA-600/8-80-001”—P. 4 of cover. 1. Con- 
tamination (Technology) 2. Electrostatic precipitation — 
Measurement. I. United States. Industrial Environmental 


Research Laboratory (Research Triangle Park, N.C.) OCLC 
07905284 


EP 1.8:G 94 
Ely, Donald P. 

Guidelines for media production / prepared by Donald P. 
Ely. — Cincinnati, Ohio : U.S. Environmental Protection 
Agency, Office of Water Program Operations, National 
Training and Operational Technology Center, 1980. 37 p. : 
ill. ; 28 cm. “March 1980”—Cover. Includes bibliograph- 
ical references. @lItem 431-K 1. Audio-visual materials. 2. 
Communication — Audio-visual aids. I. National Training 
and Operational Technology Center (U.S.) II. Title. 
OCLC 07261890 
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82-353 82-356 
EP 1.8:P 43/4/981 EP 1.23/8:600/7-79-022 a 
Sherma, Joseph. 


EPA utility FGD survey : August - September 1978 / by M. 


Manual of analytical quality control for pesticides and relat- 
ed compounds in human and environmental samples : a com- 
pendium of systematic procedures designed to assist in the 
prevention and control of analytical problems / by Joseph 
Sherma ; revisions by the Association of Official Analytical 
Chemists, Joseph Sherma, Morton Beroza ; project officers- 
editor, Randall R. Watts.— Rev. 1981. — Research Triangle 
Park, N.C. : U.S. Environmental Protection Agency, Office 
of Research and Development, Health Effects Research Lab- 
oratory, 1981. x, 455 p.:ill.; 28cm. “Environmental Toxi- 
cology Division, Health Effects Research Laboratory.” 
“April 1981.” Includes bibliographical references. ‘“Con- 
tract no. 68-02-2474.” “EPA-600/2-81-059.” @Item 431-K 
1. Pesticides — Analysis. 2. tPesticide residues — Analysis. 
3. Pesticides— Analysis. I. Beroza, Morton, 1917- IL. 
Watts, Randall R. III. Health Effects Research Laboratory 
(Research Triangle Park, N.C.) IV. Health Effects Research 
Laboratory (Research Triangle Park, N.C.). Environmental 
Toxicology Division. V. Association of Official Analytical 
Chemists. VI. Title. OCLC 07931911 


82-354 


EP 1.8/3:P 49/2 

Contractor’s engineering report for the development of effluent 
limitations guidelines and standards for the pharmaceutical 
manufacturing industry point source category / prepared for 
Effluent Guidelines Division, U.S. Environmental Protection 
Agency. — Washington, DC. : U.S. Environmental Protection 
Agency, Effluent Guidelines Division, Water and Waste Man- 
agement, 1980. 343 p.in various pagings : ill. ; 28cm. Spine 
title: Contractor’s engineering report for development of ef- 
fluent limitation guidelines. “June 1980.” “EPA 440/1-80/ 
084-a”—Cover. Includes bibliographical references. @Item 
431-K-1 1. Drug trade — Environmental aspects — United 
States. 2. Drug trade — United States. I. United States. En- 
vironmental Protection Agency. Office of Water & Waste 
Management. Effluent Guidelines Division. II. Title: Contra- 
cor’s engineering report for development of effluent limita- 
tions guidelines. III. Title: Pharmaceutical manufacturing 
point source category. OCLC 07932213 


82-355 


EP 1.8/4:St 3 

Economic analysis for the proposed revision of steam-electric 
utility industry effluent limitations guidelines. — Washington, 
D.C. : Office of Planning and Evaluation, U.S. Environmental 
Protection Agency ; Springfield, Va. : National Technical 
Information Service [distributor], 1980. 40 p. in various pag- 
ings : ill. ; 28 cm. “August 1980.” “Contract no. 68-01- 
5840”—Pref. Includes bibliographical references. “EPA 
440/1-80/029-e”—Cover. @lItem 431-K-2 1. Steam power- 
plants — United States— Waste disposal. 2. Electric utili- 
ties — United States — Waste disposal. I. United States. En- 
vironmental Protection Agency. Office of Planning and Eval- 
uation. OCLC 07365005 


Melia ...[et al] ; prepared for U.S. Environmental Protection 
Agency, Office of Research and Development. — Research 
Triangle Park, NC ; U.S. Environmental Protection Agency, 
Industrial Environmental Research Laboratory ; Springfield, 
Va,. : Avaiable to the public through the National Technical 
Information Service, [1979] 98, 29, [27] p. : ill. ; 28 cm. — 
(Interagency energy/environment R&D program report ; 
EPA-600/7-79-022a) “Industrial Environmental Research 
Laboratory, Office of Energy, Minerals, and Industry.” “Di- 
vision of Stationary Source Enforcement, Office of Enforce- 
ment.” “January 1979.” This report is fourth supplemen- 
tary issue to Dec. 1977-Jan. 1978 report (EPA-600-78-051A) 
Includes bibliographical references. “Contract no. 68-02- 
2603, task no. 24, program element no. EHE624.” @lItem 
431-I-62 (microfiche) 1. Flue gases — Desulphurization. 2. 
Electric industries — Environmental aspects — United States. 
I. Melia, M. II. United States. Industrial Environmental Re- 
search Laboratory (Research Triangle Park, N.C.) III. 
United States. Environmental Protection Agency. Office of 
Research and Development. IV. United States. Environmen- 
tal Protection Agency. Division of Stationary Source Enforc- 
ment. V. Series: Research reporting series. 7, Interagency 
energy-environment research and development ; EPA-600/7- 
79-022. OCLC 07387568 


82-357 


EP 1.23/8:600/7-80-012 c 


Waste and water management for conventional coal combustion 


assessment report, 1979 / by C.J. Santhanam ... [et al.] ; 
prepared for U.S. Environmental Protection Agency, Office 
of Research and Development.— Research Triangle Park, 
NC : U.S. Environmental Protection Agency, Industrial Envi- 
ronmental Research Laboratory ; Springfield, Va. : Available 
to the public through the National Technical Information 
Service, [1980] v. : ill. ; 28 cm.— (Interagency energy/ 
environment R&D program report ; EPA-600/7-80-012c) 
“Industrial Environmental Research Laboratory, Office of 
Environmental Engineering and Technology.” “March 
1980.” Includes bibliographical references. Contents: v. 3. 
Generation and characterization of FGC wastes. “Contract 
no. 68-02-2654, program element no. EHE624A.” @Item 
431-I-62 (microfiche) 1. Furnaces —- Combustion — Environ- 
mental aspects. 2. Flue gases — Desulphurization. 3. Steam 
power-plants — Environmental aspects. I. Santhanam, 
Chakra J., 1938- II. United States. Industrial Environmental 
Research Laboratory (Research Triangle Park, N.C.) III. 
United States. Environmental Protection Agency. Office of 
Research and Development. IV. Series: Research reporting 
series. 7, Interagency energy-environment research and devel- 
opment ; EPA-600/7-80-012 c. OCLC 07134861 
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Evers, Robert, 1950- 
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Field study to obtain trace element mass balances at a coal- 
fired utility boiler / by Robert Evers, V.E. Vandergriff, and 
R.L. Zielke ; prepared for U.S. Environmental Protection 
Agency, Office of Research and Development. — Research 
Triangle Park, NC 27711 : U.S. Environmental Protection 
Agency, Office of Research and Development, Industrial En- 
vironmental Research Laboratory ; Chattanooga, TN 37401 : 
Tennessee Valley Authority, Office of Power, Energy Dem- 
onstrations and Technology ; Springfield, Va. : Available to 
the public through the National Technical Information Serv- 
ice, 1980. xiv, 128 p. : ill. ; 28 cm. — (Interagency energy/ 
environment R&D program report ; EPA-600/7-80-171) 
“TVA, Division of Energy Demonstrations and Technology.” 
“Industrial Research Laboratory, Office of Environmental 
Engineering and Technology.” “October 1980.” “EDT- 
116”—Cover. Includes bibliographical references. “Inter- 
agency agreement no. DS5-E721, program element no. 
1NE624A” @lItem 431-I-62 (microfiche) 1. Coal-fired 
power plants — Environmental aspects — Tennessee. 2. Pol- 
ychlorinated biphenyls — Measurement. 3. Trace elements — 
Measurement. 4. Air — Pollution — Measurement. 5. 
Water — Pollution — Measurement. I. United States. Envi- 
ronmental Protection Agency. Office of Research and Devel- 
opment. II. United States. Industrial Environmental Re- 
search Laboratory (Research Triangle Park, N.C.) III. Ten- 
nessee Valley Authority. Division of Energy Demonstrations 
and Technology. IV. Title. V. Series: Research reporting 
series. 7, Interagency energy-environment research and devel- 
opment ; EPA-600/7-80-171. OCLC 07770026 


82-359 


EP 1.87:Al 15 
Alaska environmental quality profile / United States Environ- 
mental Protection Agency, Region 10. Seattle, Wa. : The 
Region, 1977- v. : ill. (some col.), maps ; 28 cm. Annual 
1977- Dec. 1979. @lItem 431-L-9 1. Environmental pro- 


tection — Alaska — Periodicals. 2. Pollution — Alaska — 
Periodicals. I. United States. Environmental Protection 
Agency. Region X. OCLC 07888425 


82-360 
EP 1.87/2:979-80 

Pacific Northwest Region environmental quality profile / 
United States Environmental Protection Agency, Region 10. 
Seattle, WA : The Region, U.S. Environmental Protection 
Agency, Region 10, 1200 Sixth Ave., Seattle, WA 98101  v. : 
ill. ; 28 cm. Annual Title from cover. Dec. 1980. De- 
scription based on: Dec. 1980. @Item 431-L-14 1. Environ- 
mental protection— Northwest, Pacific — Periodicals. 2. 
Pollution — Northwest, Pacific — Periodicals. I. United 
States. Environmental Protection Agency. Region X. PAR 
81-641312 OCLC 07119247 


82-361 
EP 1.89/2:F 67/9 

EPA utility FGD survey : January - March 1980 / M. Smith, ... 
[et al.] — Research Triangle Park, NC : U.S. Environmental 
Protection Agency, Research and Development, Industrial 
Environmental Research Laboratory ; Center for Environ- 
mental Research Information [distributor], 1981. 9 p. : ill. ; 
28 cm. Caption title. At head of title: Project summary. 
“Sept. 1981.” Includes bibliographical references. “EPA- 
600/S7-81-012c.” @lItem 431-L-12 1. Flue gases — Desul- 
phurization. 2. Electric industries— Environmental  as- 
pects — United States. I. Smith, M. (Michael), 1955- II. 
United States. Industrial Environmental Research Laboratory 
(Research Triangle Park, N.C.) III. United States. Environ- 
mental Protection Agency. Office of Research and Develop- 
ment. OCLC 07909668 
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Environmental outlook (United States. Environmental Protec- 


tion Agency. Office of Research and Development) 

Environmental outlook. Washington, D.C. : Office of Re- 
search and Development, U.S. Environment Protection 
Agency, 1980- United States Environmental Protection 
Agency, Office of Research and Development, Washington, 
D.C. 20460 v. : ill. ; 28 cm. Annual 1980- Spine title: 
EPA environmental outloook “EPA 600/8-80-003.” Aug. 
1980. @Item 431-J-1 1. Environmental protection — 
United States — Periodicals. 2. Environmental policy — 
United States — Periodicals. I. United States. Environmen- 
tal Protection Agency. Office of Research and Development. 
[DNLM 1. Environmental Health — trends — periodicals. 2. 
Environmental Pollution— prevention & control — United 
States — periodicals. 3. Research — periodicals. W1 
EN984W] OCLC 07372842 
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United States. Environmental Protection Agency. Office of 


Water Enforcement. Technical Evaluation and Support Sec- 
tion. 

NPDES compliance evaluation inspection manual / United 
States Environmental Protection Agency, Office of Water 
Enforcement, Compliance Branch, Technical Evaluation and 
Support Section. — Washington, D.C. : The Section ; Denver, 
Colo. : General Services Administration (8BRC), Centralized 
Mailing Lists Services [distributor] ; Springfield, Va. : Nation- 
al Technical Information Service [distributor], 1981. 1 v. 
(various pagings) : forms ; 28cm. “January 1981.” Bibliog- 
raphy: 3 p. following 12-14. @lItem 473-A-10 1. Water — 
Pollution — United States. I. Rogers, David (David Fran- 
cis), 1953- II. Title. OCLC 07941429 


AIR PROGRAMS OFFICE 
Environmental Protection Agency 
Washington, DC 20460 


82-364 


EP 4.8:P 73 


User’s manual for the Plume Visibility Model (PLUVUE) / by 


Clark D. Johnson ... [et al.] ; prepared for U.S. Environmental 
Protection Agency, Office of Air, Noise, and Radiation, 
Office of Air Quality Planning and Standards. — Research 
Triangle Park, N.C. : The Office ; Springfield, Va. : National 
Technical Information Service [distributors], [1980] xiii, 417 
p. : ill. ; 28 cm. “November 1980.” Bibliography: p. 415- 
417. “Contract no. 68-02-0337.” “EPA-450/4-80-032.” 
@ltem 483-E-2 i. Air—Pollution. 2. Meteorological 
optics — Mathematical models. 3. Visibility — Mathematical 
models. 4. Atmospheric diffusion. 5. Air quality. 6. Aero- 
sols. I. Johnson, Clark D. II. United States. Environmental 
Protection Agency. Office of Air Quality Planning and Stand- 
ards. OCLC 07921327 





82-365 
EP 4.8:V 82 
Latimer, Douglas A. 

Workbook for estimating visibility impairment / by Doug- 
las A. Latimer and Robert G. Ireson ; prepared for United 
States Environmental Protection Agency, Office of Air, Noise 
and Radiation, Office of Air Quality Planning and Stand- 
ards. — Research Triangle Park, NC : The Office ; Spring- 
field, Va. : National Technical Information Service [distribu- 
tor, 1980] xvi, 373 p. : ill. ; 28 cm. “November 1980.” 
Bibliography: p. 371-373. “Contract no. 68-02-3337.” 
“EPA-450/4-80-031.” @Item 483-E-2 1. Air— Pollution. 
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82-369 


FEM 1.209:010175 


Flood insurance study : Morgan County, Alabama, unincorpor- 


ated areas. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, Federal Insurance Administration, [1981] 
iii, 27 p., 22 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “January 16, 1981.” Includes bibliographical 
references. “Community number—010175.” @lItem 594-C-1 
1. Insurance, Flood— Alabama— Morgan County. I. 
United States. Federal Insurance Administration. II. Title: 
Morgan County, Alabama, unincorporated areas. OCLC 
07919023 


2. Atmospheric diffusion. 3. Air quality. 4. Visibility — 
Mathematical models. 5. Meteorological optics—Math- 82-370 
ematical models. 6. Aerosols. I. Ireson, Robert G. (Robert 
Grant), 1947- II. United States. Environmental Protection 
Agency. Office of Air Quality Planning and Standards. III. 
Title. OCLC 07866378 


FEM 1.209:010201 
Flood insurance study : Tuscaloosa County, Alabama, unincor- 
porated areas. —[Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
[1981] iii, 43 p., 75 folded leaves of plates : ill., 1 map ; 28 
cm. Cover title. “July 20, 1981.” Includes bibliographical 
FEDERAL INSURANCE ADMINISTRATION references. “Community number — 010201.” @ltem 594- 
20410 C-1 1. Insurance, Flood — Alabama — Tuscaloosa County. 
82-366 I. United States. Federal Insurance Administration. II. Title: 
FEM 1.209:010125 — County, Alabama, unincorporated areas. OCLC 
Flood insurance study : city of Leeds, Alabama, Jefferson, St. 
Clair and Shelby Counties. — [Washington, D.C.?] : Federal 82-371 
Emergency Management Agency, Federal Insurance Admin- 
istration, [1980] ii, 15, [!] p., 3 folded leaves of plates : ill, 1 
map; 28 cm. Cover title. “July 2, 1980.” Includes biblio- 
graphical references. “Community number — 010125.” 
@ltem 594-C-1 1. Insurance, Flood — Alabama — Leeds. 
I. United States. Federal Insurance Administration. II. Title: 
City of Leeds, Alabama, Jefferson, St. Clair and Shelly Coun- 
ties. OCLC 07957068 


FEM 1.209:010322 

Flood insurance study : Franklin County, Alabama, unincorpor- 
ated areas. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1981] ii, 19 p., 11 folded leaves of plates : 
ill., 1 map ; 28 cm. Cover title. “July 20, 1981.” Includes 
bibliographical references. “Community number — 010322.” 
@ltem 594-C-1 1. Insurance, Flood — Alabama — Franklin 
County. I. United States. Federal Emergency Management 

Agency. II. Title: Franklin County, Alabama, unincorporat- 

ateeed nian ed areas. OCLC 07909791 

Flood insurance study : Madison County, Alabama, unincorpor- 82-372 
ated areas. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, Federal Insurance Administration, [1981] 
ii, 20 p., 7 folded leaves of plates : ill., 1 map ; 28 cm. Cover 
title. “January 2, 1981.” Includes bibliographical refer- 
ences. “Community number—010151.” @lItem 594-C-1 1. 
Insurance, Flood — Alabama — Madison County. I. United 
States. Federal Insurance Administration. II. Title: Madison 
County, Alabama, unincorporated areas. OCLC 07919029 


FEM 1.209:040072 
Flood insurance study : city of Winslow, Arizona, Navajo 
County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, Federal Insurance Administration, 1981. ii, 
20 p., 4 folded leaves of plates : ill, 1 map ; 28 cm. Cover 
title. “March 16, 1981.” Includes bibliographical refer- 
ences. @Item 594-C-3 1. Insurance, Flood — Arizona — 
Winslow. I. United States. Federal Insurance Administra- 
tion. II. Title: City of Winslow, Arizona, Navajo County. 
ates OCLC 07939142 
FEM 1.209:010174 
Flood insurance study : city of Montgomery, Alabama, Mont- 82-373 
gomery, Elmore, Autauga and Lowndes Counties. — [Wash- 
ington, D.C.?] : Federal Emergency Management Agency, 
Federal Insurance Administration, [1981] ii, 32 p., 48 folded 
leaves of plates : ill., 1 map ; 28 cm. Cover title. “July 20, 
1981.” Includes bibliographical references. “Community 


FEM 1,209:050048 
Flood insurance study : city of Jonesboro, Arkansas, Craighead 
County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, Federal Insurance Administration [1980] 
ii, 23 p., 18 folded leaves of plates : ill, 1 map ; 28 cm. 
number — 010174.” @lItem 594-C-1 1. Insurance, Flood — Cover title. “December 15, 1980.” Includes bibliographical 
Alabama — Montgomery. I. United States. Federal Insur- references. “Community number - 050048.” @lItem 594-C-4 
ance Administration. II. Title: City of Montgomery, Ala- 1. Insurance, Flood — Arkansas— Jonesboro. I. United 
bama, Montgomery, Elmore, Autauga and Lowndes Counties. States. Federal Insurance Administration. II. Title: City of 


OCLC 07909797 Jonesboro, Arkansas, Craighead County. OCLC 07901346 
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FEM 1.209:050109 FEM 1.209:060375 

Flood insurance study : city of Pine Bluff, Arkansas, Jefferson Flood insurance study : Sonoma County, California, unincorpor- 
County. — [Washington, D.C.?] : Federal Emergency Man- ated areas. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, Federal Insurance Administration, [1981] agement Agency, Federal Insurance Administration, [1981] 
ii, 17 p., 16 folded leaves of plates : ill, 1 map ; 28 cm. ii, 48 p., 56 folded leaves of plates : ill., 1 folded map ; 28 cm. 
Cover title. “January 16, 1981.” Includes bibliographical Cover title. “July 20, 1981.” Includes bibliographical refer- 
references. “Community number — 050109.” @lItem 594- ences. “Community number — 060375.” @Item 594-C-5 
C-4 1. Insurance, Flood—Arkansas— Pine Bluff. I. 1. Insurance, Flood —California—Sonoma County. I. 
United States. Federal Insurance Administration. II. Title: United States. Federal Insurance Administration. II. Title: 
City of Pine Bluff, Arkansas, Jefferson County. OCLC Sonoma County, California, unincorporated areas. OCLC 
07909550 07909507 


82-375 82-380 
FEM 1.209:050179 FEM 1.209:080007 

Flood insurance study : Pulaski County, Arkansas, unincorpor- Flood insurance study : city of Thornton, Colorado, Adams 
ated areas. — [Washington, D.C.?] : Federal Emergency Man- County. — Rev. 1-19-82 —[Washington, D.C.?] : Federal 
agement Agency, Federal Insurance Administration, [1981] Emergency Management Agency, 1981. ii, 22 p., 22 folded 
iii, 31 p., 35 folded leaves of plates : ill., 1 map 28cm. Cover leaves of plates : ill., 1 map ; 28 cm. Cover title. ‘“Decem- 
title. “January 16, 1981.” Includes bibliographical refer- ber 1977.” Includes bibliographical references. “Communi- 
ences. “Community number — 050179.” @Item 594-C-4 ty number — 080007.” @Item 594-C-7 1. fInsurance, 
1. Insurance, Flood — Arkansas — Pulaski County. I. United Flood — Colorado — Thornton. I. United States Federal 
States. Federal Insurance Administration. II. Title: Pulaski Emergency Management Agency. II. Title: City of Thorn- 
County, Arkansas, unincorporated areas. OCLC 07952486 ton, Colorado, Adams County. OCLC 07950917 


82-376 82-381 


FEM 1.209:060197 FEM 1.209:080194 
Flood insurance study : city of Del Rey Oaks, California, Mon- Flood insurance study : town of Fruita, Colorado, Mesa 
terary County. —[Washington, D.C.?] : Federal Emergency County. —[Washington, D.C.?] : Federal Emergency Man- 
Management Agency, Federal Insurance Administration, agement Agency, Federal Insurance Administration, [1981] 
[1981] ii, 21 p., 2 folded leaves of plates : ill., 1 map ; 28 cm. ii, 22 p., 3 folded leaves of plates : ill, 1 map ; 28cm. Cover 
Cover title. “May 4, 1981.” Includes bibliographical refer- title. “June 1, 1981.” Includes bibliographical references. 


ences. “Community number — 060197.” @Item 594-C-5 “Community number — 080194.” @Item 594-C-7 1. Insur- 


1. Insurance, Flood — California — Del Rey Oaks. I. United ance, Flood — Colorado — Fruita. I. United States. Federal 
States. Federal insurance Administration. II. Title: City of Insurance Administration. II. Title: Town of Fruita, Colora- 


Del Rey Oaks, California, Monterey County. OCLC do, Mesa County. OCLC 07909565 
07909657 


82-382 
82-377 FEM 1.209:090109 
FEM 1.209:060200 Flood insurance study : town of Bolton, Connecticut, Tolland 
Flood insurance study : city of Monterey, California, Monterey County. — [Washington, D.C.?] : Federal Emergency Man- 
County. — [Washington, D.C.] : Federal Emergency Manage- agement Agency, Federal Insurance Administration [1980] 
ment Agency, Federal Insurance Administration, [1980] _ ii, ii, 13 p., 3 folded leaves of plates : ill, 1 map ; 28cm. Cover 
24 p., 2 folded leaves of plates : ill, 1 map ; 28 cm. April title. “December 1, 1980.” Includes bibliographical refer- 
1978. Cover title. “January 2, 1981.” Includes biblio- ences. “Community number - 090109.” @Item 594-C-8 1. 
graphical references. “Community number — 060200.” Insurance, Flood — Connecticut — Bolton. I. United States. 
@ltem 594-C-5 1. Insurance, Flood — California — Monte- Federal Insurance Administration. II. Title: Town of Boul- 
rey. I. United States. Federal Insurance Administration. II. ton, Connecticut, Tolland County. OCLC 07901340 
Title: City of Monterey, California, Monterey County. 
OCLC 07956937 82-383 
FEM 1.209:090156 
Flood insurance study : town of Salem, Connecticut, New 
FEM 1.209:060310 London County. — [Washington, D.C.?] : Federal Emergency 
Flood insurance study : city of San Luis Obispo, California, San Management Agency, [1981] Cover title. “August 3, 
Luis Obispo County. —[Rev. July 7, 1981] —[Washington, 1981.” Includes bibliographical references. “Community 
D.C.?] : Federal Emergency Management Agency, Federal number — 090156.” @lItem 594-C-8 1. Insurance, Flood — 
Insurance Administration, [1981] ii, 22 p., 10 folded leaves of Connecticut— Salem (Town) I. United States. Federal 
plates : ill, 1 foided map ; 25 cm. Cover title. “October Emergency Management Agency. II. Title: Town of Salem, 
1978.” Includes bibliographical references. “Community Connecticut, New London County. OCLC 07939023 
number — 060310.” @ltem 594-C-5 1. Insurance, Flood — 
California — San Luis Obispo. I. United States. Federal In- 
surance Administration. II. Title: City of San Luis Obispo, 
California, San Luis Obispo County. OCLC 07950723 


82-378 


Page 48 





Government Publications — January 1982 


82-384 82-390 
Flood i tud ail f And va Co Tolland urance "ab we Long Illinois 
insurance study : town o lover, Connecticut, To! : . eee 
County. — [Washington, D.C.?] : Federal Emergency Man- Bb oy at — : J yn _ 
agement Agency, [1981] ii, 15 p., 4 folded leaves of plates : penny. Pang ws paA—T) : Reet Emergency Man- 
ill, 1 map ; 28 cm. Cover title. “August 3, 1981.” In- agement Agency, Federal Ingurence, Adsiaintention, {1500} 
cludes bibliographical references. “Community number — ii, 17 p., 11 folded leaves of plates : ill, 1 map ; 28 cm. 
090161.” @ltem 594-C-8 1. Insurance, Flood — Connecti- Cover title. “November 19, 1980.” Includes bibliographical 
cut — Andover (Town) I. United States. Federal Emergency references. “Community number — 170380.” @lItem 594- 
Management Agency. II. Title: Town of Andover, Conne- C-16 1. Insurance, Flood — Illinois—Long Grove. I. 
citcut, Tolland County. OCLC 07939064 United States. Federal Insurance Administration. 
82-385 Village of Long Grove, Illinois, Lake County. OCLC 
FEM 1.209:100003 07950728 
Flood insurance study : town of Camden, Delaware, Kent 
County. — [Washington, D.C.?] : Federal Emergency Man- 82-391 
agement Agency. ii, 14 p., 1 folded leaf of plates : 1 folded FEM 1.209:170616 
map ; 28cm. Cover title. “March 16, 1981.” Includes bib- Flood insurance study : County of St. Clair, Illinois, unincorpor- 
liographical references. “Community number — 100003.” ated areas. — [Washington, D.C.?] : Federal Emergency Man- 
@ltem 594-C-9 1. Insurance, Flood — Delaware — Camden. agement Agency, Federal Insurance Administration, 1981. 
I. United States. Federal Insurance Administration. II. Title: iii, 29 p., 33 folded leaves of plates : ill., 1 map ; 28 cm. 
fa ad Camden, Delaware, Kent County. OCLC Cover title. June 15, 1981. Includes bibliographical refer- 
ences. “Community number — 170616.” @Item 594-C-16 
82-386 1. Insurance, Flood —Illinois— Saint Clair County. I. 
tl. pee = ag te ae Se United States. Federal Insurance Administration. II. Title: 
insurance study : Pasco County, Florida, unincorpora' : — : 
areas. — (Washington, D.C.?] : Federal Emergency Manage- lg SS. A ee ae ORL 
ment Agency, Federal Insurance Administration, [1981] ii, 
29 p., 6 folded leaves of plates : ill., 1 map ; 28 cm. Cover 82-392 
title. “May 18, 1981.” Includes bibliographical references. FEM 1.209:170715 
“Community number — 120230.” @lItem 594-C-11 1. In- : : n ~ ai ¢ 
surance, Flood — Florida — Pasco County. I. United States. Flood insurance study : city of Wilmington, Illinois, Will 
Federal Insurance Administration. II. Title: Pasco County, County.7 — [Washington, D.C.?] : Federal Emergency Man- 
Florida, unincorporated areas. OCLC 07952511 agement Agency, Federal Insurance Administration, [1981] 
82-387 ii, 16 p., 6 folded leaves of plates : ill., 1 map ; 28cm. Cover 
FEM 1.209:120285 title. “January 16, 1981.” Includes bibliographical refer- 
Flood insurance study : St. Lucie County, Florida, unincorpor- ences. “Community number—170715.” @ltem 594-C-16 
ated areas. —[Washington, D.C.?] : Federal Emergency Man- 1. Insurance, Flood — Illinois — Wilmington (Will County) 
agement Agency, Federal Insurance Administration, [1981] I. United States. Federal Insurance Administration. II. Title: 
ii, 16 p., 4 folded leaves of plates : ill., 1 map ; 28cm. Cover City of Wilmington, Illinois, Will County. OCLC 07912717 
title. “February 17, 1981” Includes bibliographical refer- 
ences. “Community number — 120285.” @Item 594-C-11 82-393 
1. Insurance, Flood — Florida— Saint Lucie County. I. FEM 1.209:180081 
United States. Federal Insurance Administration. II. Title: Flood insurance study : city of Carmel, Indiana, Hamilton 


= eon County, Florida, unincorporated areas. OCLC County. —[Washington, D.C.?] : Federal Emergency Man- 


agement Agency, Federal Insurance Administration, [1980] 

82-388 ii, 26 p., 11 folded leaves of plates : ill., 1 map ; 28 cm. 

FEM 1.209:150003 Cover title. “November 19, 1980.” Includes bibliographical 

Flood insurance study : Maui County, Hawaii. — [Washington, references. “Community number—180081.” @lItem 594-C- 

D.C.?] : Federal Emergency Management Agency, Federal 17 1. Insurance, Flood —Indiana—Carmel. I. United 
Insurance Administration, [1980] iii, 69 p., [65] folded leaves ‘ai : ttle: Ci 

of plates: Mi, 1 Solded sap ; 28.0m, ae I rh i States. Federal Insurance Administration. II. Title: City of 


ber 1, 1980.” Includes bibliographical references. “Commu- CH, Eten Seneen Seay. UES Crees 
nity number — 150003.” Item 594-C-14 1. Insurance, 82-394 
Flood — Hawaii— Maui County. I. United States. Federal FEM 1.209:180093 
Insurance Administration. II. Title: Maui County, Hawaii. . - a ? 
OCLC 07909775 Flood insurance study : city of Kokomo, Indiana, Howard 
County. — [Washington, D.C.?] : Federal Emergency Man- 
82-389 agement Agency, Federal Insurance Administration, [1981] 
‘ FEM 1.209:170116 : pets ii, 18 p., 4 folded leaves of plates : ill., 1 map ; 28cm. Cover 
Flood insurance study : village of Lansing, Illinois, Cook title. “Feb 3, 1981.” Includes bibliographical refer- 
County. — [Washington, D.C.?] : Federal Emergency Man- : “Co ’ it ber — 180093.” @ltem 594-C-17 
agement Agency, Federal Insurance Administration, [1980] © teddies pra Eebieis’ 1: Ueied Ridin 
ii, 18 p., 4 folded leaves of plates : ill., 1 map ; 28 cm. Cover . , sy inion vs a : 
title. 'cinGeetaher a 1980." Includes bibliographical refer- Federal Insurance Administration. II. Title: City of 
ences. “Community number — 170116.” @Item 594-C-16 Kokomo, Indiana, Howard County. OCLC 07914512 
1. Insurance, Flood — Illinois — Lansing. I. United States. 
Federal Insurance Administration. II. Title: Village of Lan- 
sing, Illinois, Cook County. OCLC 07909574 





Federal Insurance Administration 20410 


82-395 
FEM 1.209:180207 

Flood insurance study : town of Burns Harbor, Indiana, Porter 
County. — [Washington, D.C.?] : Federal LEmergency Man- 
agement Agency, Federal Insurance Administration, [1980] 
ii, 15 p., 2 folded leaves of plates : ill., 1 map ; 28cm. Cover 
title. “December 1, 1980.” Includes bibliographical refer- 
ences. “Community number — 180207.” Otten 594-C-17 
1. Insurance, Flood —Indiana— Burns Harbor. I. United 
States. Federal Insurance Administration. II. Title: Town of 
Burns Harbor, Indiana, Porter County. OCLC 07950875 


82-396 
FEM 1.209:180257 

Flood insurance study : city of Evansville, Indiana, Vander- 
burgh County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
[1981] ii, 12 p., 2 folded leaves of plates : ill., 1 map ; 28 cm. 
Cover title. “April 15, 1981.” Includes bibliographical ref- 
erences. “Community number — 180257.” @Item 594-C-17 
1. Insurance, Flood — Indiana— Evansville. I. United 
States. Federal Insurance Administration. II. Title: City of 
Evansville, Indiana, unincorporated areas. OCLC 07909634 


82-397 
FEM 1.209:190182 

Flood insurance study : county of Lee, Iowa, unincorporated 
areas. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, Federal Insurance Administration, [1980] ii, 
16 p., 2 folded leaves of plates : ill., 1 map ; 28 cm. Cover 
title. “December 15, 1980.” Includes bibliographical refer- 
ences. “Community number — 190182.” @lItem 594-C-18 
1. Insurance, Flood — Iowa — Lee County. I. United States. 
Federal Insurance Administration. II. Title: County of Lee, 
Iowa, unincorporated areas. OCLC 07909580 


82-398 
FEM 1.209:210207 
Flood insurance study : Scott County, Kentucky, unincorporat- 
ed areas. — (Washington, D.C.?] : Federal Emergency Man- 
agement Agency, Federal Insurance Administration, [1981] 
ii, 23 p., 22 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “March 30, 1981.” Includes bibliographical ref- 
erences. “Community number — 210207 @lItem 594-C-20 
1. Insurance, Flood — Kentucky — Scott County. I. United 
States. Federal Insurance Administration. II. Title: Scott 
County, Alabama, unincorporated areas. OCLC 07909515 
82-399 
FEM 1.209:220013 
Flood insurance study : Ascension Parish, Louisiana, unincor- 
porated areas. —[Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
[1981] ii, 14 p., 39 folded leaves of plates : ill, 1 map ; 28 
cm. Cover title. “March 2, 1981.” Includes bibliograph- 
ical references. “Community number — 220013.” Item 
594-C-21 1. Insurance, Flood — Louisiana — Ascension 
Parish. I. United States. Federal Insurance Administration. 
II. Title: Ascension Parish, Louisiana, unincorporated areas. 
OCLC 07909615 
82-400 
FEM 1.209:220100 
Flood insurance study : town of Welsh, Louisiana, Jefferson 
Davis Parish. —[Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
[1981] ii, 17 p., 3 folded leaves of plates : ill., 1 map ; 28 cm. 
Cover title. “January 16, 1981.” Includes bibliographical 
references. “Community number—220100.” @lItem 594-C- 
21 1. Insurance, Flood — Louisiana— Welsh. I. United 
States. Federal Insurance Administration. II. Title: Town of 
Welsh, Louisiana, Jefferson Davis Parish, OCLC 07917562 
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82-401 


FEM 1.209:220168 


Flood insurance study : city of Eunice, Louisiana, St. Landry 


and Acadia Parishes. — [Washington, D.C.?] : Federal Emer- 
gency Management Agency, Federal Insurance Administra- 
tion [1980] ii, 15 p., 7 folded leaves of plates : ill., 1 map ; 28 
cm. Cover title. “December 1, 1980.” Includes biblio- 
graphical references. “Community number - 220168.” 
@ltem 594-C-21 1. Insurance, Flood — Louisiana — Eunice. 
I. United States. Federal Insurance Administration. II. Title: 
City of Eunice, Louisiana, St. Landry and Acadia Parishes. 
OCLC 07901330 


82-402 


FEM 1.209:240026 


Flood insurance study : Dorchester County, Maryland (unincor- 


porated areas)—[Washington, D.C.?] : Federal Emergency 

ent Agency, Federal Insurance Administration, 
[1981] ii, 21 p., 1 folded leaf of plates : ill, 1 map ; 28 cm. 
Cover title. “April 15, 1981.” Includes bibliographical ref- 
erences. “Community number — 240026.” @lItem 594-C-23 
1. Insurance, Flood — Maryland — Dorchester County. I. 
United States. Federal Insurance Administration. II. Title: 
Dorchester County, Maryland, unincorporated areas. OCLC 
07909643 


82-403 


FEM 1.209:250055 


Flood insurance study : city of Fall River, Massachusetts, Bris- 


tol County.—[Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
1981. ii, 16 p. ; 1 map ; 28 cm. Cover title. “March 30, 
1981.” Includes bibliographical references. “Community 
number — 250055.” @Item 594-C-24 1. Insurance, 
Flood — Massachusetts — Fall River. I. United States. Fed- 
eral Insurance Administration. II. Title: City of Fall River, 
Massachusetts, Bristol County. OCLC 07950864 


82-404 


FEM 1,209:250174 


Flood insurance study : town of Williamsburg, Massachusetts, 


Hampshire County. —[Washington, D.C.?] : Federal Emer- 
gency Management Agency, Federal Insurance Administra- 
tion, [1980] iii, 24 p., 22 folded leaves of plates : ill., 1 folded 
map ; 28 cm. Cover title. “December 1, 1980.” Includes 
bibliographical references. Community number—250174.” 
@ltem 594-C-24 1. Insurance, Flood — Massachusetts — 
Williamsburg (Town) I. United States. Federal Insurance 
Administration. II. Title: Town of Williamsburg, Massachu- 
setts, Hampshire County. OCLC 07917723 


82-405 


FEM 1.209:250179 


Flood insurance study : Town of Ashland, Massachusetts, Midd- 


lesex County. — [Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
[1981] ii. 19 p., 10 folded leaves of plates : ill., 1 map ; : 28 
cm. Cover title. “January 16, 1981.” Includes biblio- 
graphical references. “Community number —250179.” 
@ltem 594-C-24 1. Insurance, Flood — Massachusetts — 
Ashland (Town) I. United States. Federal Insurance Admin- 
istration. II. Title: Town of Ashland, Massachusetts, Middle- 
sex County. OCLC 07941038 





82-406 
FEM 1.209:260240 
Flood insurance study : city of Riverview, Michigan, Wayne 
County. — [Washington. D.C.?] : Federal Emergency Man- 
agement Agency, Federal Federal Insurance Administration, 
1981. ii, 16 p., 5 folded leaves of plates : ill., 1 map ; 28 cm. 
Cover title. “March 16, 1981.” Includes bibliographical ref- 
erences. “Community number — 260240.” @lItem 594-C-25 
1. Insurance, Flood — Michigan — Riverview.” I. United 
States. Federal Insurance Administration. II. Title: City of 
Riverview, Michigan, Wayne County. OCLC 07950890 
82-407 
FEM 1.209:270330 
Flood insurance study : city of Oronoco, Minneosta, Olmsted 
County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, Federal Insurance Administration, [1981] 
ii, 14 p., 2 folded leaves of plates : ill., 1 map ; 28cm. Cover 
title. “May 4, 1981.” Includes bibliographical references. 
“Community number—270330.” @lItem 594-C-26 1. Insur- 
ance, Flood — Minnesota— oronoco. I. United States. Fed- 
eral Insurance Administration. II. Title: City of Oronoco, 
Minnesota, Olmsted County. OCLC 07939920 
82-408 
FEM 1.209:310053 
Flood insurance study : city of Dakota City, Nebraska, Dakota 
County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, Federal Insurance Administration, 1981. ii, 
14 p., 4 folded leaves of plates : ill., 1 map ; 28 cm. Cover 
title. “March 16, 1981.” Includes bibliographical refer- 
ences. “Community number — 310053.” Item 594-C-30 
1. Insurance, Flood — Nebraska — Dakota City. I. United 
States. Federal Insurance Administration. II. Title: City of 
Dakota City, Nebraska, Dakota County. OCLC 07958861 
82-409 
FEM 1,209:340056 
Flood insurance study : borough of Northvale, New Jersey, 
Bergen County. — [Washington, D.C.?] : Federal Emergency 
Management Agency, [1981] ii, 14 p., 4 folded leaves of 
plates : ill, 1 map ; 28 cm. Cover title. “July 20, 1981.” 
Includes bibliographical references. “Community number — 
340056.” @Item 594-C-33 1. Insurance, Flood — New 
Jersey — Northvale. I. United States. Federal Emergency 
Management Agency. II. Title: Borough of Northvale, New 
Jersey, Bergen County. OCLC 07942772 
82-410 
FEM 1.209:340407 
Flood insurance study : borough of Ringwood, New Jersey, 
Passaic County. — [Washington, D.C.?] : Federal Emergency 
Management Agency, [1981] iii, 33 p., 94 folded leaves of 
plates : ill, 1 map ; 28 cm. Cover title. Aug. 3, 1981. 
Includes bibliographical references. “Community number — 
340407.” @Item 594-C-33 1. Insurance, Flood — New 
Jersey — Ringwood. I. United States. Federal Emergency 
Management Agency. II. Title: Borough of Ringwood, New 
Jersey, Passaic County. OCLC 07958866 
82-411 
FEM 1.209:360148 
Flood insurance study : town of Big Flats, New York, Che- 
mung County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
[1981] iii, 25 p., 17 folded leaves of plates : ill., 1 map ; 28 
cm. Cover title. “March 30, 1981.” Includes bibliograph- 
ical references. “Community number — 360148.” Item 
594-C-35 1. Insurance, Flood—New York (State) — Big 
Flats (Town) I. United States. Federal Insurance Adminis- 
tration. II. Title: Town of Big Flats, New York, Chemung 
County. OCLC 07909601 
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82-412 


FEM 1.209:360513 
Flood insurance study : town of Wheatfield, New York, Niag- 
‘ara County. —[Washington, D.C.?] : Federal Emergency 


Management Agency, Federal Insurance Administration, 
[1981] ii, 23 p., 14 folded leaves of plates : ill., 1 map ; 28 
cm. Cover title. “January 16, 1981.” Includes biblio- 
graphical references. “Community number—360513.” 
@ltem 594-C-35 1. Insurance, Flood — New York (State) — 
Wheatfield. I. United States. Federal Insurance Administra- 
tion. II. Title: Town of Wheatfield New York, Niagara 
County. OCLC 07917619 


82-413 


FEM 1.209:360621 


Flood insurance study : Town of Monroe, New York, Orange 


County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, Federal Insurance Administration, [1981] 
ii, 19 p., 7 folded leaves of plates : ill., 1 map ; 28 cm. Cover 
title. “June 1, 1981.” Includes bibliographical references. 
“Community number—360621.” @lItem 594-C-35 1. Insur- 
ance, Flood—New York (State)— Monroe (Town) I. 
United States. Federal Insurance Administration. II. Title: 
Town of Monroe, New York, Orange County. OCLC 
07939724 


82-414 


FEM 1.209:361170 


Flood insurance study, town of Stephentown, New York, Rens- 


selaer County. — [Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
[1981] ii, 17 p., 5 folded leaves of plates : ill., 1 map ; 28 cm. 
Cover title. “February 3, 1981.” “Community number- 
361170.” “Community number- 361170.” @lItem 594-C-35 
1. Insurance, Flood—New York (State) — Stephentown 
(Town) I. United States. Federal Insurance Administration. 
II. Title: Town of Stephentown, New York, Rensselaer 
County. OCLC 07457071 


82-415 


FEM 1.209:370054 


Flood insurance study : city of Hickory, North Carolina, Ca- 


tawba and Burke Counties. —[Washington, D.C.?] : Federal 
Emergency Management Agency, Federal Insurance Admin- 
istration, [1981] iii, 29 p., 94 folded leaves of plates : ill., 1 
map ; 28 cm. Cover title. “February 3, 1981.” Includes 
bibliographical references. “Community number — 370054.” 
@ltem 594-C-36 1. Insurance, Flood — North Carolina — 
Hickory I. United States. Federal Insurance Administration. 
Il. Title: City of Hickory, North Carolina, Catawba and 
Burke Counties. OCLC 07958864 


82-416 


FEM 1,209:370092 


Flood insurance study : city of Rocky Mount, North Carolina, 


Nash and Edgecombe Counties. — [Washington, D.C.?] : Fed- 
eral Emergency Management Agency, 1981. ii, 28 p., 22 
fold. leaves of plates : ill., maps ; 28 cm. Cover title. “July 
20, 1981.” Includes bibliographical references. ‘‘Communi- 
ty number — 370092.” 1. Insurance, Flood — North Caroli- 
na— Rocky Mount. I. United States. Federal Emergency 
Management Agency. II. Title: City of Rocky Mount, 
North Carolina, Nash and Edgecombe Counties. OCLC 
07950851 
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82-417 
FEM 1,209:370128 

Flood insurance study : city of Hendersonville, North Carolina, 
Henderson County. —[Washington, D.C.?] : Federal Emer- 
gency Management Agency, [1981] ii, 25 p., 11 folded leaves 
of plates : ill., 1 map ; 28cm. Cover title. “July 20, 1981.” 
Includes bibliographical references. “Community number — 
370128.” @Item 594-C-36 1. Insurance, Flood — North 
Carolina — Hendersonville. I. United States. Federal Emer- 
gency Management Agency. II. Title: City of Henderson- 
ville, North Carolina, Henderson County. OCLC 07939128 

82-418 

FEM 1.209:390413 

Flood insurance study : city of Miamisburg, Ohio, Montgoemry 
County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, Federal Insurance Administration, [1980] 
ii, 14 p., 3 folded leaves of plates : ill, 1 map ; 28cm. Cover 
title. “December 15, 1980.” Includes bibliographical refer- 
ences. “Community number—390413.” @Item 594-C-38 
1. Insurance, Flood — Ohio — Miamisburg. I. United States. 
Federal Insurance Administration. II. Title: City of Miamis- 
burg, Ohio, Montgomery County. OCLC 07919576 


82-419 
FEM 1.209:400093 

Flood insurance study : city of Poteau, Oklahoma, LeFlore 
County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1981] iii, 24 p., 13 folded leaves of plates : 
ill, 1 map ; 28 cm. Cover title. “July 20, 1981.” Includes 
bibliographical references. “Community number — 400093.” 
@ltem 594-C-39 1. Insurance, Flood — Oklahoma — Poteau. 
I. United States. Federal Emergency Management Agency. 
Il. Title: City of Poteau, Oklahoma, LeFlore County. 
OCLC 07942802 


82-420 
FEM 1.209:420280 
Flood insurance study : borough of Kennett Square, Pennsylva- 
nia, Chester County. — [Washington, D.C.?] : Federal Emer- 
gency Management Agency, Federal Insurance Administra- 
tion, [1981] ii, 14 p., 3 folded leaves of plates : ill., 1 map ; 
28 cm. Cover title. “January 16, 1981.” Includes biblio- 
graphical references. “Community number — 420280.” 
@ltem 594-C-41 1. Insurance, Flood — Pennsylvania — 
Kennett Square. I. United States. Federal Insurance Admin- 
istration. II. Title: Borough of Kennett Square, Pennsylva- 
nia, Chester County. OCLC 07950834 
82-421 
FEM 1.209:420419 
Flood insurance study : borough of Marcus Hook, Pennsylva- 
nia, Delaware County.—[Washington, D.C.?] : Federal 
Emergency Management Agency, Federal Insurance Admin- 
istration, 1981. ii, 14 p., 2 folded leaves of plates : ill., 1 map 
; 28 cm. Cover title. “March 16, 1981.” Includes biblio- 
graphical references. “Community number — 420419.” 
@ltem 594-C-41 1. Insurance, Flood — Pennsylvania — 
Marcus Hook. I. Title: Borough of Marcus Hook, Pennsy]l- 
vania, Delaware County. OCLC 07952548 
82-422 
FEM 1.209:420454 
Flood insurance study : Borough of Waterford, Pennsylvania, 
Erie County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1981] ii, 16 p., 2 folded leaves of 
plates : ill, 1 map ; 28 cm. Cover title. “June 15, 1981.” 
Includes bibliographical references. “Community number — 
420454.” @lItem 594-C-41 1. Insurance, Flood — Pennsy]l- 
vania — Waterford. I. United States. Federal Emergency 
Management Agency. II. Title: Borough of Waterford, 
Pennsylvania, Erie County. OCLC 07954446 
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82-423 


FEM 1.209:420464 


Flood insurance study : borough of Fayette City, Pennsylvania, 


Fayette County. — [Washington, D.C.?] : Federal Emergency 
Management Agency, [1981] ii, 19 p., 3 folded leaves of 
plates : ill., 1 map ; 28 cm. Cover title. “August 3, 1981.” 
Includes bibliographical references. “Community number — 
420464.” @Item 594-C-41 1. Insurance, Flood — Pennsyl- 
vania — Fayette City. I. United States. Federal Emergency 
Management Agency. II. Title: Borough of Fayette City, 
Pennsylvania, Fayette County. OCLC 07939117 


82-424 


FEM 1.209:420876 


Flood insurance study : Borough of Export, Pennsylvania, 


Westmoreland County.—[Washington, D.C.?] : Federal 
Emergency Management Agency, [1981] ii, 14 p., 4 folded 
leaves of plates : ill., 1 map ; 28 cm. Cover title. “June 15, 
1981.” Includes bibliographical references. ‘Community 
number — 420876.” @Item 594-C-41 1. Insurance, 
Flood — Pennsylvania — Export. I. United States. Federal 
Emergency Management Agency. II. Title: Borough of 
Export, Pennsylvania, Westmoreland County. OCLC 
07954499 


82-425 


FEM 1.209:450129 


Flood insurance study : Lexington County, South Carolina, 


unincorporated areas. — [Washington, D.C.?] : Federal Emer- 
gency Management Agency, Federal Insurance Administra- 
tion, [1980] ii, 34 p., 46 folded leaves of plates : ill., 1 map ; 
28cm. Cover title. “December 15, 1980.” Includes biblio- 
graphical references. “Community number — 450129.” 
@ltem 594-C-44 1. Insurance, Flood — South Carolina — 
Lexington County. I. United States. Federal Insurance Ad- 
ministration. II. Title: Lexington County, South Carolina, 
unincorporated areas. OCLC 07909589 


82-426 


FEM 1.209:450193 


Flood insurance study : York County, South Carolina, unincor- 


porated areas. —[Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
[1981] iii, 31 p., 40 leaves of folded plates : ill., 1 map ; 28 
cm. Cover title. “May 4, 1981.” Includes bibliographical 
references. “Community number — 450193.” @lItem 594- 
C-44 1. Insurance, Flood — South Carolina — York County. 
I. United States. Federal Insurance Administration. II. Title: 
York County, South Carolina, unincorporated areas. OCLC 
07909533 


82-427 


FEM 1.209:480014 


Flood insurance study : Atascosa County, Texas. — [Washing- 


ton, D.C.?] : Federal Emergency Management Agency, Fed- 
eral Insurance Administration, [1980] ii, 16 p., 4 folded 
leaves of plates : ill, 1 map ; 28 cm. Cover title. Dec. 15, 
1980. Includes bibliographical references. “Community 
number — 480014.” @Item 594-C-47 1. Insurance, 
Flood — Texas — Atascosa County. I. United States. Feder- 
al Insurance Administration. II. Title: Atascosa County, 
Texas, unincorporated areas. OCLC 07910298 





82-428 


FEM 1.209:480031 

Flood insurance study : city of Killeen Texas, Bell County. — 
[Washington, D.C.?] : Federal Emergency Management 
Agency, Federal Insurance Administration, [1981] ii, 30 p., 
26 folded leaves of plates : ill., 1 map ; 28 cm. Cover title. 
“February 3, 1981.” Includes bibliographical references. 
“Community number — 480031.” @Item 594-C-47 1. In- 
surance, Flood — Texas — Killeen. I. United States. Federal 
Insurance Administration. II. Title: City of Killeen, Texas, 
Bell County. OCLC 07914499 
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82-433 


FEM 1.209:510061 


Flood insurance study : Franklin County, Virginia, unincorpor- 


ated areas. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, Federal Insurance Administration, [1980] 
iii, 28 p., 37 folded leaves of plates : ill., 1 folded map ; 28 cm. 
Cover title. “November 19, 1980.” Includes bibliographical 
references. “Community number — 510061.” @lItem 594- 
C-50 1. Insurance, Flood — Virginia — Franklin County. I. 
United States. Federal Insurance Administration. II. Title: 
Franklin County, Virginia, unincorporated areas. OCLC 


07909626 
82-429 


FEM 1.209:480420 82-434 
Flood insurance study : city of Kerrville, Texas, Kerr 


FEM 1.209:510113 
County. — Rev. 1-19-82.—[Washington, D.C.?] : Federal 


Flood insurance study : Pittsylvania County, Virginia, unincor- 


Emergency Management Agency, Federal Insurance Admin- 
istration, 1981. ii, 15 p., 4 folded leaves of plates : ill., 1 map 
; 28cm. Cover title. “March 1978.” Includes bibliograph- 
ical references. “Community number — 480420.” @Item 
594-C-47 1. Imsurance, Flood — Texas— Kerrville. I. 
United States. Federal Insurance Administration. II. Title. 
Ill. Title: City of Kerrville, Texas, Kerr County. OCLC 


porated areas. —[Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
[1981] iii, 55 p., 120 folded leaves of plates : ill., 1 map ; 28 
cm. Cover title. “May 4, 1981.” Includes bibliographical 
references. “Community number — 510113.” @Item 594- 
C-50 1. Insurance, Flood — Virginia — Pittsylvania County. 
I. United States. Federal Insurance Administration. II. Title: 


07952575 Pittsylvania County, Virginia, unincorporated areas. OCLC 
07914484 
82-430 


FEM 1.209:500037 82-435 
Flood insurance study : town of Jericho Vermont, Chittenden 
County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, Federal Insurance Administration [1980] 
ii, 19 p., 20 folded leaves of plates : ill, 1 map ; 28 cm. agement Agency, Federal Insurance Administration, [1981] 
Cover title. ‘December 1, 1980.” Includes bibliographical ii, 16 p., 2 folded leaves of plates : ill, 1 map ; 28cm. Cover 
references. “Community number - 500037.” @lItem 594-C- title. “January 2, 1981.” Includes bibliographical refer- 
49 1. Insurance, Flood— Vermont — Jericho. I. United ences. “Community number—530236” @lItem 594-C-52 1. 
States. Federal Insurance Administration. II. Title: City of Insurance, Flood — Washington — Skykomish. I. United 
Eunice, Louisiana, St. Landry and Acadia Parishes. OCLC States. Federal Insurance Administration. II. Title: Town of 
07901323 Skykomish, Washington, King County. OCLC 07912745 


FEM 1.209:530236 
Flood insurance study : town of Skykomish, Washington, King 
County. — [Washington, D.C.?] : Federal Emergency Man- 


82-431 82-436 
FEM 1.209:500052 


Flood insurance study : town of Fairfax, Vermont, Franklin 
County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1981] ii, 16 p., 9 folded leaves of plates : 
ill., 1 map ; 28 cm. Cover title. “July 20, 1981.” Includes 
bibliographical references. “Community number — 500052.” Cover title. “January 16, 1981.” Includes bibliographical 
@ltem 594-C-49 1. Insurance, Flood — Vermont — Fairfax references. “Community number — 550305.” @lItem 594- 
(Town) I. United States. Federal Emergency Management C-54 1. Insurance, Flood — Wisconsin— Kaukanna. I. 
Agency. II. Title: Town of Fairfax, Vermont, Franklin United States. Federal Insurance Administration. II. Title: 
County. OCLC 07939091 City of Kaukauna, Wisconsin, Outagamie County. OCLC 

07952523 

82-432 


FEM 1.209:510054 82-437 
Flood insurance study : city of Falls Church, Virginia, inde- 
pendent city.—[Washington, D.C.?] : Federal Emergency 
Management Agency, [1981] ii, 18 p., 2 folded leaves of 
plates : ill., 1 map ; 28 cm. Cover title. “August 3, 1981.” 
Includes bibliographical references. “Community number — 
510054.” @lItem 594-C-50 1. Insurance, Flood — Virgin- 
ia— Falls Church. I. United States. Federal Emergency 
Management Agency. II. Title: City of Falls Church, Vir- 
ginia, Independent city. OCLC 07950932 


FEM 1.209:550305 
Flood insurance study : city of Kaukauna, Wisconsin, Outaga- 
mie County. —[Washington, D.C.?] : Federal LEmergency 
Management Agency, Federal Insurance Administration, 
[1981] ii, 15 p., 1 fold. leaf of plates : ill., map ; 28 cm. 


FEM 1.209:550584 

Flood insurance study : village of Black Creek, Wisconsin, 
Outagamie County. —[Washington, D.C.?] : Federal Emer- 
gency Management Agency, Federal Insurance Administra- 
tion, [1980] ii, 14 p., 1 folded leaf of plates : ill., 1 map ; 28 
cm. Cover title. “September 2, 1980.” Includes biblio- 
graphical references. “Community number—550584.” 
@ltem 594-C-54 1. Insurance, Flood — Wisconsin — Black 
Creek (Village) 1. United States. Federal Insurance Adminis- 
tration. II. Title: Village of Black Creek, Wisconsin, Outaga- 
mie County. OCLC 07919554 
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82-438 


FEM 1.209:300085, 300142 

Flood insurance study : city of Billings and Yellowstone 
County, Montana, unincorporated areas. —[Washington, 
D.C.?] : Federal Emergency Management Agency, Federal 
Insurance Administration, [1981] ii, 32 p., 64 folded leaves of 
plates : ill, 1 map ; 28 cm. Cover title. “May 18, 1981.” 
Includes bibliographical references. “Community number — 
300085 and 300142.” @Item 594-C-29 1. Insurance, 
Flood — Montana — Billings. 2. Insurance, Flood — Mon- 
tana — Yellowstone County. I. United States. Federal Insur- 
ance Administration. II. Title: City of Billings and Yellow- 


stone County, Montana, unincorporated areas. OCLC 
07909768 


FEDERAL POWER COMMISSION 
Washington, DC 20426 


82-439 


FP 1.20:55/pt.1-2 
United States. Federal Power Commission. 

Federal Power Commission reports. Washington, D.C. : 
Federal Energy Regulatory Commission : For sale by Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C. 20402 v. ; 24 cm. Semiannual, 
Jan./June 1956- Annual, 1953-55 $44.00 (2 v. set) Began 
with vol. 12, Jan.-Dec. 1953. At head of title: United States 
of America. Description based on: Vol. 50, pt. 1 (July 1- 
Sept. 30, 1973). Vol. 55, pt. 1, Jan. 1-Mar. 31, 1976; Vol 55, 
pt. 2, Apr. 1-June 30, 1976. Prior to Oct. 1977 issued by the 
Federal Power Commission. @Item 438 S/N 061-002- 
00068-5 (2 v. set) ISSN 0196-1667 Continues: United 
States. Federal Power Commission Opinions and decisions of 


the Federal Power Commission ISSN 0271-0153 1. Hydro- 
electric power plants — United States — Periodicals. 2. Elec- 
tric utilities United States — Periodicals. 3. Gas, Natu- 
ral — Law and legislation — United States — Periodicals. 4. 
Water resources development — United States — Periodicals. 
I. United States. Federal Energy Regulatory Commission. 
II. Title. OCLC 02578499 


82-440 


FP 1.20:56/pt.1-2 
United States. Federal Power Commission. 

Federal Power Commission reports. Washington, D.C. : 
Federal Energy Regulatory Commission : For sale by Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C. 20402 v. ; 24 cm. Semiannual, 
Jan./June 1956- Annual, 1953-55 $55.00 (2 v. set) Began 
with vol. 12, Jan.-Dec. 1953. At head of title: United States 
of America. Vol. 56, pt. 1, July 1-Sept. 30, 1976; v. 56, pt. 2, 
Oct. 1-Dec. 31, 1976. Description based on: Vol. 50, pt. 1 
(July 1-Sept. 30, 1973). Prior to Oct. 1977 issued by the 
Federal Power Commission. @Item 438 S/N 061-002- 
00073-1 (2 v. set) ISSN 0196-1667 Continues: United 
States. Federal Power Commission Opinions and decisions of 
the Federal Power Commission ISSN 0271-0153 1. Water- 
power electric plants — United States — Periodicals. 2. Elec- 
tric utilities — United States — Periodicals. 3. Gas, Natu- 
ral — Law and legislation — United States — Periodicals. 4. 
Water resources development — United States — Periodicals. 
I. United States. Federal Energy Regulatory Commission. 
II. Title. OCLC 02578499 
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82-441 
FP 1.20:57 
United States. Federal Power Commission. 

Federal Power Commission reports. Washington, D.C. : 
Federal Energy Regulatory Commission : For sale by Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C. 20402 v. ; 24 cm. Semiannual, 
Jan./June 1956- Annual, 1953-55 $28.00 Began with vol. 
12, Jan.-Dec. 1953. At head of title: United States of Amer- 
ica. Vol. 57, Jan. 1-Mar. 31, 1977. Description based on: 
Vol. 50, pt. 1 (uly 1-Sept. 30, 1973) Prior to Oct. 1977 
issued by the Federal Power Commission. @Item 438 S/N 
061-002-00074-0 ISSN 0196-1667 Continues: United States. 
Federal Power Commission Opinions and decisions of the 
Federal Power Commission ISSN 0271-0153 1. Water-power 
electric plants— United States— Periodicals. 2. Electric 
utilities — United States — Periodicals. 3. Gas, Natural — 
Law and legislation — United States — Periodicals. 4. Water 
resources development— United States — Periodicals. I. 
United States. Federal Energy Regulatory Commission. II. 
Title. sc-79005185 OCLC 02578499 


FEDERAL TRADE COMMISSION 
Washington, DC 20580 
82-442 
FT 1.2:D 36 
Baldwin, William Lee. 

The impact of Department of Defense procurement on 
competition in commercial markets : case studies of the elec- 
tronics and helicopter industries / prepared for Office of 
Policy Planning, Federal Trade Commission by william L. 
Baldwin. — [Washington, D.C.?] : The Office, 1980. 182 p. ; 
28 cm. Cover title. “December 1980.” Bibliography: p. 
177-182. @Item 535 1. Competition. 2. United States — 
Armed Forces— Procurement. I. United States. Federal 
Trade Commission. Office of Policy Planning. II. Title. 81- 
602709 OCLC 07406645 


GENERAL ACCOUNTING OFFICE 
Washington, DC 20548 


Reports to Congress by Comptroller General of United States. 
Order multiple copies from GAO, Box 1020, Washington, DC 
20013; $1.00 each. Single copies free (write: GAO, 441 G St., 
N.W., Washington, DC 20548) 


82-443 
GA 1,13:AFMD-81-16 
United States. General Accounting Office. 

Most Federal agencies have done little planning for ADP 
disasters : report to the Congress / by the Comptroller Gen- 
eral of the United States. — Washington, D.C. : The Office, 
[1980] iv, 20 p. ; 27 cm. Cover title. “December 18, 
1980.” Includes bibliographical references. “AFMD-81- 
16.” “B-200966”—Prelim p. @lItem 546-D (microfiche) 1. 
Public administration — United States — Data processing. I. 
Title. OCLC 07132470 


82-444 
GA 1,13:AFMD-81-16/sum. 
United States. General Accounting Office. 

Most Federal agencies have done little planning for ADP 
disasters : summary : report to the Congress / by the Comp- 
troller General of the United States. — Washington, D.C. : 
The Office, [1980] iv p. ; 27 cm. Cover title. “December 
18, 1980.” “AFMD-81-16.” @Item 546-D (microfiche) 1. 
Public administration — United States — Data processing. I. 
Title. OCLC 07952839 
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82-445 82-450 
GA 1.13:AFMD-81-17 


GA 1.13:AFMD-81-46 
United States. General Accounting Office. 


United States. General Accounting Office. 


Securities and Exchange Commission should improve pro- 
curement practices for market surveillance system develop- 
ment : report to the chairman, Securities and Exchange Com- 
mission / by the Comptroller General of the United States. — 
Washington, D.C. : U.S. General Accounting Office, [1981] 
35 p. ; 28 cm. Cover title. “March 6, 1981.” “AFMD-81- 
17.” “B-199434”—Prelim. p. @lItem 546-D-(microfiche) 
1. Government purchasing — United States. 2. Public con- 
tracts — United States. I. United States. Securities and Ex- 
change Commission. II. Title. OCLC 07932135 


82-446 


GA 1.13:AFMD-81-20 
United States. General Accounting Office. 

Government-wide guidelines and management assistance 
center needed to improve ADP systems development : report 
/ by the U.S. General Accounting Office. — Washington, 
D.C. : The Office, [1981] 37 p. in various pagings ; 28 cm. 
Cover title. “February 20, 1981.” Includes bibliographical 
references. “AFMD-81-20.” “B-201441”—Prelim. p. “B- 
115369”—Appendix I. @lItem 546-D (microfiche) 1. Data 
base management. 2. Data processing service center — 
United States. I. Title. OCLC 07788418 


Weak internal controls make the department of Labor and 
selected CETA grantees, vulerable to fraud, waste, and abuse 
: report to the Congress / by the Comptroller General of the 
Unied States. — Washington, D.C. : U.S. General Accounting 
Office, [1981] v, 60 p. : 1 chart ; 28 cm. Cover title. 
“March 27, 1981”. “AFMD-81-46.” “B-202279”—Prelim. 
p. Includes bibliographical references. @Item 546-D (mi- 
crofiche) 1. United States. Dept. of Labor — Appropriations 
and expenditures. 2. Grants-in-aid — United States. I. Title. 
OCLC 07917926 


82-451 


GA 1,13:AFMD-81-46/sum. 


United States. General Accounting Office. 


Weak internal controls make the Department of Labor and 
selected CETA grantees vulnerable to fraud, waste and abuse 
: Summary : report to the Congress / by the Comptroller 
General of the United States.— Washington, D.C. : U.S. 
General Accounting Office, [1981] v p. ; 28 cm. Cover 
title. “March 27, 1981.” “AFMD-81-46.” @Item 546-D 
(microfiche) 1. United States. Dept. of Labor — Appropri- 
ations and expenditures. 2. Grants-in-aid— United States. 
I. Title. OCLC 07917936 


82-452 
82-447 GA 1.13:AFMD-81-51 
GA 1.13:AFMD-81-30 United States. General Accounting Office. 
United States. General Accounting Office. Millions can be saved by improving the productivity of 


Weak internal controls make some navy activities vulner- 


able to fraud, waste and abuse : report to the Congress / by’ 


the Comptroller General of the United States. — Washington, 
D.C. : U.S. General Accounting Office, [1981] v, 79 p. : ill, 
1 chart ; 28cm. Cover title. “April 3, 1981.” “AFMD-81- 
30.” “B-202279"—Prelim. p. @lItem 546-D (microfiche) 
1. United States. Naval Sea Systems Command — Appropri- 
ations and expenditures. 2. Grants-in-aid — United States. 


state and local governments administering federal income 
maintenance assistance programs : report to the Congress / by 
the Comptroller General of the United States. — Washington, 
D.C. : U.S. General Accounting Office, 1981. vi, 69 p. ; 27 
cm. Cover title. “June 5, 1981.” Includes bibliographical 
references. “AMFD-81-51.” “B-202884”—Prelim. p. 
@ltem 546-D (microfiche) 1. Income maintenance pro- 
grams — United States. 2. Federal aid to public welfare — 


United States. I. Title. OCLC 07650853 
I. Title. OCLC 07917950 


82-453 
82-448 GA 1.13:AFMD-81-78 
United States. General Accounting Office. 


GSA’s cleaning costs are needlessly higher than in the 


GA 1.13:AFMD-81-30/sum. 
United States. General Accounting Office. 


Weak internal controls make some navy activities vulner- 
able to fraud, waste, and abuse : summary : report to the 
Congress / by the Comptroller General of the United 
States. — Washington, D.C. U.S. General Accounting 
Office, [1981] vi p. ; 28 cm. Cover title. “April 3, 1981.” 
“AFMD-81-30.” @Item 546-D (microfiche) 1. United 
States Naval Sea Systems Command — Appropriations and 
expenditures. 2. Grants-in-aid— United States. I. Title. 
OCLC 07917961 


private sector : report to the Congress / by the Comptroller 
General of the United states. — Washington, D.C. : U.S. Gen- 
eral Accounting Office, [1981] v, 30 p.: ill. ; 28cm. Cover 
title. “August 24, 1981.” “AFMD-81-78.” “B-204087”"— 
Prelim. p. Includes bibliographical references. 1. United 
States. General Services Administration. 2. Office build- 
ings— United States—Cleaning—Costs. I. Title. 81- 
602970 OCLC 07920051 


82-454 
82-449 GA 1.13:CED-81-118 
United States. General Accounting Office. 
GA 1.13:AFMD-81-32 < “ah ; : 
r I tat d federal tion at sl te: 
United States. General Accounting Office. mproving sanitation an eral inspection at slaughter 


Better accountability needed at the Medical University of 
South Carolina / by the Comptroller General of the United 
States. — Washington, D.C. U.S. General Accounting 
Office, [1981] iv, 33 p.; 28cm. Cover title. “February 27, 
1981.” “AFMD-81-32.” “B-202160.” 1. Medical Universi- 
ty of South Carolina— Accounting. I. Title. OCLC 
07932167 


plants : how to get better results for the inspection dollar : 
report to the Congress / by the Comptroller General of the 
United States. — Washington, D.C. : U.S. General Account- 
ing Office, [1981] v, 60 p.:ill.; 28cm. Cover title. “July 
30, 1981.” “CED-81-118." “B-203654"—Prelim. p. In- 
cludes bibliographical references. 1. Slaughtering and 
slaughter-houses — United States. 2. Meat inspection — 
United States. 3. Poultry — United States — Inspection. I. 
Title. 81-602768 OCLC 07930663 
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General Accounting Office 


82-455 82-460 
GA 1.13:EMD-81-50 GA 1.13:EMD-81-59/sum. 
United States. General Accounting Office. United States. General Accounting Office. 

Federal electrical emergency preparedness is inadequate : Issues in leasing offshore lands for oil and gas development 
report to the Congress / by the Comptroller General of the : Summary : report to the Congress / by the Comptroller 
United States. — Washington, D.C. : U.S. General Account- General of the United States.— Washington, D.C. : U.S. 
ing Office, [1981] iv, 40 p. : ill. ; 28 cm. Cover title. General Accounting Office, [1981] v p. ; 28 cm. Cover 
“May 12, 1981.” “EMD-81-50.” “B-200596”—Prelim. p. title. “March 26, 1981.” “EMD-81-59.” @Item 546-D 
@ltem 546-D (microfiche) 1. Disaster relief — United States. (microfiche) 1. Offshore gas industry — United States. 2. 
2. Electric utilities— United States. I. Title. OCLC Offshore oil industry— United States. 3. Oil and gas 
07910253 leases — United States. 4. Continental shelf — United States. 

I. Title. OCLC 07919910 
82-456 


GA 1.13:EMD-81-50/sum. 82-461 

United States. General Accounting Office. GA 1,.13:EMD-81-62 

Federal electrical emergency preparedness is inadequate : United States. General Accounting Office. 
summary : report to the Congress / by the Comptroller Gen- Full development of OTEC’s potential may be impeded : 
eral of the United States. — Washington, D.C. : U.S. General report to the Secretary of Energy / by the U.S. General 
Accounting Office, [1981] iv p.; 28cm. Cover title. “May Accounting Office. — Washington, D.C. : The Office, [1981] 
12, 1981.” “EMD-81-50.” @Item 546-D (microfiche) 1. 20 p. ; 28 cm. Cover title. “April 10, 1981.” “EMD-81- 
Disaster relief — United States. 2. Electric utilities — United 62” “B-201346.2”—Prelim. p. @lItem 546-D (microfiche) 
States. I. Title. OCLC 07910464 1. Ocean energy resources. 2. Energy policy — United 
sein States. I. United States Dept. of Energy. II. Title. OCLC 


07839374 
GA 1.13;EMD-81-53 
United States. General Accounting Office. 82-462 
Minerals management at the Department of the Interior GA 1,13:;:EMD-81-63 
needs coordination and organization : report to the Congress United States. General Accounting Office. 
/ by the Comptroller General of the United States. — Wash- Interior’s report of shut-in or flaring wells unnecessary, but 
ington, D.C. : U.S. General Accounting Office, 1981. iv, 67 oversight should continue : report to the Congress / by the 
p. ; 28 cm. Cover title. “June 5, 1981.” Includes biblio- Comptroller General of the United States. — Washington, 
graphical references. “EMD-81-53” ‘“B-202944”"—Prelim. D.C. : U.S. General Accounting Office, [1981] iv, 38 p. ; 28 
p. @ltem 546-D (microfiche) 1. United States. Dept. of the cm. Cover title. “April 17, 1981.” Includes bibliograph- 
Interior. 2. Mines and mineral resources — United States. ical references. “EMD-81-63.” “B-202428”—Prelim.  p. 
3. Mine surveying. 4. United States — Public lands — Sur- @ltem 546-D (microfiche) 1. Gas, Natural, in submerged 
veys. I. Title. OCLC 07869884 lands — United States. 2. Petroleum in submerged lands — 
93.488 United States. 3. United States. Dept. of the Interior. I. 


Title. OCLC 07860924 
GA 1,13:EMD-81-53/sum. 
United States. General Accounting Office. 82-463 
Minerals management at the Department of the Interior GA 1.13:EMD-81-63/sum. 
needs coordination and organization : summary : report to the United States. General Accounting Office. 
Congress / by the Comptroller General of the United Interior’s report of shut-in or flaring wells unnecessary, but 
States. — Washington, D.C. : U.S. General Accounting oversight should continue : summary : report to the Congress 
Office, [1981] iv p. ; 28 cm. Cover title. “June 5, 1981.” / by the Comptroller General of the United States. — Wash- 
“EMD-81-53.” @lItem 546-D (microfiche) 1. United States. ington, D.C. : U.S. General Accounting Office, [1981] iv p. ; 
Dept. of the Interior. 2. Mines and mineral resources — 28 cm. Cover title. “April 17, 1981.” “EMD-81-63.” 
United States. 3. Mine surveying. 4. United States — @ltem 546-D (microfiche) 1. Gas, Natural, in submerged 
Public lands — Surveys. I. Title. OCLC 07910450 lands — United States. 2. Petroleum in submerged lands — 
United States. 3. United States. Dept. of the Interior. I. 
62-409 Title. OCLC 07931168 
GA 1.13:EMD-81-59 


United States. General Accounting Office. 82-464 

Issues in leasing offshore lands for oil and gas development GA 1,13;EMD-81-64 
: report to the Congress / by the Comptroller General of the United States. General Accounting Office. 
United States. — Washington, D.C. : U.S. General Account- Status of the Great Plains coal gasification plant : report / 
ing Office, 1981. v, 93 p. : ill. ; 28 cm. Cover title. by the General Accounting Office. — Washington, D.C. : The 
“March 26, 1981.” Includes bibliographical references. Office [1981] 3, 29 p. ; 28 cm. Cover title. “March 16, 
“EMD-81-59.” “B-201745”—Prelim. p. @lItem 546-D (mi- 1981.” Includes bibliographical references. “EMD-81-64.” 
crofiche) 1. Oil and gas leases — United States. 2. Offshore “B-202486”—Prelim. p. @lItem 546-D (microfiche) 1. Coal 
oil industry— United States. 3. Offshore gas industry — gasification — Great Plains. 2. Energy development — Great 


United States. 4. Continental shelf — United States. I. Plains. I. Title. OCLC 07912926 
Title. OCLC 07929839 
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82-465 82-470 
GA 1,13:EMD-81-66 
United States. General Accounting Office. 

The Department of Energy needs better procedures for 
selecting a contractor to operate Argonne National Labora- 
tory : report to the Congress / by the Comptroller General of 
the United States. — Washington, D.C. : U.S. General Ac- 
counting Office, 1981. vi, 47 p. ; 28 cm. Cover title. 
“June 8, 1981.” Includes bibliographical references. 


“EMD-81-66.” “B-199916”—Prelim. p- @ltem 546-D (mi- Manpower planning — United States. 3. Retirement age — 
crofiche) 1. United States. Dept. of Energy. 2. Argonne 


United States. I. Title. OCLC 07939678 

National Laboratory. 3. Research and development con- 

tracts, Government— United States. I. Title. OCLC 82-471 

07919944 GA 1.13:FPCD-81-13 

United States. General Accounting Office. 

82-466 Proposals for improving the management of federal travel : 

E GA 1.13;EMD-81-73 report to the Congress / by the Comptroller General of the 
United States. General Accounting Office. 


GA 1,13:FPCD-81-8/sum. 
United States. General Accounting Office. 

Voluntary early retirements in the civil service too often 
misused : summary : report to the Congress / by the Comp- 
troller General of the United States. — Washington, D.C. : 
U.S. General Accounting Office, [980] iv p.;27cm. Cover 
title. “December 31, 1980.” “FPCD-81-8.” @Item 546-D 
(microfiche) 1. Civil service retirement — United States. 2. 


: ‘ tyre United States. — Washington, D.C. : U.S. General Account- 
Changes in natural gas prices and supplies since passage of ing Office, [1980] vii, 53 p.; 27cm. Cover title. “Decem- 
ber 24, 1980.” Includes bibliographical references. “FPCD- 
81-13.” “B-200991”—Prelim p. @Item 546-D (microfiche) 
1. Travel costs. 2. United States — Officials and employ- 
ees — Salaries, allowances, etc. 3. United States — Officials 
and employees— Travel regulations. I. Title. OCLC 
07164680 


the Natural Gas Policy Act of 1978 : report to the Congress / 
by the Comptroller General of the United States. — Washing- 
ton, D.C. : U.S. General Accounting Office, [1981] v, 38 p. : 
ill., 1 map ; 28 cm. Cover title. “June 4, 1981.” “ID-81- 
73.” “B-202708”—Prelim. p. @Item 546-D (microfiche) 
1. Gas, Natural — United States — Rates. 2. Gas, Natural — 
United States — Reserves. I. Title. OCLC 07930999 


82-467 


GA 1.13:;:EMD-81-73/sum. 
United States. General Accounting Office. 

Changes in natural gas prices and supplies since passage of 
the Natural Gas Policy Act of 1978 : summary : report to the 
Congress / by the Comptroller General of the United 
States. — Washington, D.C. U.S. General Accounting 
Office, [1981] v p. ; 28 cm. Cover title. “June 4, 1981.” 
“TD-81-73.” @lItem 546-D (microfiche) 1. Gas, Natural — 
United States— Rates. 2. Gas, Natural — United States — 
Reserves. I. Title. OCLC 07931040 


82-472 


GA 1.13:FPCD-81-13/sum. 


United States. General Accounting Office. 


Proposals for improving the management of federal travel : 
summary : report to the Congress / by the Comptroller Gen- 
eral of the United States. — Washington, D.C. : U.S. General 
Accounting Office, [1980] vii p. ; 27 cm. Cover title. 
“December 24, 1980.” “FPCD-81-13.” @Item 546-D (mi- 
crofiche) 1. Travel costs. 2. United States — Officials and 
employees — Salaries allowances, etc. 3. United States — Of- 
ficials and employees — Travel regulations. I. Title. OCLC 
07939476 


82-468 
GA 1.13:EMD-81-106 82-473 

United States. General Accounting Office. 
Greater commitment needed to solve continuing problems 


GA 1,13:FPCD-81-20 
United States. General Accounting Office. 


at Three Mile Island : report to the Congress / by the Comp- 
troller General of the United States. — Washington, D.C. : 
U.S. General Accounting Office, [1981] x, 106 p. : ill. ; 28 
cm. Cover title. “August 26, 1981.” “EMD-81-106.” “B- 
199244”—Prelim. p. Includes bibliographical references. 1. 
Three Mile Island Nuclear Power Plant (Pa.) — Accidents. 
2. Atomic power-plants — Pennsylvania — Accidents. 3. 
General Public Utilities Corporation. I. Title. 81-603002 
OCLC 07920042 


The financial disclosure process of the legislative branch 
can be improved : report to the Congress / by the Comptrol- 
ler General of the United States. — Washington, D.C. : U.S. 
General Accounting Office, 1981. ix, 145 p.; 27cm. Cover 
title. “March 4, 1981.” Includes bibliographical references. 
“FPCD-81-20.” “B-201515”—Prelim. p. @Item 546-D-(mi- 
crofiche) 1. Disclosure in accounting. 2. Financial disclo- 
sure— United States. 3. Legislative auditing — United 
States. I. Title. OCLC 07341795 


82-469 82-474 
GA 1,13:FPCD-81-8 


GA 1.13:FPCD-81-20/sum. 
United States. General Accounting Office. 


United States. General Accounting Office. 


Voluntary early retirements in the civil service too often 
misused : report to the Congress / by the Comptroller Gener- 
al of the United States. — Washington, D.C. : U.S. General 
Accounting Office, [1980] iv, 36 p. ; 27 cm. Cover title. 
“December 31, 1980.” Includes bibliographical references. 
“FPCD-81-8”. “B-201496”—Prelim. p. @lItem 546-D (mi- 
crofiche) 1. Civil service retirement — United States. 2. 
Manpower planning — United States. 3. Retirement age — 
United States. I. Title. OCLC 07152844 


The financial disclosure process of the legislative branch 
can be improved : summary : report to the Congress / by the 
Comptroller General of the United States. — Washington, 
D.C. : U.S. General Accounting Office, [1981] ix p. ; 28 cm. 
Cover title. “March 4, 1981.” “FPCD-81-20.” @lItem 
546-D (microfiche) 1. Disclosure in accounting. 2. Finan- 
cial disclosure— United States. 3. Legislative auditing — 
United States. I. Title. OCLC 07938806 
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82-475 


GA 1.13:GGD-81-79 
United States. General Accounting Office. 

Federal Reserve could improve the efficiency of bank hold- 
ing company inspections : report to the Congress / by the 
Comptroller General of the United States. — Washington, 
D.C. : U.S. General Accounting Office, [1981] v, 52 p. : ill. ; 
28 cm. Cover title. “August 18, 1981.” “GGD-81-79.” 
“B-199866”—Prelim. p. Includes bibliographical references. 
1. Bank holding companies— United States. 2. Board of 
Governors of the Federal Reserve System (U.S.) I. Title. 
81-603162 OCLC 07785666 


82-476 


GA 1.13:HRD-81-50/sum. 
United States. General Accounting Office. 

Analysis of proposed new standards for nursing homes par- 
ticipating in Medicare and Medicaid : summary : report to the 
Chairman, Select Committee on Aging, House of Representa- 
tives / by the Comptroller General of the United States. — 
Washington, D.C. : U.S. General Accounting Office, [1981] 
viii p. ; 28 cm. Cover title. “February 20, 1981.” “HRD- 
81-50.” @Item 546-D (microfiche) 1. Nursing homes — 
Standards — United States. 2. Medicare. 3. Medicaid. I. 
United States. Congress. House. Select Committee on Aging. 
II. Title. OCLC 07930973 


82-477 


GA 1.13:;HRD-81-53/sum. 
United States. General Accounting Office. 

Revising social security benefit formula which favors short- 
term workers could save billions : summary : report to the 
Congress / by the Comptroller General of the United 
States. — Washington, D.C. : U.S. General Accounting 
Office, [1981] ii p. ; 28 cm. Cover title. “April 14, 1981.” 
“HRD-81-53.” @Item 546-D (microfiche) 1. Social secu- 
rity— United States. 2. Social security taxes — United 
States. I. Title. OCLC 07931535 


82-478 


GA 1.13:HRD-81-58 
United States. General Accounting Office. 

Action needed to resolve problem of outstanding supple- 
mental security income checks : report to the Congress / by 
the Comptroller General of the United States. — Washington, 
D.C. : U.S. General Accounting Office, [1981] 9, 8 p. ; 28 
cm. Cover title. “March 3, 1981.” “HRD-81-58.” “B- 
164031(4)”—Prelim. p. @Item 546-D (microfiche) 1. Sup- 
plemental security income program — United States. 2. Fi- 
nance, Public — United States — Accounting. 3. Checks — 
United States. I. Title. OCLC 07301937 


82-479 


GA 1.13:;HRD-81-62 
United States. General Accounting Office. 

Cost cutting measures possible if Public Health Service 
hospital system is to continue : report to the Congress / by 
the Comptroller General of the United States. — Washington, 
D.C. : U.S. General Accounting Office, [1981] vi, 44 p. ; 28 
cm. Cover title. “June 10, 1981.” “HRD-81-62.” “B- 
203221”—Prelim. p. @lItem 546-D (microfiche) 1. United 
States. Public Health Service. 2. Federal aid to hospitals — 
United States. 3. Health services administration — United 
States. I. Title. OCLC 07920380 
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82-480 
GA 1,13:HRD-81-62/sum. 
United States. General Accounting Office. 

Cost cutting measures possible if Public Health Service 
hospital system is continued : summary : report to the Con- 
gress / by the Comptroller General of the United States. — 
Washington, D.C. : U.S. General Accounting Office, [1981] 
vi p.; 28cm. Cover title. “June 10, 1981.” “HRD-81-62.” 
@ltem 546-D (microfiche) 1. United States. Public Health 
Service. 2. Federal aid to hospitals— United States. 3. 
Health services administration— United States. I. Title. 
OCLC 07920408 


82-481 
GA 1.13:HRD-81-68 
United States. General Accounting Office. 

Family planning clinics can provide services at less cost but 
clearer federal policies are needed : report / by the Comptrol- 
ler General of the United States. —- Washington, D.C. : U.S. 
General Accounting Office, 1981. vi, 72 p. ; 28 cm. Cover 
title. “June 19, 1981.” Includes bibliographical references. 
“HRD-81-68.” “B-203522”—Prelim. p @lItem 546-D (mi- 
crofiche) 1. Birth control clinics — United States — Finance. 
2. Federal aid to birth control — United States. I. Title. 
OCLC 07908678 


82-482 
GA 1.13:HRD-81-68/sum. 
United States. General Accounting Office. 
Family planning clinics can provide services at less cost but 
clearer federal policies are needed : summary : report / by the 
Comptroller General of the United States. — Washington, 


D.C. : U.S. General Accounting Office, [1981] vi p. ; 28 cm. 
Cover title. “June 19, 1981.” “HRD-81-68.” @Item 546- 
D (microfiche) 1. Birth control clinics— United States — 
Finance. 2. Federal aid to birth control — United States. I. 
Title. OCLC 07909146 


82-483 
GA 1.13:HRD-81-92 
United States. General Accounting Office. 

Problems in the structure and management of the migrant 
health program / study by the staff of the U.S. General 
Accounting Office. — Washington, D.C. : The Office, [1981] 
i, 21 p. : ill. ; 28 cm. Cover title. “May 8, 1981.” “HRD- 
81-92.” @Item 546-D (microfiche) 1. Migrant labor — 
Medical care — United States. 2. Federal aid to community 
health services — United States. I. Title. OCLC 07931568 


82-484 
GA 1.13:HRD-81-93 
United States. General Accounting Office. 

Health systems plans : a poor framework for promoting 
health care improvements : report to the Congress / by the 
Comptroller General of the United States. — Washington, 
D.C. : U.S. General Accounting Office, [1981] v, 49 p. ; 28 
cm. Cover title. “June 22, 1981.” Includes bibliographical 
references. “HRD-81-93.” “B-197538”—Prelim. p. @Item 
546-D (microfiche) 1. Health planning — United States. 2. 
Health services administration — United States. 3. Public 
health — United States. I. Title. OCLC 07744046 





82-485 


GA 1.13:;HRD-81-93/sum. 
United States. General Accounting Office. 

Health systems plans : a poor framework for promoting 
health care improvements : summary : report to the Congress 
/ by the Comptroller General of the United States. — Wash- 
ington, D.C. : U.S. General Accounting Office, [1981] v p.; 
28 cm. Cover title. “June 22, 1981.” “HRD-81-93.” 
@ltem 546-D (microfiche) 1. Health planning — United 
States. 2. Health services administration — United States. 3. 
Public health — United States. I. Title. OCLC 07908614 


82-486 


GA 1.13:;HRD-81-116 
United States. General Accounting Office. 

Intertitle transfers, a way for states to increase federal fund- 
ing for social services : report to the Secretary of Health and 
Human Services / by the U.S. General Accounting Office. — 
Washington, D.C. : The Office, [1981] 7, 20 p. ; 28 cm. 
Cover title. “July 10, 1981.” “HRD-81-116.” “B- 
197592”—Prelim. p. @lItem 546-D (microfiche) 1. Federal 
aid to public welfare — United States. 2. Intergovernmental 
fiscal relations — United States. I. United States. Dept. of 
Health and Human Services. II. Title. OCLC 07930938 


82-487 


GA 1.13:ID-81-11 
United States. General Accounting Office. 

Improving the management and coordination of reviews, 
inspections, and evaluations in the U.N. System : report / by 
the Comptroller General of the United States. — Washington, 
D.C. : U.S. General Accounting Office, [1980] v, 44 p. ; 27 
cm. Cover title. Includes bibliographical references. ‘“No- 
vember 19, 1980.” “ID-81-11.” “B-200577”—Prelim. p. 
@ltem 546-D (microfiche) 1. United Nations — Administra- 
tion. 2. United Nations — Accounting. 3. United Nations — 
Finance. I. Title. OCLC 07931099 


82-488 


GA 1,13;ID-81-11/sum. 
United States. General Accounting Office. 

Improving the management and coordination of reviews, 
inspections, and evaluations in the U.N. System : summary : 
report / by the Comptroller General of the United States. — 
Washington, D.C. : U.S. General Accounting Office, [1980] 
Vv p.; 27 cm. Cover title. “November 19, 1980.” “ID-81- 
11.” @Item 546-D (microfiche) 1. United Nations — Ad- 
ministration. 2. United Nations— Accounting. 3. United 
Nations — Finance. I. Title. OCLC 07931119 


82-489 


GA 1.13:ID-81-24 
United States. General Accounting Office. 

Management problems with AID’s health-care projects 
impede success : report to the Congress / by the Comptroller 
General of the United States.— Washington, D.C. : USS. 
General Accounting Office, [1981] iv, 35 p. : ill. ; 28 cm. 
Cover title. “April 28, 1981.” Includes bibliographical ref- 
erences: “ID-81-24.” “B-202405”—Prelim. p. @Item 546- 
D (microfiche) 1. United States. Agency for International 
Development — Management. 2. Medical assistance, Ameri- 
can. 3. Public health — International cooperation. I. Title. 
OCLC 07942700 
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82-490 
GA 1,13:ID-81-24/sum. 
United States. General Accounting Office. 

Management problems with AID’s health-care projects 
impede success : summary : report to the Congress / by the 
Comptroller General of the United States. — Washington, 
D.C. : U.S. General Accounting Office, [1981] iv p. ; 28 cm. 
Cover title. “April 28, 1981. “ID-81-24.” @lItem 546-D 
(microfiche) 1. United States. Agency for International De- 
velopment — Management. 2. Medical assistance, American. 
3. Public health— International cooperation. I. Title. 
OCLC 07942724 


82-491 
GA 1,13:ID-81-25 
United States. General Accounting Office. 

The preparation of volunteers for Peace Corp Service : 
some areas need management attention : report to the Direc- 
tor, Peace Corps / by the U.S. General Accounting Office. — 
Washington, D.C. : The Office, [1981] iii, 41 p. ; 28 cm. 
Cover title. “May 21, 1981.” “ID-81-25.” “B-203243”— 
Prelim. p. @lItem 546-D (microfiche) 1. Peace Corps (U.S.) 
2. Voluntarism — United States. I. Title. OCLC 07942659 


82-492 
GA 1.13:ID-81-30 
United States. General Accounting Office. 

Improving independent evaluation systems in the multilater- 
al development banks : report to the Congress / by the 
Comptroller General of the United States. — Washington, 
D.C. : U.S. General Accounting Office, [1981] v, 43 p. ; 28 
cm. Cover title. “April 21, 1981.” Includes bibliograph- 
ical references. “ID-81-30.” ‘“B-202247”—Prelim. p. 
@ltem 546-D (microfiche) 1. Banks and banking, Interna- 
tional. 2. Inter-American Development Bank. 3. World 
Bank. 4. Asian Development Bank. I. Title. OCLC 
07938967 


82-493 
GA 1.13:ID-81-30/sum. 
United States General Accounting Office. 

Improving independent evaluation systems in the multilater- 
al development banks : summary : report to the Congress / 
by the Comptroller General of the United States. — Washing- 
ton, D.C. : U.S. General Accounting Office, [1981] v p. ; 28 
cm. Cover title. “April 21, 1981.” “ID-81-30.” @Item 
546-D (microfiche) 1. Banks and banking, International. 2. 
Inter-American Development Bank. 3. World Bank. 4. 
Asian Development Bank. I. Title. OCLC 07938987 


82-494 
GA 1,13:ID-81-33 
United States. General Accounting Office. 

Status report on U.S. participation in the International 
Fund for Agricultural Development : study / by the staff of 
the U.S. General Accounting Office. — Washington, D.C. : 
The Office, [1981] 14 p.; 28cm. Cover title. “March 27, 
1981.” “ID-81-33.” @Item 546-D (microfiche) 1. Agricul- 
tural assistance, American. 2. Food supply — International 
cooperation. I. Title. OCLC 07530703 





General Accounting Office 


82-495 
GA 1,13:ID-81-35 
United States. General Accounting Office. 
U.S. laws and regulations applicable to imports from non- 
market economies could be improved : report to the Congress 
/ by the Comptroller General of the United States. — Wash- 
ington, D.C. : U.S. General Accounting Office, 1981. v, 88 
p.:ill.; 28cm. Cover title. “September 3, 1981.” “ID-81- 
35.” “B-200452”—Prelim. p. 1. Foreign trade regulation — 
United States. 2. Industry and state— United States. 3. 
Competition, Unfair. I. Title. 81-603160 OCLC 07921389 


82-496 
GA 1.13:ID-81-42 
United States. General Accounting Office. 

Changes needed in administering relief to industries hurt by 
overseas competition : report to the Congress / by the Comp- 
troller General of the United States. — Washington, D.C. : 
U.S. General Accounting Office, 1981. vi, 89 p. : ill. ; 28 cm. 
Cover title. “August 5, 1981.” “ID-81-42.” “B-199373”— 
Prelim p. 1. Trade adjustment assistance — United States. 
2. Industry and state— United States. 3. Competition, 
Unfair. I. Title. 81-602749 OCLC 07688162 


82-497 
GA 1.13:PLRD-81-48 
United States. General Accounting Office. 

Civil agencies should save millions by recovering silver 
from photographic wastes : report to the Congress / by the 
Comptroller General of the United States. — Washington, 
D.C. : U.S. General Accounting Office, [1981] iv, 73 p. : ill. 
; 28 cm. Cover title. “July 31, 1981.” “PLRD-81-48.” 
“B-203552”—Prelim. p. 1. Silver— Recycling. 2. Photog- 
raphy — United States — Wastes, Recovery of. I. Title. 81- 
602748 OCLC 07930641 


82-498 
GA 1.13:PLRD-81-59 
United States. General Accounting Office. 

Improved mnagement of fleet supplies and spare parts can 
save millions without affecting readiness : report to the Con- 
gress / by the Comptroller General of the United States. — 
Washington, D.C. : U.S. General Accounting Office, [1981] 
iii, 36 p. ; 28 cm. Cover title. “September 11, 1981.” 
“PLRD-81-59.” “B-204010”—Prelim. p. 1. United States. 
Navy — Supplies and stores. 2. United States. Navy — Pro- 
curement. I. Title. 81-603161 OCLC 07920034 


82-499 
GA 1.13:PLRD-81-60 
United States. General Accounting Office. 

Less costly ways to budget and provision spares for new 
weapon systems should be used : report to the Congress / by 
the Comptroller General of the United States. — Washington, 
D.C. : U.S. General Accounting Office, [1981] v, 37 p. ; 28 
cm. Cover title. “September 9, 1981.” “PLRD-81-60.” 
“B-203521”—Prelim. p. Includes bibliographical references. 
1. United States— Armed Forces — Aviation supplies and 
stores. 2. United States — Armed Forces— Weapons sys- 
tems— Maintenance and repair. I. Title. 81-603164 
OCLC 07930674 


82-500 


GA 1.22:In 3/980 


Federal information sources and systems / issued by the Comp- 


troller General. Washington, D.C. : The Comptroller : For 
sale by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 v. ; 28 cm. (Con- 

i sourcebook series ; 1980) $18.00 Began with 
1976. “PAD-80-50.” 1980. Description based on: 1980. 
Vols. for 1976 compiled by the Office of Program Analysis, 
U.S. General Accounting Office; 1977- by the Program Anal- 
ysis Division, U.S. General Accounting Office. @lItem 545- 
E S/N _ 020-000-00183-6 ISSN 0148-8724 Main series: 
Congressional sourcebook series Related records: Federal 
program evaluations ISSN 0148-8708 Related records: Re- 
curring reports to the Congress ISSN 0148-8716 1. Adminis- 
trative agencies— United States — Bibliography — Periodi- 
cals. 2. United States — Executive departments — Bibliogra- 
phy — Periodicals. 3. United States — Government publica- 
tions — Bibliography — Periodicals. I. United States. Gener- 
al Accounting Office. II. United States. General Accounting 
Office. Office of Program Analysis. Key Title: Federal in- 
formation sources & systems III. Series. [DNLM 1. Gov- 
ernment Agencies — United States — bibliography. 2. Gov- 
ernment Publications — United States — bibliography. 3. In- 
formation Services— United  States—bibliography. Z 
1223.A12 F293] Z7165.USF44 78-647191 //r81 [JK585] 
016.353 OCLC 02847138 


82-501 


GA 1.22:P 94/980 
Federal evaluations / issued by the Comptroller General. 


[Washington, D.C.] : The Comptroller : For sale by the Supt. 
of Docs., U.S. G.P.O., [1980- Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 v. ; 28 cm. (Congres- 
sional sourcebook series ; 1980) Annual $15.00 1980- 
“PAD-80-48.” 1980. @lItem 545-E S/N 020-000-00184-4 
ISSN 0277-4224 Main series: Congressional sourcebook 
series Continues: Federal program evaluations ISSN 0148- 
8708 1. Evaluation research (Social action programs) — 
United States — Directories. 2. Governmental investiga- 
tions — United States — Directories. I. United States. Gener- 
al Accounting Office. II. Series. OCLC 07018279 


82-502 


GA 1.22:R 29 


Requirements for recurring reports to the Congress : a directory 


issued by the Comptroller General. Washington : General 
Accounting Office ; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1977- U.S. General Accounting Office, Distribu- 
tion Section, Room 4427, 441 G St., Washington, DC 20548 
Superintendent of Documents, U.S. Govt. Printing Office, 
Washington, DC 20402 v. ; 28 cm. (Congressional source- 
book series) Irregular , 1980- Annual, 1977- $13.00 
1977- “PAD.” Vols. for 1977- cover the period through 
June 30, 1976- @lItem 545-E S/N 020-000-00185-2 ISSN 
0277-4496 Main series: Congressional sourcebook series 
(OCoLC)5175262 Continues: Recurring reports to the Con- 
gress ISSN 0148-8716 1. Administrative agencies — United 
States — Bibliography. 2. United States — Politics and gov- 
ernment — Directories. 3. United States —- Government pub- 
lications — Bibliography. 4. United States — Executive de- 
partments — Bibliography. I. United States. General Ac- 
counting Office. sn-81004009 OCLC 04081105 








ASSISTANT PUBLIC PRINTER 
(Superintendent of Documents) 
Government Printing Office 
Washington, DC 20402 


82-503 
GP 3.7/2:96/1 
Numerical lists and schedule of volumes of the documents and 
reports of the ... Congress, ... session / compiled under the 
direction of the Superintendent of Documents. Washington : 
The Supt. : For sale by the Supt. of Docs., U.S. G.P.O., 1981- 
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82-507 


GP 3.22/2:055/7 


United States. Superintendent of Documents. 


Mass transit. — Washington, D.C. : U.S. G.P.O., Supt. of 
Docs., [1981] 9 p. ; 27 cm.— (Subject bibliography ; SB- 
055) Caption title. “August 25, 1981.” @Item 552-A_ 1. 
Government publications — Bibliography — Catalogs. 2. 
Local transit — United States — Bibliography — Catalogs. 3. 
Urban transportation — United States — Bibliography — Cata- 
logs. I. Title. II. Series: United States. Superintendent of 
Documents. Subject bibliography ; SB-055. OCLC 07949848 


Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 82-508 
20402 v.; 23 cm. Annual $3.50 96th Congress, Ist ses- 
sion (1979-1980)- 96th Congress, Ist session, Jan. 15, 1979- 
Jan. 3, 1980. @Item 553 S/N 021-000-00107-4 Continues: 
Numerical lists and schedule of volumes of the reports and G.P.O., Supt. of Docs., [1981] 7 p. ; 26 cm.— (Subject 


documents of ... Congress 1. United States. Congress — Bib- bibliography ; SB-080) Caption title. “September 30, 1981.” 
liography — Periodicals. 2. United States — Government @ltem 552-A 1. Government publications — Bibliogra- 


publications — Bibliography — Periodicals. I. United States. phy — Catalogs. 2. Veterans— Legal status, laws, etc. — 
Superintendent of Documents. OCLC 07929780 United States — Bibliography — Catalogs. 3. Veterans — 
United States — Bibliography — Catalogs. I. Title. II. 
Series: United States. Superintendent of Documents. Subject 
bibliography ; SB-080. OCLC 07949865 


82-509 


GP 3.22/2:080/9 
United States. Superintendent of Documents. 
Veterans affairs and benefits. — Washington, D.C. : U.S. 


Subject bibliography . . . available free upon request from the 
Supt. of Docs., U.S. Govt. Print. Off. Orders must included SB 
number. 


82-504 GP 3.22/2:146/6 


GP 3.22/2:003/7 United States. Superintendent of Documents. 

United States. Superintendent of Documents. Census of manufactures. — Washington, D.C. : U.S. G.P.O., 
Highway construction, safety, and traffic. — Washington, Supt. of Docs., [1981] 11 p. ; 26 cm.— (Subject bibliogra- 
D.C. : U.S. G.P.O., Supt. of Docs., [1981] 16 p. ; 26 cm. — phy ; SB-146) Caption title. “September 30, 1981.” 
(Subject bibliography ; SB-003) Caption title. “October 19, @ltem 552-A 1. Government publications — Bibliogra- 
1981.” @Item 552-A 1. Government publications — Bib- phy — Catalogs. 2. Manufactures — Bibliography — Cata- 
liography — Catalogs. 2. Road construction — United logs. 3. United States — Manufactures — Bibliography — 
States — Bibliography — Catalogs. 3. Traffic safety — Catalogs. I. Title. II. Series: United States. Superintendent 


United States — Bibliography — Catalogs. I. Title. II. of Documents. Subject bibliography ; SB-146. OCLC 
Series: United States. Superintendent of: Documents. Subject 07949851 


bibliography ; SB-003. OCLC 07949860 
82-510 
82-505 GP 3.22/2:149/6 
United States. Superintendent of Documents. 

Census of transportation.— Washington, D.C. : U.S. 
G.P.O., Supt. of Docs., [1981] 7 p. ; 26 cm.— (Subject 
bibliography ; SB-149) Caption title. “September 30, 1981.” 
@lItem 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. Transportation— United States — Bib- 


GP 3.22/2:007/5 
United States. Superintendent of Documents. 

Soil and soil management.— Washington, D.C. : U.S. 
G.P.O., Supt. of Docs., 1981. 3 p. ; 26 cm.— (Subject 
bibliography ; SB-007) Caption title. “July 23, 1981.” 
@ltem 552-A 1. Government publications — Bibliogra- 


phy — Catalogs. 2. Soils — Bibliography — Catalogs. 3. liography — Catalogs. I. Title. II. Series: United States. Su- 
Soil management — Bibliography — Catalogs. I. Title. II. perintendent of Documents. Subject bibliography ; SB-149. 
Series: United States. Superintendent of Documents. Subject OCLC 07949922 

bibliography ; SB-007. OCLC 07909756 


82-511 
82-506 GP 3.22/2:152/6 
United States. Superintendent of Documents. 
Census of business. — Washington, D.C. : U.S. G.P.O., 

Supt. of Docs., [1980] 21 p. ; 26 cm.— (Subject bibliogra- 
G.P.O., Supt. of Docs., 1981. 10 p. ; 26 cm.— (Subject phy ; SB-152) Caption title. “September 30, 1981.” 
bibliography ; SB-012) “September 18, 1981.” @lItem 552- @ltem 552-A 1. Government publications — Bibliogra- 
A 1. Aeronautics — Law and legislation — United States — phy — Catalogs. 2. Business — Bibliography — Catalogs. 3. 
Bibliography — Catalogs. 2. Government publications — United States — Commerce — Bibliography — Catalogs. I. 
Bibliography — Catalogs. 3. United States. Federal Aviation Title. II. Series: United States. Superintendent of Docu- 
Administration — Bibliography — Catalogs. I. Title. II. ments. Subject bibliography ; SB-152. OCLC 07949891 
Series: United States. Superintendent of Documents. Subject 
bibliography ; SB-012. OCLC 07919018 


GP 3.22/2:012/12 
United States. Superintendent of Documents. 
Federal aviation regulations. — Washington, D.C. : U.S. 





General Services Administration 


82-512 82-516 
GP 3.22/2:157/6 


GS 1,25:F 31/2/draft 
United States. Superintendent of Documents. 


Draft environmental impact statement : Federal Triangle master 


Census of construction. — Washington, D.C. : U.S. G.P.O., 
Supt. of Docs., [1981] 7 p. ; 26cm.— (Subject bibliography 
; SB-157) Caption title. “September 30, 1981.” @Item 
522-A 1. Government publications — Bibliography — Cata- 
logs. 2. Construction industry — United States — Bibliogra- 
phy — Catalogs. I. Title. II. Series: United States. Superin- 
tendent of Documents. Subject bibliography ; SB-157. 
OCLC 07949874 


GENERAL SERVICES ADMINISTRATION 
Washington, DC 20405 


82-513 


GS 1.5:G 28/980 
United States. General Services Administration. Office of Gen- 
eral Counsel. 

Basic laws and authorities of the General Services Adminis- 
tration. —[Rev. ed.] —[Washington, D.C.?] : General Serv- 
ices Administration, Office of General Counsel, 1980. vii, 
396 p. ; 23 cm.— (GSA handbook) “CSL P 5000.4E”— 
Cover. Includes index. Includes bibliographical references. 
@ltem 560 1. United States. General Services Administra- 
tion. I. Title. II. Series: United States. General Services 
Administration. GSA handbook. 81-602755 OCLC 
07407445 


82-514 


GS 1.15:979 

Summary report on real property owned by 1: United States 
throughout the world as of ... / prepared by General Services 
Administration. [Washington, D.C.] : General Services Ad- 
ministration, Office of Administration, General Services Ad- 
ministration, Washington, D.C. 20405 v. ; 23 cm. Annual 
Began with 1975. 1979. G.P.O. sales statement incorrect in 
publication. Description based on: 1979. @Item 559-A 
ISSN 0145-4595 Continues: Inventory report on real proper- 
ty owned by the United States throughout the world 1. 
United States— Public buildings — Statistics — Periodicals. 
2. United States — Public lands — Statistics — Periodicals. I. 
United States General Services Administration. II. United 
States General Services Administration. Office of Administra- 
tion. Key Title: Summary report on real property owned by 
the United States throughout the world JK1613.A245 76- 
648920 //r81 333.1/0973 OCLC 02739273 


82-515 


GS 1.15/4:979 

Detailed listing of real property owned by the United States and 
used by civil agencies throughout the world as of ... [Wash- 
ington, D.C.?] : General Services Administration, Office of 
Administration, General Services Adminisration, Washing- 
ton, D.C. 20405 v. ; 28 cm. Annual Title from cover. 
1979. Description based on: 1979. @lItem 559 1. United 
States — Public buildings — Directories. 2. United States — 
Public lands — Directories. I. United States. General Serv- 
ices Administration. Office of Administration. OCLC 
07913183 


plan, Washington, D.C. / prepared by General Services Ad- 
ministration ; National Capital Planning Commission ; with 
assistance from Barton-Aschman Associates,Inc., ... [et. al.] — 
(Washington, D.C.?] : General Services Administration, Na- 
tional Capital Region, 1981. xix, 211 p. : ill. : maps, plans ; 
28 cm. “July 1981.” 1. Federal Triangle (Washington, 
D.C.) 2. Washington (D.C.)— Buildings. I. United States. 
General Services Administration. National Capital Region. 
II. United States. National Capital Planning Commission. 
III. Barton-Aschman Associates. IV. Title. V. Title: Feder- 
al Triangle master plan. 81-603028 OCLC 07932665 


NATIONAL ARCHIVES AND RECORDS 
SERVICE 
General Services Administration 
Washington, DC 20408 


82-517 


GS 4,6/2:Sm 7/917-41 


United States. National Archives and Records Service. 


Guide to the records of the Smolensk Oblast of the All- 
Union Communist Party of the Soviet Union, 1917-41. — 
Washington, D.C. : National Archives and Records Service, 
General Services Administration, 1980. xviii, 277 p. : ill. : 1 
map on end paper ; 27 cm. Includes index. @Item 569-B 
1. Communist parties— Russian S.F.S.R.— Smolenskaia 
oblast — History — Sources — Microform catalogs. 2. Smo- 
lenskaia oblast (R.S.F.S.R.)— Politics and government — 
Sources — Microform catalogs. I. Title. 81-601563 
OCLC 07013284 


FEDERAL REGISTER OFFICE 
General Services Administration 
Washington, DC 20408 


82-518 


GS 4.108:18/pt.1-149/981 


Code of federal regulations. 18, Conservation of power and 


water resources. Washington : Office of the Federal Register, 
National Archives and Records Service, General Services 
Administration : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C., 
20402 v.;24cm. Annual $8.00 $2.25 (microfiche) OCon- 
servation of power and water resources OPower and water 
resources Spine title: CFR. 18, Power and water resources 
1981, pts. 1-149. Description based on: Pts. 150 to end 
(1980). Special edition of the Federal register, containing a 
codification of documents of general applicability and future 
effect as of Apr. 1 ... with ancillaries. @lItem 572-B, ‘572-C 
(microfiche) S/N 022-003-94283-1 ; 022-003-94570-9 (micro- 
fiche) 1. Conservation of natural resources — United 
States — Periodicals. 2. Power resources — Law and legisla- 
tion — United States — Periodicals. 3. Water resources de- 
velopment — Law and legislation — United States — Periodi- 
cals. I. United States. Office of the Federal Register. 
OCLC 07220398 





Government Publications — January 1982 


82-519 82-522 


GS 4,108:18/pt.150-399/981 


GS 4,108:29/pt.100-499/981 
Code of federal regulations. 18, Conservation of power and 


Code of federal regulations. 29, Labor. Washington : Office of 


water resources. Washington : Office of the Federal Register, 
National Archives and Records Service, General Services 
Administration : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C., 
20402 v.;24cm. Annual $8.00 $2.25 (microfiche) OCon- 
servation of power and water resources OPower and water 
resources Spine title: CFR. 18, Power and water resources 
1981, pts. 150-399. Description based on: Pts. 150 to end 
(1980). Special edition of the Federal register, containing a 
codification of documents of general applicability and future 
effect as of Apr. 1 ... with ancillaries. @lItem 572-B, 572-C 
(microfiche) S/N 022-003-94284-0 ; 022-003-94571-7 (micro- 
fiche) 1. Conservation of natural resources — United 
States — Periodicals. 2. Power resources — Law and legisla- 
tion — United States — Periodicals. 3. Water resources de- 
velopment — Law and legislation — United States — Periodi- 
cals. I. United States. Office of the Federal Register. 
OCLC 07220398 


82-520 


GS 4,108:18/pt.400-end/981 

Code of federal regulations. 18, Conservation of power and 
water resources. Washington : Office of the Federal Register, 
National Archives and Records Service, General Services 
Administration : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C., 
20402 v.;24cm. Annual $7.00 $2.25 (microfiche) OCon- 
servation of power and water resources OPower and water 
resources Spine title: CFR. 18, Power and water resources 
1981, pts. 400 to end. Description based on: Pts. 150 to end 
(1980). Special edition of the Federal register, containing a 
codification of documents of general applicability and future 
effect as of Apr. 1 ... with ancillaries. @lItem 572-B, 572-C 
(microfiche) S/N 022-003-94285-8 ; 022-003-94572-5 (micro- 
fiche) 1. Conservation of natural resources — United 
States — Periodicals. 2. Power resources — Law and legisla- 
tion — United States — Periodicals. 3. Water resources de- 
velopment — Law and legislation — United States — Periodi- 
cals. I. United States. Office of the Federal Register. 
OCLC 07220398 


82-521 


GS 4,108:29/pt.0-99/981 

Code of federal regulations. 29, Labor. Washington : Office of 
the Federal Register, National Archives and Records Service, 
General Services Administration : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 v. ; 24 cm. Annual $9.50 $2.25 
(microfiche) OLabor Spine title: CFR. 29, Labor 1981, 
pts. 0-99. Description based on: Pts. 0 to 499 (1980). Spe- 
cial edition of the Federal register, containing a codification 
of documents of general applicability and future effect as of 
July 1 ... with ancillaries. @lItem 572-B, 572-C (microfiche) 
S/N  022-003-94327-7 ; 022-003-94614-4 (microfiche) 1. 
Labor laws and legislation — United States — Periodicals. I. 
United States. Office of the Federal Register. OCLC 
06273972 


the Federal Register, National Archives and Records Service, 
General Services Administration : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 v. ; 24cm. Annual $6.50 $2.25 
(microfiche) OLabor Spine title: CFR. 29, Labor 1981, 
pts. 100-499. Description based on: Pts. 0 to 499 (1980) 
Special edition of the Federal register, containing a codifica- 
tion of documents of general applicability and future effect as 
of July 1 ... with ancillaries. @lItem 572-B, 572-C (micro- 
fiche) S/N 022-003-94328-5 ; 022-003-94615-2 (microfiche) 
1. Labor laws and legislation — United States — Periodicals. 
I. United States. Office of the Federal Register. OCLC 
06273972 


82-523 


GS 4,108:29/pt.500-899/981 


Code of federal regulations. 29, Labor. Washington : Office of 


the Federal Register, National Archives and Records Service, 
General Services Administration : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 v. ; 24cm. Annual $9.00 $2.25 
(microfiche) OLabor Spine title: CFR. 29, Labor 1981, 
pts. 500-899. Description based on: Pts. 0 to 499 (1980). 
Special edition of the Federal register, containing a codifica- 
tion of documents of general applicability and future effect as 
of July 1 ... with ancillaries. @lItem 572-B, 572-C (micro- 
fiche) S/N 022-003-94329-3 ; 022-003-94616-1 (microfiche) 
1. Labor laws and legislation — United States — Periodicals. 
I. United States. Office of the Federal Register. OCLC 
06273972 


82-524 


GS 4,108:29/pt.900-1899/981 


Code of federal regulations. 29, Labor. Washington : Office of 


the Federal Register, National Archives and Records Service, 
General Services Administration : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 v. ; 24cm. Annual $6.50 $2.25 
(microfiche) OLabor Spine title: CFR. 29, Labor 1981, 
pts. 900-1899. Description based on: Pts. 0 to 499 (1980) 
Special edition of the Federal register, containing a codifica- 
tion of documents of general applicability and future effect as 
of July 1 ... with ancillaries. @lItem 572-B, 572-C (micro- 
fiche) S/N 022-003-94330-7 ; 022-003-94617-9 (microfiche) 
1. Labor laws and legislation — United States — Periodicals. 
I. United States. Office of the Federal Register. OCLC 
06273972 


82-525 


GS 4,108:29/pt.1900-1910/981 


Code of federal regulations. 29, Labor. Washington : Office of 


the Federal Register, National Archives and Records Service, 
General Services Administration : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 v. ; 24cm. Annual $9.00 $2.25 
(microfiche) OLabor Spine title: CFR. 29, Labor 1981, 
pts. 1900-1910. Description based on: Pts. 0 to 499 (1980) 
Special edition of the Federal register, containing a codifica- 
tion of documents of general applicability and future effect as 
of July 1 ... with ancillaries. @lItem 572-B, 572-C (micro- 
fiche) S/N 022-003-94331-5 ; 022-003-94618-7 (microfiche) 
1. Labor laws and legislation — United States — Periodicals. 
I. United States. Office of the Federal Register. OCLC 
06273972 
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82-526 82-530 
GS 4,108:29/pt.1911-1919/981 

Code of federal regulations. 29, Labor. Washington : Office of 

the Federal Register, National Archives and Records Service, 


GS 4,108:36/pt.1-199/981 
Code of federal regulations. 36, Parks, forests, and public prop- 


General Services Administration : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 v. ; 24 cm. Annual $6.00 $2.25 
(microfiche) OLabor Spine title: CFR. 29, Labor 1981, 
pts. 1911-1919. Description based on: Pts. 0 to 499 (1980) 
Special edition of the Federal register, containing a codifica- 
tion of documents of general applicability and future effect as 
of July 1 ... with ancillaries. @lItem 572-B, 572-C (micro- 
fiche) S/N 022-003-94332-2 ; 022-003-94619-5 (microfiche) 
1. Labor laws and legislation — United States — Periodicals. 
I. United States. Office of the Federal Register. OCLC 
06273972 


82-527 


GS 4.108:31/pt.200-end/981 
United States. Dept. of the Treasury. 

Code of federal regulations. 31, Money and finance, treas- 
ury. Washington : Office of the Federal Register, National 
Archives and Records Service, General Services Administra- 
tion : For sale by the Supt. of Docs., U.S. G.P.O., Supt. of 
Docs., U.S. Govt. Print. Off., Washington, D.C., 20402 v. ; 
24 cm. Annual $8.00 $2.25 (microfiche) OMoney and fi- 
nance, treasury Spine title: CFR. 31, Money and finance, 
treasury 1981, pts. 200 to end. Description based on: Pt. 
200 to end (1980). Special edition of the Federal register, 
containing a codification of documents of general applicability 
and future effect as of July 1 ... with ancillaries. @lItem 572- 
B, 572-C (microfiche) S/N 022-003-94337-4 ; 022-003-94624- 
1 (microfiche) 1. Finance, Public — Law and legislation — 
United States — Periodicals. I. United States. Office of the 
Federal Register. II. Title. OCLC 07220656 


82-528 


GS 4,108:32/pt.400-699/981 

Code of federal regulations. 32, National defense. Washington : 
Office of the Federal Register, National Archives and Re- 
cords Service, General Services Administration : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 v. ; 24 cm. Annual 
$10.00 $2.25 (microfiche) ONational defense Spine title: 
CFR. 32, National defense 1981, pts. 400-699. Description 
based on: Pts. 40 to 399 (1980) Special edition of the Federal 
register, containing a codification of documents of general 
applicability and future effect as of July 1 ... with ancillaries. 
@ltem 572-B, 572-C (microfiche) S/N 022-003-94342-1 ; 
022-003-94629-2 (microfiche) 1. United States — Defenses — 
Periodicals. I. United States. Office of the Federal Register. 
OCLC 07525764 


82-529 


GS 4,108:32/pt.1000-end/981 

Code of federal regulations. 32, National defense. Washington : 
Office of the Federal Register, National Archives and Re- 
cords Service, General Services Administration : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 v. ; 24 cm. Annual 
$7.00 $2.25 (microfiche) ONational defense Spine title: 
CFR. 32, National defense 1981, pts. 1000 to end. Descrip- 
tion based on: Pts. 40 to 399 (1980) Special edition of the 
Federal register, containing a codification of documents of 
general applicability and future effect as of July 1 ... with 
ancillaries. @lItem 572-B, 572-C (microfiche) S/N 022-003- 
94345-5 ; 022-003-94632-2 (microfiche) 1. United States — 
Defenses — Periodicals. I. United States. Office of the Fed- 
eral Register. OCLC 07525764 
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erty. Washington : Office of the Federai Register, National 
Archives and Records Service, General Services Administra- 
tion : For sale by the Supt. of Docs., U.S. G.P.O., Supt. of 
Docs., U.S. Govt. Print. Off., Washington, D.C. 20402  v. ; 
24 cm. Annual $6.50 $2.25 (microfiche) OParks, forests, 
and public property Spine title: CFR. 36, Parks, forests, and 
public property 1981, pts. 1 to 199. Description based on: 
1980. Special edition of the Federal register, containing a 
codification of documents of general applicability and future 
effect as of July 1 ... with ancillaries. @lItem 572-B, 572-C 
(microfiche) S/N 022-003-94351-0 ; 022-003-94638-1 (micro- 
fiche) 1. National parks and reserves — United States — Per- 
iodicals. 2. Forestry law and legislation — United States — 
Periodicals. 3. United States— Government property — 
Periodicals. I. United States. Office of the Federal Register. 
OCLC 07511131 


82-531 


GS 4,108:38/pt.18-end/981 


United States. Veterans Administration. 


Code of Federal regulations. 38, Pensions, bonuses, and 
veterans’ relief. Washington : Office of the Federal Register, 
National Archives and Records Service, General Services 
Administration : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C., 
20402 v.; 24cm. Annual $7.00 $2.25 (microfiche) OPen- 
sions, bonuses, and veterans’ relief Spine title: CFR. 38, Pen- 
sions, bonuses, and veterans’ relief 1981, pts. 18 toend. De- 
scription based on: 1980. Special edition of the Federal reg- 
ister, containing a codification of documents of general appli- 
with ancillaries. 


cability and future effect as of July 1 ... 
@ltem 572-B, 572-C (microfiche) S/N 022-003-94355-2 ; 
022-003-94642-0 (microfiche) 1. Veterans — Legal status, 
laws, etc.— United States — Periodicals. I. United States. 
Office of the Federal Register. II. Title. OCLC 07266033 


82-532 


GS 4.108:41/chap.1-2/981 


Code of federal regulations. 41, Public contracts and property 


management. Washington : Office of the Federal Register, 
National Archives and Records Service, General Services 
Administration : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 
20402 v. ; 24 cm. Annual $7.50 $2.25 (microfiche) 
OPublic contracts and property management Spine title: 
CFR. 41, Public contracts and property management 1981, 
Chap. 1 (1-11 to appendix); Chap. 2 is reserved. Description 
based on: Chapters 3 to 6 (1980). Special edition of the 
Federal register, containing a codification of documents of 
general applicability and future effect as of July 1 ... with 
ancillaries. @lItem 572-B, 572-C (microfiche) S/N 022-003- 
94367-6 ; 022-003-94654-3 (microfiche) 1. Government pur- 
chasing — United States — Periodicals. 2. Public contracts — 
United States— Periodicals. 3. United States — Govern- 
ment property — Periodicals. I. United States. Office of the 
Federal Register. OCLC 07263001 





/82-533 


GS 4,108:41/chap.7/981 

Code of federal regulations. 41, Public contracts and property 
management. Washington : Office of the Federal Register, 
National Archives and Records Service, General Services 
Administration : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 
20402 v. ; 24 cm. Annual $5.25 $2.25 (microfiche) 
OPublic contracts and property management Spine title: 
CFR. 41, Public contracts and property management 1981, 
chap. 7. Description based on: Chapters 3 to 6 (1980). Spe- 
cial edition of the Federal register, containing a codification 
of documents of general applicability and future effect as of 
July 1 ... with ancillaries. @lItem 572-B, 572-C (microfiche) 
S/N 022-003-94369-2 ; 022-003-94656-0 (microfiche) 1. Gov- 
ernment purchasing — United States — Periodicals. 2. Public 
contracts — United States — Periodicals. 3. United States — 
Government property — Periodicals. I. United States. 
Office of the Federal Register. OCLC 07263001 


82-534 


GS 4,108:41/chap.10-17/981 

Code of federal regulations. 41, Public contracts and property 
management. Washington : Office of the Federal Register, 
National Archives and Records Service, General Services 
Administration : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 
20402 v. ; 24 cm. Annual $7.50 $2.25 (microfiche) 
OPublic contracts and property management Spine title: 
CFR. 41, Public contracts and property management 1981, 
chap. 10 to 17. Description based on: Chapters 3 to 6 (1980). 
Special edition of the Federal register, containing a codifica- 
tion of documents of general applicability and future effect as 
of July 1 ... with ancillaries. @lItem 572-B, 572-C (micro- 
fiche) S/N 022-003-94372-2 ; 022-003-94659-4 (microfiche) 
1. Government purchasing — United States — Periodicals. 2. 
Public contracts — United States — Periodicals. 3. United 
States— Government property — Periodicals. I. United 
States. Office of the Federal Register. OCLC 07263001 


82-535 


GS 4.108:41/chap.102-end/981 

Code of federal regulations. 41, Public contracts and property 
management. Washington : Office of the Federal Register, 
National Archives and Records Service, General Services 
Administration : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 
20402 v. ; 24 cm. Annual $7.00 $2.25 (microfiche) 
OPublic contracts and property management Spine title: 
CFR. 41, Public contracts and property management 1981, 
ch. 102-end. Description based on: Chapters 3 to 6 (1980) 
Special edition of the Federal register, containing a codifica- 
tion of documents of general applicability and future effect as 
of July 1 ... with ancillaries. @lItem 572-B, 572-C (micro- 
fiche) S/N 022-003-94378-1 ; 022-003-94665-9 (microfiche) 
1. Government purchasing — United States — Periodicals. 2. 
Public contracts— United States — Periodicals. 3. United 
States— Government property — Periodicals. I. United 
States. Office of the Federal Register. OCLC 07263001 
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PUBLIC LAWS 


82-536 
GS 4,110:96-384 
United States. 

[Act to Change the Name of Aubrey Lake, Texas, to Ray 
Roberts Lake] An Act to Change the Name of Aubrey 
Lake, Texas, to Ray Roberts Lake. —[Washington, D.C. : 
U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1980] 
[1] leaf ; 24 cm. “Public Law 96-384.” “94 STAT. 1527.” 
“Oct. 6, 1980, (H.R. 8024)” @lItem 575 S/N 022-003- 
92552-0 @ GPO $1.50 1. Ray Roberts Lake (Tex.) IL 
Title. OCLC 07899976 


82-537 
GS 4.110:96-585 
United States. 

[Act to Designate Certain Lands of the Fire Island National 
Seashore as the “Otis Pike Fire Island High Dune Wilder- 
ness”, and for Other Purposes] An Act to Designate Certain 
Lands of the Fire Island National Seashore as the “Otis Pike 
Fire Island High Dune Wilderness”, and for Other Pur- 
poses. — [Washington, D.C. : U.S. G.P.O. : Supt. of Docs., 
U.S. G.P.O., distributor, 1981] [2] p.; 24cm. Caption title. 
“Public Law 96-585.” “94 STAT. 3379.” “Dec. 23, 1980, 
(HLR. 7814).” @lItem 575 S/N 022-003-92753-1 @ GPO 
$1.00 1. Fire Island National Seashore (N.Y.) 2. Otis Pike 
Fire Island High Dune Wilderness (N.Y.) I. Title. OCLC 
07899911 


82-538 
GS 4.113:979/bk.2 
GS 4.113:980-981/bk.1 
United States. President. 

Public papers of the presidents of the United States. Wash- 
ington : Office of the Federal Register, National Archives and 
Records Service, General Services Administration : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C., 20402 v. : col. ill, 
ports. ; 26cm. Annual $23.00 (1979/bk.2) $21.00 (1980-81/ 
bk.1) Began with 1957. Bk. II, Jimmy Carter, June 23 to 
Dec. 31, 1979; bk. I, Jimmy Carter, Jan. 1 to May 23, 1980. 
Description based on: Bk. II (June 23 to Dec. 31, 1979) 
@ltem 574-A S/N 022-003-01036-0 (1979/bk.2) ; 022-003- 
01079-3 (1980-81/bk.1) 1. Presidents — United States — Mes- 
sages — Periodicals. 2. Presidents— United States — Press 
conferences — Periodicals. 3. United States— Politics and 
government — Sources — Periodicals. 4. Carter, Jimmy, 
1924- I. United States. Office of the Federal Register. II. 
Title. OCLC 01198154 


82-539 
GS 4.119:980-81 
United States. Office of the Federal Register. 

United States directory of federal regional structure. Wash- 
ington, D.C. : Office of the Federal Register, National Ar- 
chives and Records Service, General Services Administration 
; For sale by the Supt. of Docs., U.S. G.P.O. Supt. of Docs., 
U.S. Govt. Print. Off., Washington, D.C. 20402 v. : maps ; 
24-28 cm. Annual $3.75 Began with 1979. Other title: 
Directory of federal regional structure 1980-1981. Descrip- 
tion based on: 1980-1981. @Item 573-B S/N 022-003- 
01061-1 Continues: United States. Office of the Federal Reg- 
ister. Directory of federal regional structure 1. Government 
executives — United States — Directories. 2. United 
States — Executive departments— Directories. I. Title. 
[DNLM 1. Government Agencies — United States — directo- 
ries. JK 404 US8] OCLC 06922593 
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Health and Human Services DEPT. 


HEALTH AND HUMAN SERVICES DEPT. 
Washington, DC 20201 


82-540 


HE 1.57:8/980 

Financial assistance by geographic area. Region VIII, Denver, 
Colorado / U.S. Department of Health and Human Services. 
[Washington, D.C.?] : Office of the Assistant Secretary for 
Management and Budget, Deputy Assistant Secretary, Fi- 
nance, Region VIII, Federal Office Bldg., 19th and Stout 
Sts., Denver Colo. 80202 v. : ill. ; 27 cm. (-1979, DHEW 
publications ; no. (OS)) (DHHS publications ; no. (OS) 80-12) 
Annual Description based on: Fiscal year 1980. Report 
covers fiscal year 1980. Vols. for 19 -1979 issued by the 
Dept. of Health, Education, and Welfare, Office of the Assist- 
ant Secretary, Comptroller. @lItem 444-M-8 ISSN 0192- 
6578 Main series: DHEW publication ; no. (OS) Main 
series: DHHS publication ; no. (OS) 1. Economic assistance, 
Domestic — Rocky Mountains region — Statistics — Periodi- 
cals. 2. Grants-in-aid — Rocky Mountains region — Statis- 
tics — Periodicals. I. United States. Dept. of Health and 
Human Services. II. United States. Dept. of Health and 
Human Services. Deputy Assistant Secretary, Finance. III. 
United States. Dept. of Health, Education, and Welfare. 
Office of the Assistant Secretary, Comptroller. IV. Series: 
DHEW publication ; no. (OS) V. Series: DHHS publication 
; no. (OS) 80-12. HC107.A1713P638 79-643094 //r812 
336.1/85 OCLC 05039277 


82-541 


HE 1.57:10/980 

Financial assistance by geographic area. Region X, Seattle, 
Washington / U.S. Department of Health and Human Serv- 
ices. [Washington, D.C.?] : Office of the Assistant Secretary 
for Management and Budget, Deputy Assistant Secretary, Fi- 
nance, Region X, Arcade Plaza Bldg., 1321 Second Ave., 
Seattle, Wash. 98101 v. : ill. ; 27 cm. (-1979, DHEW publi- 
cations ; no. (OS)) (DHHS publications ; no. (OS) 80-12) 
Annual Description based on: Fiscal year 1980. Report 
covers fiscal year 1980. Vols. for 19 -1979 issued by the 
Depi. of Health, Education, and Welfare, Office of the Assist- 
ant Secretary, Comptroller. @lItem 444-M-10 ISSN 0192- 
6608 Main series: DHEW publication ; no. (OS) Main 
series: DHHS publication ; no. (OS) 1. Economic assistance, 
Domestic — Northwest, Pacific — Statistics — Periodicals. 2. 
Grants-in-aid — Northwest, Pacific — Statistics — Periodicals. 
I. United States. Dept. of Health and Human Services. II. 
United States. Dept. of Health and Human Services. Deputy 
Assistant Secretary, Finance. III. United States. Dept. of 
Health, Education, and Welfare. Office of the Assistant Secre- 
tary, Comptroller. IV. Series: DHEW publication ; no. (OS) 
V. Series: DHHS publication ; no. (OS) 80-12. 
HC107.A1453P638 79-643095 //81 336.1/85 OCLC 
05039321 


SOCIAL SECURITY ADMINISTRATION 
Health, Education, and Welfare Dept. 
Baltimore, MD 21235 


82-542 


HE 3.2:W 45/5 
National Workshop on Welfare Research and Statistics (20th : 
1980 : Madison, Wis.) 
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Proceedings, 20th National Workshop on Welfare Research 
and Statistics : Madison, Wisconsin, July 27-30, 1980. — 
(Washington, D.C.?] : U.S. Dept. of Health and Human Serv- 
ices, Social Security Administration, Office of Policy, Office 
of Research and Statistics, [19807] vii, 437 p. : ill. ; 28 cm. — 

(SSA publication ; no. 13-11979) “Theme : a view toward 
the 80’s”—Cover. “August, 1980.” Includes bibliographies. 
1. Public welfare — United States — Congresses. 2. Social 
security — United States— Congresses. I. United States. 
Social Security Administration. Office of Research and Statis- 
tics. II. Title. III. Title: Theme: a view toward the 80's. 
IV. Series: DHHS publication ; no. (SSA) 13-11979. 81- 
602332 OCLC 07471927 


82-543 


HE 3.38:R 31/4/937-80 


Four decades of international social security research : a bibliog- 


raphy of studies by the Social Security Administration, 1937- 
80. — Washington, D.C. : U.S. Dept. of Health and Human 
Services, Social Security Administration, Office of Policy, 
Office of Research and Statistics : For sale by the Supt. of 
Docs., U.S. G.P.O., 1981. vi, 68 p. ; 23 cm. — (SSA publi- 
cation ; no. 13-11733) “April 1981.” @Item 516-B S/N 
017-070-00368-1 @ GPO $4.75 1. Social security — Bib- 
liography. I. United States. Social Security Administration. 
Office of Research and Statistics. II. Series: DHHS publica- 
tion ; no. (SSA) 13-11733. 81-600023 OCLC 07956450 


EDUCATION OFFICE 
Health, Education, and Welfare Dept. 
Washington, DC 20202 


82-544 


HE 19,102:Em 7 


Booth, David B. 


The role of non-academic employment in the education of 
graduate students and faculty : strengthening academic and 
professional culture / David B. Booth. — Washington, D.C. : 
Office of Career Education, U.S. Office of Education, 1981. 
viii, 45 p. : ill. ; 28cm. “September 1979.” Bibliography: p. 
45. @Item 461 1. Career education. 2. College gradu- 
ates — Employment — United States. 3. Personnel service in 
higher education — United States. I. United States. Office of 
Career Education. II. Title. 81-602574 OCLC 07746488 


NATIONAL INSTITUTES OF HEALTH 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


82-545 


HE 20,3002:R 11/6 


Wyman, June R. 


Radial keratotomy : an explanation for study patients / 
[Prepared by the Office of Scientific Reporting, National Eye 
Institute; June R. Wyman] — Bethesda, Md. : U.S. Dept. of 
Health and Human Services, Public Health Service, National 
Institutes of Health, 1981. 15 p. : ill. ; 23 cm.— (NIH 
publication ; no. 81-2387) @lItem 507 1. Keratotomy, 
Radial. 2. Eye — Refractive errors — Surgery. I. National 
Eye Institute. Office of Scientific Reporting. II. Title. III. 
Series: DHHS publication ; no. (NIH) 81-2387. OCLC 
07784860 
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NATIONAL CANCER INSTITUTE 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


NATIONAL INSTITUTE ON AGING 
Health, Education, and Welfare Dept. 


Bethesda, MD 20014 
82-546 82-549 
HE 20,3152:D 56/5/sum. 
United States. Office of the Assistant Secretary for Health and 
Surgeon General. DES Task Force. 


HE 20,3851:980 
National Institute on Aging. 


DES Task Force summary report, September 21, 1978 / 
submitted by Diane J. Fink on behalf of the members/consult- 
ants DES Task Force. — Repr. Oct. 1980. — [Bethesda, Md.?] 
: U.S. Dept. of Health and Human Services, Public Health 
Service, National Institutes of Health, 1980. 2, 68 leaves ; 28 
cm.— (NIH publication ; no. 81-1688) “National Cancer 
Institute”—Prelim. leaf 1. Includes bibliographical refer- 
ences. @Item 507-G-2 1. Diethylstilbestrol — Side effects. 
I. Fink, Diane J. II. National Institutes of Health (U.S.) 
III. National Cancer Institute (U.S.) IV. Title. V. Series: 
DHHS publication ; no. (NIH) 81-1688. [DNLM 1. Abnor- 
malities, Drug-Induced 2. Diethylstilbestrol— adverse ef- 
fects 3. Drug Therapy—in pregnancy 4. Neoplasms — 
chemically induced WP 522 D44ld_ 1978a] OCLC 
07741456 


Annual report / National Institute on Aging. Bethesda, MD 
: The Institute, National Institute on Aging, NIH, Bethesda, 
MD 20205 v.; 28cm. Annual Oct. 1, 1979 through Sept. 
30, 1980- Spine title: NIA annual report Oct. 1, 1979 
through Sept. 30. 1980. @lItem 447-A-10 Continues: Na- 
tional Institute on Aging. NIA annual report ISSN 0192-7744 
1. National Institute on Aging — Periodicals. 2. Aging — 
Research — Periodicals. 3. Gerontology — Periodicals. I. 
Title. HV1457.N37a 81-641894 353.0084/6/06 OCLC 
07407353 


FOOD AND DRUG ADMINISTRATION 
Health, Education, and Welfare Dept. 
Rockville, MD 20857 


82-547 
HE 20.3166:P 94 62-550 

National Cancer Institute research report : cancer of the prost- 
sate. — [Bethesda, Md.] : Dept. of Health, Education, and 


HE 20.4002:D 84/9 
International Conference of Drug Registration Authorities (st : 


Welfare, Public Health Service, National Institutes of Health, 
1981. 14 p. ; 28 cm.— (NIH publication no. 81-528) Cap- 
tion title. “May 1981.” Bibliography: p. 14. @lItem 507-V 
1. Prostate gland— Cancer. I. National Cancer Institute 
(U.S.) Il. National Institutes of Health (U.S.) III. Title: 
Cancer of the prostate. IV. Series: DHHS publication ; no. 
(NIH) 81-528. OCLC 07958402 


NATIONAL HEART, LUNG, AND BLOOD 
INSTITUTE 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


82-548 


HE 20.3202:Ap 3 
Conference on Aplastic Anemia: A Stem Cell Disease (1979 : 
San Francisco, Calif.) 

Proceedings of the Conference on Aplastic Anemia—a 
Stem Cell Disease : June 17-19, 1979, Jack Tar Hotel, San 
Francisco, California / sponsored by the National Heart, 
Lung, and Blood Institute and the National Institute of Ar- 
thritis, Metabolism, and Digestive Diseases, the Hematology 
Study Section,the Fogarty International Center, National In- 
stitutes of Health ; edited by Alan S. Levine. — Bethesda, 
Md. : U.S. Dept. of Health and Human Services, Public 
Health Service, National Institutes of Health, 1981. xi, 310 p. 
: ill. ; 28 cm.— (NIH publication ; no. 81-1008) “Division 
of Blood Diseases and Resources, The National Heart, Lung, 
and Blood Institute.” “June 1981.” Includes bibliographical 
references. @lItem 507-E-1 (microfiche) 1. Aplastic anemia. 
I. Levine, Alan S. II. National Heart, Lung, and Blood 
Institute. III. National Institute of Arthritis, Metabolism, and 
Digestive Diseases. IV. National Institutes of Health (U.S.). 
Hematology Study Section. V. John E. Fogarty Internation- 
al Center for Advanced Study in the Health Sciences. VI. 
National Heart, Lung, and Blood Institute. Division of Blood 
Diseases and Resources. VII. Title. VIII. Series: DHHS 
publication ; no. (NIH) 81-1008. 81-602778 OCLC 
07930166 


1980 : Annapolis, Md.) 

Proceedings of the International Conference of Drug Regis- 
tration Authorities / co-sponsored by the U.S. Food and 
Drug Administration and the World Health Organization, Oc- 
tober 28-31, 1980, Annapolis, Maryland. — [Rockville, Md.] : 
The Administration, 1981. xii, 95 p. : ill. ; 28 cm. 1. Phar- 
maceutical policy — Congresses. 2. Pharmaceutical policy — 
United States— Congresses. 3. Drugs— Congresses. 4. 
Drugs — United States — Congresses. I. United States. Food 
and Drug Administration. II. World Health Organization. 
III. Title. 81-603185 OCLC 07851521 


RADIOLOGICAL HEALTH BUREAU 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


82-551 


HE 20.4120/2:Ed 8/3 


Pijar, Mary Lou. 


Source book of educational materials for nuclear medicine 
/ compiled by Mary Lou Pijar, Jeannine T. Lewis. — Rock- 
ville, Md. : U.S. Dept. of Health and Human Services, Public 
Health Service, Food and Drug Administration, Bureau of 
Radiological Health ; [Washington, D.C. : Supt. of Docs., 
U.S. G.P.O., distributor], 1981. vi, 141 p. ; 28 cm.— (HHS 
publication ; no. FDA 81-8175) “Division of Training and 
Medical Applicatons.” “August 1981.” @lItem 498-B-13 
S/N 017-015-00199-7 @ GPO $6.50 1. Nuclear medicine — 
Bibliography. 2. Diagnosis, Radioscopic — Bibliography. 
I. Lewis, Jeannine T. II. United States. Bureau of Radiologi- 
cal Health. III. United States. Bureau of Radiological 
Health. Division of Training and Medical Applications. IV. 
Title. V. Series: DHHS publication ; no. (FDA) 81-8175. 
OCLC 07839219 





Indian Health Service — Health, Education, and Welfare Dept. 


INDIAN HEALTH SERVICE 82-555 
Health, Education, and Welfare Dept. O’Brien, Dennis M. 


Washington, DC 20910 An evaluation of engineering control technology for spray 
82-552 painting / Dennis M. O’Brien, Donald E. Hurley. — Cincin- 
HE 20.5302:N 93/2 nati, Ohio : U.S. Dept. of Health and Human Services, Public 
Opportunities in nursing / Indian Health Service-Aberd Health Service, Centers for Disease Control, National Insti- 
Area. —[Washington, D.C.?] : U.S. Public Health Service, tute for Occupational Safety and Health, Division of Physical 
Indian Health Service, [1980] [16] p. : ill, 1 map ; 28 cm. Sciences and Engineering ; Washington, D.C. : For sale by 
Cover title. Editor: Beth Lee. Photographer: Richard A. the Supt. of Docs., U.S. G.P.O., 1981. 174 p. in various 
Oge. “Aberdeen Area Professional Staff’—P. 3 of cover. pagings : ill. ; 28 cm.— (NIOSH technical report) (OHHS 
@ltem 486-I-2 1. United States. Indian Health Service. Ab- (NIOSH) publication ; no. 81-121) “June 1981.” Includes 
erdeen Area. 2. Public health nursing — Middle West. 3. bibliographical references. @Item 499-F-6 S/N 017-033- 
Indians of North America— Middle West — Medical care. 00383-1 @ GPO $7.00 1. Spray painting. 2. Industrial hy- 
I. Lee, Beth. II. Oge, Richard A. III. United States. Indian giene— United States. 3. Occupational diseases — United 
Health Service. Aberdeen Area. OCLC 07909491 States. I. Hurley, Donald E. II. National Institute for Oc- 
cupational Safety and Health. Division of Physical Sciences 
and Engineering. III. Title. IV. Series. V. Series: DHHS 
publication ; no. (NIOSH) 81-121. OCLC 07956501 


HE 20.7111/2:P 16 


HEALTH PLANNING Education, and Welfare 
Dept. 
Bethesda, MD 20014 NATIONAL INSTITUTE OF MENTAL 
82-553 HEALTH 
HE 20,.6110/3:18 Health, Education, and Welfare Dept. 


Purdom, P. Walton, 1917- Rockville, MD 20857 
Health planning related to environmental factors : prelimi- 
nary technical guidelines / prepared by P.W. Purdom, Robert 82-556 
E. Laessig, Adele Hebb. — [Hyattsville, Md.?] : U.S. Dept. of 
Health and Human Services, Public Health Service, Health 


HE 20.8102:R 31/5 
Risk factor research in the major mental disorders : proceedings 


Resources Administration, Bureau of Health Planning ; Wash- 
ington, D.C. : For sale by the Supt. of Docs., U.S. G.P.O. ; 
Springfield, Va. : National Technical Information Service, 
[distributor], 1980. x, 159 p. : ill. ; 28 cm.— (Health plan- 
ning methods and technology series ; no. 18) (DHHS publica- 


of a conference, April 3-4, 1980 / edited by Darrel A. Regier 
and Gordon Allen. — Rockville, Md. : U.S. Dept. of Health 
and Human Services, Public Health Service, Alcohol, Drug 
Abuse, and Mental Health Administration, National Institute 
of Mental Health, Division of Biometry and Epidemiology ; 


tion ; no. (HRA) 80-14023) “August 1980.” Bibliography: [Washington, D.C. : Supt. of Docs., U.S. G.P.O., distributor], 
p. 136-140. “HRP-0101801.” “Contract No. HRA-230-76- 1981. xii, 209 p. : ill. ; 26 cm.— (DHHS publication ; no. 
0247.” @Item 509-A-6 S/N 017-022-00712-6 @ GPO (ADM) 81-1068) Includes index. Includes bibliographies. 
$6.50 1. Environmental health— United States — Planning. S/N 017-024-01080-4 @ GPO $7.50 1. Mental health — 
I. Laessig, Robert E. II. Hebb, Adele. III. United States. United States — Congresses. I. Regier, Darrel A. II. Allen, 
Bureau of Health Planning. IV. Title. V. Series. VI. Gordon, 1919- III. National Institute of Mental Health 
Series. OCLC 07893085 (U.S.). Division of Biometry and Epidemiology. IV. Series. 
81-602892 OCLC 07913990 


NATIONAL INSTITUTE FOR 82-557 
OCCUPATIONAL SAFETY AND HEALTH 
Health, Education, and Welfare Dept. 
Rockville, MD 20857 


HE 20.8110/2:CN/2 
Rosenstein, Marilyn. 

Characteristics of admissions to selected mental health facil- 
ities, 1975 : an annotated book of charts and tables / Marilyn 
82-554 J. Rosenstein, Laura J. Milazzo-Sayre.— Rockville, Md. 
HE 20.7102:N 69/3 (5600 Fishers Lane, Rockville, Md. 20857) : U.S. Dept. of 
Industrial noise (581) / Division of Training and Manpower Health and Human Services, Public Health Service, Alcohol, 
Development. — Repr. Mar. 1981. — Cincinnati, Ohio : U.S. Drug Abuse, and Mental Health Administration, National In- 
Dept. of Health and Human Services, Public Health Service, stitute of Mental Health, Division of Biometry and Epidemio- 
Centers for Disease Control, National Institute for Occupa- logy, Survey and Reports Branch, 1981. xii, 152 p. : ill. ; 26 
tional Safety and Health, 1981. v, 141 p. : ill. ; 28 cm. cm.— (Mental health service system reports. Series CN, 
Cover title: 581 Industrial Noise. Includes bibliographical Mental health national statistics ; no. 2) (DHHS publication ; 
references. @Item 499-F-2 1. Industrial noise — United no. (ADM) 81-1005) Includes bibliographical references. 1. 
States — Programmed instruction. I. National Institute for Mental health facilities United States — Utilization. 2. 
Occupational Safety and Health. Division of Training & Man- Community mental health services — United States — Utiliza- 
power Development. II. Title. OCLC 07909441 tion. I. Milazzo-Sayre, Laura J. II. National Institute of 
Mental Health (U.S.). Division of Biometry and Epidemio- 
logy. Survey and Reports Branch. III. Title. IV. Series. 

V. Series. 81-603141 OCLC 07917541 
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HE 20.8110/2:EN/1 

Economics and mental health / edited by Thomas G. McGuire 
and Burton A. Weisbrod. — Rockville, Md. : U.S. Dept. of 
Health and Human Services, Public Health Service, Alcohol, 
Drug Abuse, and Mental Health Administration, National In- 
stitute of Mental Health, Division of Biometry and Epidemio- 
logy ; [Washington, D.C. : Supt. of Docs., U.S. G.P.O., 
distributor], 1981. vi, 98 p. : ill. ; 23 cm.— (Mental health 
service system reports. Series EN, Mental health economics ; 
no. 1) (DHHS publication ; no. (ADM) 81-1114) “This pub- 
lication is the product of a conference held in Bethesda, 
Maryland, December 13-14, 1979"—T. p. verso. Includes 
bibliographical references. S/N 017-024-01078-2 @ GPO 
$4.50 1. Federal aid to community mental health services — 
United States. 2. Mental health services — United States — 
Finance. I. McGuire, Thomas, 1950- II. Weisbrod, Burton 
Allen, 1931- III. National Institute of Mental Health (U.S.). 
Division of Biometry and Epidemiology. IV. Series. V. 
Series. 81-602463 OCLC 07930297 


NATIONAL INSTITUTE ON DRUG ABUSE 
Health, Education, and Welfare Dept. 
Rockville, MD 20857 


82-559 


HE 20.8216:35 

Demographic trends and drug abuse, 1980-1995 / editor, Louise 
G. Richards. — Rockville, Md. : U. S. Dept. of Health and 
Human Services, Public Health Service, Alcohol, Drug 
Abuse, and Mental Health Administration, National Institute 
on Drug Abuse, Division of Research ; Washington, D.C. : 
For sale by the Supt. of Docs., U.S. G.P.O., 1981. x, 102 p. : 
ill. ; 23 cm.— (NIDA research monograph ; 35) (DHHS 
publication ; no. (ADM) 81-1069) “May 1981.” Bibliogra- 
phy: p. 70-80 @lItem 498-C-10 S/N 017-024-01087-1 @ 
GPO $4.50 1. Drug abuse — United States — Statistics. 2. 
Drug abuse, Prediction of. I. Richards, Louise G. II. Na- 
tional Institute on Drug Abuse. Division of Research. III. 
Series. IV. Series. 81-600065 OCLC 07864835 


82-560 


HE 20.8217/3:Em 7 

Employment related services in drug treatment programs. — 
Rockville, Md. : U.S. Dept. of Health and Human Services, 
Public Health Service, Alcohol, Drug Abuse, and Mental 
Health Administration, 1981. v, 22 p. ; 26cm. — (Treatment 
research report) (DHHS publication ; no. (ADM) 81-1144) 
Cover title. ‘National Institute on Drug Abuse.” Bibliogra- 
phy: p. 21-22. @Item 467-A-7 1. Drugs and employment — 
United States. I. United States. Alcohol, Drug Abuse, and 
Mental Health Administration. II. National Institute on 
Drug Abuse. III. Series. IV. Series. 81-603378 OCLC 
07930732 


NATIONAL INSTITUTE ON ALCOHOL 
ABUSE AND ALCOHOLISM 
Health, Education, and Welfare Dept. 
Rockville, MD 20857 


82-561 


HE 20.8302:H 62 
National Hispanic Conference on Alcoholism. 
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Proceedings of the National Hispanic Conference on Alco- 
holism, sponsored by the National Institute on Alcohol Abuse 
and Alcoholism, September 7-10, 1980, San Antonio, 
Texas. — [Rockville, Md.?] : U.S. Dept. of Health and Human 
Services, Public Health Service, Alcohol, Drug Abuse, and 
Mental Health Administration, 1981. x, 64 p. ; 23 cm.— 
(DHHS publication ; no. (ADM) 81-1130) Cover title: Alco- 
holism and the Hispanic, a mutual concern. Includes biblio- 
graphical references. 1. Hispanic Americans — United 
States — Alcohol use — Congresses. I. United States. Alco- 
hol, Drug Abuse, and Mental Health Administration. II. Na- 
tional Institute on Alcohol Abuse and Alcoholism (U.S.) _ III. 
Title. IV. Title: Alcoholism and the Hispanic, a mutual con- 
cern. V. Series. 81-603088 OCLC 07930474 


82-562 


HE 20.8302:M 31 


NIAAA manpower report : data from the September 30, 1980 


National Drug and Alcoholism Treatment Utilization Survey 
(NDATUS). — Rockville, Md. : U.S. Dept. of Health and 
Human Services, Public Health Service, Alcohol, Drug 
Abuse, and Mental Health Administration, National Institute 
on Alcohol Abuse and Alcoholism, 1981. x, 58, [31] p. : ill. ; 
28 cm. Cover title: National Drug and Alcoholism Treat- 
ment Utilization Survey. “July 1981.” “Produced under 
contract no. 271-79-5802”—P. ii Includes bibliographical ref- 
erences. 1. Alcoholism — Treatment — United States. 2. 
Drug abuse — Treatment — United States. 3. Medical per- 
sonnel — United States. I. National Institute dn Alcohol 
Abuse and Alcoholism (U.S.) II. Title: National Drug and 
Alcoholism Treatment Utilizaton Survey. %1-603137 
OCLC 07913882 


82-563 


HE 20.8315:5 


Evaluation of the alcoholic : implications for research, theory, 


and treatment : proceedings of a conference, October 12-13, 
1979, Farmington, Connecticut / sponsored by the Alcohol 
Research Center of the University of Connecticut Health 
Center and the National Research Centers Branch, NIAAA ; 
edited by Roger E. Meyer ... [et. al.]. — Rockville, Md. : U.S. 
Dept. of Health and Human Services, Public Health Service, 
Alcohol, Drug Abuse, and Mental Health Administration, 
National Institute on Alcohol Abuse and Alcoholism ; Wash- 
ington, D.C. : For sale by the Supt. of Docs., U.S. G.P.O., 
1981. xxii, 409 p. : ill. ; 23 cm.— (DHHS publication ; no. 
(ADM) 81-1033) (Research monograph ; no. 5) Includes bib- 
liographies. S/N 017-024-01077-4 @ GPO $9.00 1. Alco- 
holism — United States — Congresses. I. Meyer, Roger E. 
II. University of Connecticut. Alcohol Research Center. III. 
National Institute on Alcohol Abuse and Alcoholism (U.S.). 
National Research Centers Branch. IV. National Institute on 
Alcohol Abuse and Alcoholism (U.S.) V. Series. VI. 
Series: Research monograph (National Institute on Alcohol 
Abuse and Alcoholism) ; no. 5. 80-600132 OCLC 07930378 





Health Care Financing Administration — Health, Education, and Welfare Dept. 


HEALTH CARE FINANCING 
ADMINISTRATION 
Health, Education, and Welfare Dept. — 

Washington, DC 20201 1 1.2:C 63/6 


82-564 Cobalt : effectiveness of alternative U.S. policies to reduce the 
HE 22.19:M 29 costs of a supply disruption / Office of Minerals Policy and 
Danzon, Patricia Munch. Research Analysis, U.S. Department of the Interior, Study 
Economic analysis of medical malpractice : three re- Team, Elizabeth Abbe ... [et al.] — [Washington, D.C.?] : The 
ports. — Baltimore, Md. : U.S. Dept. of Health and Human Office, [1981] 1 v. (various pagings) : ill. ; 28 cm. “August 
Services, Health Care Financing Administration, Office of 1981”—Cover. 1. Cobalt industry. I. Abbe, Elizabeth. II. 
Research, Demonstrations, and Statistics, 1981. [199] p. : ill. United States. Office of Mineral Policy and Research Analy- 
; 28 cm. —: (Health care financing grants and contracts re- sis. 81-602859 OCLC 07909755 
ports) (HCFA publication ; no. 03103) “This report was 
made pursuant to contract no. 600-76-0150 between the Office 82-568 
of Research, Demonstrations, and Statistics/Health Care Fi- 
nancing Administration and the Rand Corporation.” In- 
cludes bibliographies. @lItem 512-A-11 (microfiche) 1. 
Medical personnel — Malpractice — United States. 2. Medi- 
cal care, Cost of — United States. I. United States. Health 
Care Financing Administration. Office of Research, Demon- 
strations, and Statistics. II. Rand Corporation. III. Title. 
IV. Series. V. Series: DHHS publication ; no. (HCFA) 
03103. 81-602896 OCLC 07913940 


INTERIOR DEPARTMENT 
Washington, DC 20240 


I 1.69:86 
United States. Dept. of the Interior. 

Decisions of the United States Department of the Interior. 
Washington, D.C. : The Dept. : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C., 20402 v. ; 24 cm. Annual $17.00 
Began with v. 68, 1961. Vol. 86, Jan.-Dec. 1979. Descrip- 
tion based on: Vol. 86 (Jan.-Dec. 1979) S/N 024-000-00871-1 
ISSN 0193-5070 Continues: United States. Dept. of the Inte- 
rior. Decisions of the Department of the Interior 1. United 

PROGRAM OPERATIONS BUREAU EC 

Health and Human Services Dept. 

Washington, DC 20201 82-569 


1 1,98:C 12/2/draft 
82-565 Proposed domestic livestock grazing program for the Cal-Neva 
HE 22.402:M 46 Planning Unit : Lassen County, California and Washoe 
Conference of State Medicaid Directors (12th : 1980 : Memphis, 


Tenn.) 

Management improvement under fiscal limitations : confer- 
ence report, May 12-15, 1980, Memphis, Tennessee. — [Balti- 
more, Md.?] : The Medicaid/Medicare Management Institute, 
Health Care Financing Administration, Dept. of Health and 
Human Services, 1980. vi, 189 p. : ill. ; 28 cm.— (HCFA 
80-20044) @ltem 499-N-2 1. Medicaid. 2. Health services 
administration — United States. I. Conference of State Med- 
icaid Directors. II. Medicaid/Medicare Management Insti- 
tute. III. Title. IV. Series: DHHS publication ; no. 
(HCFA) 80-20044. OCLC 07956275 


HOUSING AND URBAN DEVELOPMENT 
DEPARTMENT 
Washington, DC 20410 


82-566 


HH 1.1:980 
United States. Dept. of Housing and Urban Development. 
[Annual report (1977)] Annual report / U.S. Department 
of Housing and Urban Development. [Washington, D.C.?] : 
The Dept., U.S. Dept. of Housing and Urban Development, 
Washington, D.C. 20410 v. : ill. ; 28 cm. Began with 13th, 
1977. Title from cover. “HUD-329-9-U”—P. 4 of cover. 
“A suppiemental statistical analysis will be published separate- 
ly”—P. 2 of cover. 16th, 1980. Description based on: 
[16th] 1980. @lItem 581 Continues: United States. Dept. of 
Housing and Urban Development. Annual report of the U.S. 
Department of Housing and Urban Development 1. United 
States. Dept. of Housing and Urban Development — Periodi- 
cals. I. Title. OCLC 07908752 
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Proposed Camp Swift lignite leasing 


County, Nevada : draft environmental impact statement / 
prepared by Department of the Interior, Bureau of Land 
Management, Susanville District.— Susanville, Calif. : The 
District, [1980] 1 v. (various pagings) : maps ; 28 cm. 
Cover title: Proposed livestock grazing management for the 
Cal-Neva Planning Unit. Bibliography: p. LC-1 to LC-S. 
Includes index. @Item 603-G 1. Grazing — California — 
Lassen County. 2. Grazing — Nevada— Washoe County. 
3. Range management — California— Lassen County. 4. 
Range management — Nevada— Washoe County. 5. Envi- 
ronmental impact analysis — California — Lassen County. 6. 
Environmental impact analysis — Nevada — Washoe County. 
I. United States. Bureau of Land Management. District 
Office, Susanville, Calif. II. Title: Proposed livestock graz- 
ing management for the Cal-Neva Planning Unit. OCLC 
07598570 


82-570 


1 1,98:C 15 s/draft 

: draft environmental 
impact statement / Department of the Interior, Bureau of 
Land Management, New Mexico State Office. — Santa Fe, 
N.M. : The Office, [1980] 1 v. (various pagings) : ill., maps ; 
28 cm. “September, 1980”—Cover. Bibliography: p. B-1 to 
B-11. Includes index. @Item 603-G 1. Coal leases — 
Texas — Bastrop County. 2. Coal mines and mining — Envi- 
ronmental aspects—Texas— Bastrop County. I. United 
States. Bureau of Land Management. New Mexico State 
Office. OCLC 07086374 
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82-571 82-575 
1 1.98:El 5/2 

Proposed recreational lease of Wildhorse Reservoir lands to 

Shoshone-Paiute Indian Tribes of the Duck Valley Reserva- 


I 1.98:Sca 1/draft 
Wilderness suitability report, Scab Creek / Department of the 


tion / Department of the Interior, Bureau of Indian Affairs, 
Phoenix Area Office ; with technical assistance from Boyle 
Engineering Corporation. — Phoenix, Ariz. : The Office, 
1980. 1 v. (various pagings) : ill, maps ; 28 cm. At head of 
title: Final environmental impact statement. One folded map 
in pocket. @lItem 603-G 1. Shoshonean Indians. 2. Paiute 
Indians. 3. Recreational areas — Environmental aspects — 
Nevada — Elko County. 4. Elko County (Nev.) I. United 
States. Bureau of Indian Affairs. Phoenix Area Office. II. 
Boyle Engineering Corporation. OCLC 07954424 


82-572 


1 1.98:K 19 

Kealia Pond National Wildlife Refuge : final environmental 
impact statement / U.S. Fish and Wildlife Service, Depart- 
ment of the Interior. —[Washington, D.C.] : The Service, 
[19787] 1 v. (various pagings) : ill, maps (some folded) ; 28 


Interior, Bureau of Land Management, Rock Springs Dis- 
trict. — Rock Springs, Wyo. : The District, 1980. v, 122 p. : 
col. ill., col. maps ; 28 cm. Cover title: Draft Scab Creek 
wilderness suitability report with environmental impact state- 
ment. “December 1980.” Includes bibliographies. In- 
cludes index. Includes glossary. @Item 603-G 1. Wilder- 
ness areas — Wyoming — Scab Creek. 2. Scab Creek (Wyo.) 
I. United States. Bureau of Land Management. Rock Springs 
District. II. Title: Draft Scab Creek wilderness suitability 
report with environmental impact statement. OCLC 
07094799 


82-576 


I 1,98:Su 7/5/draft 


Sun Valley grazing environmental impact statement (draft) : 


Butte, Blaine, Camas, and Elmore Counties, State of Idaho / 
prepared by Department of Interior, Bureau of Land Manage- 
ment, Shoshone District. — Shoshone, Idaho : The District, 


cm. Caption title. “Final environmental impact statement [19812] 1 v. (various pagings) : ill., 11 maps (some col.) ; 28 
(DES 78-7, filed March 15, 1978).” Bibliography: p. N-1 to cm. Bibliography: p. R-1 to R-5. Includes glossary. In- 
N-3. @Item 603-G 1. Wildlife refuges — Environmental as- cludes index. @lItem 603-G 1. Grazing districts — Idaho. 
pects — Hawaii — Kealia Pond. 2. Bird refuges — Environ- 2. Range management — Idaho. I. United States. Bureau of 
mental aspects — Hawaii—Kealia Pond. 3. Kealia Pond Land Management. Shoshone District. OCLC 07427374 
(Hawaii) I. U.S. Fish and Wildlife Service. OCLC 

07932110 82-577 

I 1,98:T 48/2/final 


82-573 Sustained Yield Unit 13, 10-year timber management plan : final 


1 1,98:N 82 


Proposed Outer Continental Shelf oil and gas lease sale, Norton 
Sound : United States, Department of the Interior, draft envi- 
ronmental impact statement, June 1981 / prepared by Bureau 
of Land Management. — [Anchorage, Alaska] : Alaska Outer 
Continental Shelf Office, 1981. 1 v. (various pagings) : ill., 
maps (some col.) ; 28 cm. Cover title: Norton Sound, draft 
environmental impact statement, OCS proposed oil & gas 
lease sale 57. “June 1981.” Includes Bibliographies. In- 
cludes index. @Item 603-G 1. Oil and gas leases — 
Alaska — Norton Sound. 2. Oil spills — Environmental as- 
pects — Alaska — Norton Sound. 3. {Norton Sound (Alaska) 
I. United States. Bureau of Land Management. II. Alaska 
Outer Continental Shelf Office. III. Title: Norton Sound, 
draft environmental impact statement, OCS proposed oil & 
gas lease sale 57. OCLC 07873409 


82-574 


I 1,98:0i 5/12/draft 

Proposed OCS oil and gas sales 67 and 69 / prepared by the 
New Orleans Outer Continental Shelf Office. — New Orleans, 
La. : The Office ; Springfield, Va. : NTIS, U.S. Dept. of 
Commerce [distributor], 1981. xvi, 417 p. : ill., maps ; 28 cm. 
At head of title: Draft environmental impact statement. 
“March 1981.” Bibliography: p. 183-191. @lItem 603-G 1. 
Petroleum in submerged lands — Environmental aspects — 
Mexico, Gulf of. 2. Oil well drilling, Submarine — Environ- 
mental aspects — Mexico, Gulf of. 3. Mexico, Gulf of. I. 
United States. Bureau of Land Management. New Orleans 
Outer Continental Shelf Office. OCLC 07954263 


environmental impact statement / prepared by Bureau of 
Land Management, Ukiah District Office, California. — 
Ukiah, Calif. : The Office, [1981] xi, 97 p. ; 28 cm. Cover 
title: Timber management environmental impact statement, 
Sustained Yield Unit 13. At head of title: Department of 
Interior. Bibliography: p. 97. @Item 603-G 1. Forest 
management — California, Northern. 2. Timber — California, 
Northern. I. United States. Bureau of Land Management. 
Ukiah District Office. II. Title: Timber management envi- 
ronmental impact statement, Sustained Yield Unit 13. OCLC 
07421882 


82-578 


I 1,98:T 48/3/draft 


Westside Salem sustained yield units ten-year timber manage- 


ment plan : Department of the Interior draft environmental 
impact statement / prepared by Bureau of Land Management, 
Department of the Interior. — [Portland, Or.] : Dept. of the 
Interior, Bureau of Land Management, Oregon State Office ; 
[1981] 1 v. (various pagings) : ill., charts, maps (some col.) ; 
28 cm. Cover title: Westside Salem, draft timber manage- 
ment environmental impact statement. One folded map in 
pocket. Bibliography: p. R-1 to R-14. Includes index. 
@ltem 603-G 1. Forest management — Oregon — Salem 
region. 2. Salem region (Or.) I. United States. Bureau of 
Land Management. Oregon State Office. II. Title: Westside 
Salem, draft timber management environmental impact state- 
ment. OCLC 07932138 
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82-579 


I 1.98/3:81-6 


Hill, Maurice, 1950- 


Results of BLM-funded baseline studies : marine mammals 
of the Southern California bight / prepared by Maurice 
Hill. — Los Angeles, Calif. : Pacific OCS Office, Bureau of 
Land Management, [1981] iv, 95 p. : ill, maps ; 28 cm. — 
(POCS technical paper ; no. 81-6) “Prepared by the Bureau 
of Land Management, Pacific OCS Office”—Cover. Cover 
title: Results of BLM-funded studies (1975-1978). “June 
1981.” Bibliography: p. 58. “BLM-YN-P/T-81-007-1792.” 
1. Marine mammals — California, Southern. 2. Marine mam- 
mals — Pacific Ocean. I. United States. Bureau of Land 
Management. Pacific Outer Continental Shelf Office. II. 
Title. III. Title: Results of BLM-funded studies (1975-1978). 
IV. Series. 81-603103 OCLC 07956380 


GEOLOGICAL SURVEY 
Interior Dept. 
Reston, Va. 22092 


82-580 


I 19.3:1499 
Kepferle, Roy Clark, 1926- 

Stratigraphy of the Chattanooga Shale (Upper Devonian 
and Lower Mississippian) in vicinity of Big Stone Gap, Wise 
County, Virginia / by Roy C. Kepferle, Paul Edwin Potter, 
and Wayne A. Pryor ; with a section on petrology by 
Thomas V. Stenbeck ; prepared in cooperation with the U.S. 
Department of Energy. — [Reston, Va.] : U.S. Dept. of the 
Interior, Geological Survey, 1981 iv, 20 p. : ill., charts, maps 
; 24cm. — (Geological Survey bulletin ; 1499) G.P.O. sales 
Statement incorrect in publication. One folded chart in 
pocket. Bibliography: p. 19-20. @Item 620 1. Geology, 
Stratigraphic — Devonian. 2. Geology, Stratigraphic — Mis- 
sissippian. 3. Shale — Virginia — Big Stone Gap region. 4. 
Geology — Virginia — Big Stone Gap region. I. Potter, Paul 
Edwin. II. Pryor, Wayne Arthur. III. United States. Dept. 
of Energy. IV. United States. Geological Survey. V. Title. 
VI. Series. QE75.B9 no. 1499 80-607062 [QE672] 557.3s 


North. — Rev. 1981. — Reston, Va. : U.S. Dept. of the Interi- 
or, Geological Survey ; Alexandria, Va. : Branch of Distribu- 
tion, U.S. Geological Survey, 1981. 42 p. : ill. ; 26 cm. — 
(Geological Survey circular ; 777) 1. Geology — Informa- 
tion services — United States. 2. Hydrology — Information 
services — United States. 3. Mines and mineral resources — 
Information services — United States. I. Clarke, Paul F. II. 
Hodgson, Helen E. III. North, Gary W. IV. Title. V. 
Series. QE75.CS5 no. 777 1981 81-602406 [QE47.A1] 
OCLC 07201742 


82-583 


I 19.4/2:853-B 
I 19.4/2:853-C 


Earthquakes in the United States. [Reston, Va.?] : U.S. Dept. of 


the Interior, Geological Survey, Branch of Distribution, 
U.S. Geological Survey, 604 S. Pickett St., Alexandria, VA 
22304 v. : maps ; 27 cm. (Geological Survey circular ; 853- 
B-C) Quarterly Apr.-June 1980; July-Sept. 1980. Descrip- 
tion based on: Apr.-June 1974. @lItem 620-A ISSN 0362- 
3971 Main series: Geological Survey circular Continues: 
Abstracts of earthquake reports for the United States 1. 
Earthquakes — United States — Periodicals. I. United States. 
Geological Survey. II. Series. QE75.C5 subser 76-642941 
//t81 [QE531] 557.3/08 s [551.2/2/0973] OCLC 
02476234 


82-584 


I 19,42/4:80-68 


Hainly, Robert A. 


The effects of highway construction on sediment discharge 
into Blockhouse Creek and Steam Valley Run, Pennsylvania / 
by Robert A. Hainly ; prepared in cooperation with the 
Pennsylvania Department of Transportation. — Harrisburg, 
Pa. : U.S. Geological Survey, Water Resources Division : For 
sale by the Supt. of Docs., U.S. G.P.O., 1980. v, 50 p. : ill. 
maps ; 27 cm.— (Water resources investigations ; 80-68) 
“November 1980.” Bibliography: p. 48-50. @lItem 624-B 
S/N 024-001-03387-9 @ GPO $4.25 1. Road construc- 
tion — Environmental aspects — Pennsylvania — Blockhouse 
Creek. 2. Road construction — Environmental aspects — 
Pennsylvania — Steam Valley Run. 3. Sedimentation and 
deposition. I. Pennsylvania. Dept. of Transportation. II. 
United States. Geological Survey. Water Resources Division. 


[551.7/4] OCLC 06197453 Ill. Title. IV. Series: Water-resources investigations ; 80-68. 
nae OCLC 07323302 


I 19,3:1518 82-585 
Snyder, John Parr, 1926- 


I 19.42/4:80-88 
Space oblique mercator projection mathematical develop- 


Berkas, Wayne R. 


ment / by John P. Snyder. —[Reston, Va.] : U.S. Dept. of 
the Interior, Geological Survey ; Washington, D.C. : For sale 
by the Supt. of Docs., U.S. G.P.O., 1981. vi, 108 p. : ill. ; 23 
cm.— (Geological Survey bulletin ; 1518) Bibliography: p. 
108. @Item 620 S/N 024-001-03441-7 @ GPO $4.75 1. 
Space oblique Mercator projection (Cartography) I. United 
States. Geological Survey. II. Title. III. Series. QE75.B9 
no. 1518 81-607029 [GAI115] 557.3 s [5268 2 19] 


Effects of the proposed Prosperity Reservoir on ground 
water and water quality in lower Center Creek basin, Missou- 
ri / by Wayne R. Berkas and James H. Barks ; prepared in 
cooperation with the U.S. Army, Corps of Engineers. — 
Rolla, Mo. : U.S. Geological Survey, Water Resources Divi- 
sion 1980. iii, 29 p. : ill., maps ; 26 cm.— (Water-resources 
investigations ; 80-88) “November 1980.” Bibliography: p. 
29. @Item 624-B 1. Groundwater flow — Missouri — 
Center Creek watershed. 2. Water quality — Missouri — 


OCLC 07307161 Center Creek watershed. 3. Reservoirs — Missouri — Center 
Creek watershed. I. Barks, James H. II. United States. 
82-582 Army. Corps of Engineers. III. United States. Geological 
I 19.4/2:777/3 Survey. Water Resources Division. IV. Title. V. Series. 

United States. Geological Survey. 


OCLC 07338358 
A guide to obtaining information from the USGS, 1981 / 
compiled by Paul F. Clarke, Helen E. Hodgson and Gary W. 
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I 19.42/4:80-93 
Lichtler, William F. 

Investigation of artificial recharge of aquifers in Nebraska / 
by William F. Lichtler, David I. Stannard, and Edwin Kouma 
; prepared in cooperation with Old West Regional Commis- 
sion, Nebraska Water Resources Center, Institute of Agricul- 
ture and Natural Resources, the University of Nebraska-Lin- 
coln, Nebraska Natural Resources Commission. — Lincoln, 
Neb. : U.S. Geological Survey, Water Resources Division, 
1980 ie. 1981. viii, 112 p. : ill, maps ; 26 cm.— (Water- 
resources investigations ; 80-93) “September 1980.” Bib- 
liography: p. 111-112. @Item 624-B 1. Water, Under- 
ground — Nebraska — Artificial recharge. 2. Aquifers — Ne- 
braska. I. Stannard, David I. II. Kouma, Edwin. III. 
United States. Geological Survey. Water Resources Division. 
IV. Old West Regional Commission. V. Nebraska Natural 
Resources Commission. VI. Nebraska Water Resources 
Center. VII. Title. VIII. Series. OCLC 07341100 


82-587 


I 19.42/5:04/980 

I 19.42/5:05/980 

I 19.42/5:06/980 

I 19.42/5:07/980 

I 19.42/5:08/980 

I 19.42/5:09/980 

I 19.42/5:10/980 

I 19.42/5:11/980 

Catalog of information on water data. Index to water-data ac- 
quisition. Reston, Va. : U.S. Dept. of the Interior, Geological 
Survey, Office of Water Data Coordination, U.S. Geological 
Survey, Office of Water Data Coordination, 417 National 
Center, Reston, Va., 22092 v.;21x27cm. Annual 1980. 
Contents: Water resources region 04. Great Lakes — Water 
resources region 05. Ohio — Water resources region 06. Ten- 
nessee — Water resources region 07. Upper Mississippi — 
Water resources region 08. Lower Mississippi — Water re- 
sources region 09. Souris-Red-Rainy — Water resources 
region 10. Missouri Basin — Water resources region 11. Ar- 
kansas-Red-White. Description based on: 1980. Catalogs 
for 1974- published in 21 vols.; each covering a water-re- 
sources region. ISSN 0362-1928 Formed by the union of 
Catalog of information on water data. Index to water quality 
stationsand Catalog of information on water data. Index to 
surface water stations 1. Water quality — United States — 
Periodicals. 2. Stream measurements — United States — Per- 
iodicals. I. United States. Office of Water Data Coordina- 
tion. Key Title: Catalog of information on water data 
TD223.U535a 76-642056 //81 551.4/8/0974 OCLC 
02304643 


82-588 


I 19,42/5:12/980 
I 19.42/5:13/980 
I 19.42/5:14/980 
I 19.42/5:15/980 
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I 19.42/5:16/980 
I 19.42/5:17/980 
I 19.42/5:18/980 
I 19.42/5:19/980 
I 19.42/5:20/980 
I 19.42/5:21/980 
Catalog of information on water data. Index to water-data ac- 
quisition. Reston, Va. : U.S. Dept. of the Interior, Geological 
Survey, Office of Water Data Coordination, U.S. Geological 
Survey, Office of Water Data Coordination, 417 National 
Center, Reston, Va., 22092 v.;21x27cm. Annual 1980. 
Contents: Water resources region 12. Texas-Gulf — Water 
resources region 13. Rio Grande — Water resources region 
14. Upper Colorado — Water resources region 15. Lower 
Colorado — Water resources region 16. Great Basin — Water 
resources region 17. Pacific Northwest — Water resources 
region 18. California — Water resources region 19. Alaska — 
Water resources region 20. Hawaii — Water resources region 
21. Caribbean. Description based on: 1980. Catalogs for 
1974- published in 21 vols.; each covering a water-resources 
region. ISSN 0362-1928 Formed by the union of Catalog 
of information on water data. Index to water quality station- 
sand Catalog of information on water data. Index to surface 
water stations 1. Water quality — United States — Periodi- 
cals. 2. Stream measurements — United States — Periodicals. 
I. United States. Office of Water Data Coordination. Key 
Title: Catalog of information on water data TD223.U535a 
76-642056 551.4/8/0974 OCLC 02304643 


Unpublished open-file reports are available as paper reproduc- 
tion copies only at prices listed by the Open-File Services Sec- 
tion, Box 25425, Denver Federal Center, Denver, Colorado 
80225 


82-589 
I 19.76:79-1329 
Zehner, Harold H. 

Preliminary hydrogeologic investigation of the Maxey Flats 
radioactive waste burial site, Fleming County, Kentucky / by 
Harold H. Zehner ; prepared in cooperation with the U.S. 
Environmental Protection Agency ; United States, Depart- 
ment of the Interior, Geological Survey. — Louisville, Ky. : 
The Survey, 1979 [i.e. 1980] viii, 66 p. : ill, maps ; 27 cm. — 

(U.S. Geological Survey open-file report ; 79-1329) Two 
folded maps in pocket. Bibliography: p. 65-66. 1. Water, 
Underground — Environmental aspects — Kentucky — Maxey 
Flats. 2. Radioactive waste disposal in the ground — Ken- 
tucky — Maxey Flats. I. United States. Geological Survey. 
II. United States. Environmental Protection Agency. III. 
Title. IV. Series: Open-file report (Geological Survey 
(U.S.)) ; 79-1329. OCLC 07335905 


82-590 
I 19.76:80-1210 
Dodge, Kent A. 

Measurements of discharge, gain or loss in flow, and chemi- 
cal quality of the Poplar and Redwater Rivers, northeastern 
Montana, October 24-25, 1979 / by Kent A. Dodge and Gary 
W. Levings ; United States, Department of the Interior, Geo- 
logical Survey. — Helena, Mont. : The Survey, 1980. iii, 16 
p. : ill., maps ; 26 cm.— (Open-file report ; 80-1210) “No- 
vember 1980.” @lItem 624-H 1. Stream measurements — 
Poplar River (Sask. and Mont.) 2. Stream measurements — 
Montana — Redwater River. 3. Water quality — Poplar 
River (Sask. and Mont.) — Measurement. 4. Water quality — 
Montana — Redwater River— Measurement. I. Levings, 
Gary W. II. United States. Geological Survey. III. Title. 
IV. Series: Open-file report (Geological Survey (U.S.)) ; 80- 
1210. OCLC 07333018 
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82-591 


I 19,76:80-1213 
Knott, R. K. 

Discharge data at water-quality monitoring stations in Ar- 
kansas : 1979 water year / by R.K. Knott ; prepared in 
cooperation with the Arkansas Department of Pollution Con- 
trol and Ecology ; United States Department of the Interior, 
Geological Survey. — Little Rock, Ark. : The Survey, [1980] 
ii, 33 leaves ; 28 cm. — (Open-file report ; 80-1213) Chiefly 
tables. 1. Water quality — Arkansas — Statistics. 2. Arkan- 
sas — Statistics. I. United States. Geological Survey. II. 
Arkansas. Dept. of Pollution Control and Ecology. III. 
Title. IV. Series: Open-file report (Geological Survey 
(U.S.)) ; 80-1213. OCLC 07157393 


82-592 


I 19.76:80-1284 
Meyer, William, 1939- 

Effects of artificial-recharge experiments at Ship Creek allu- 
vial fan on water levels at Spring Acres Subdivision, Anchor- 
age, Alaska / by William Meyer and Leslie Patrick ; United 
States Department of the Interior, Geological Survey. — An- 
chorage, Alaska : The Survey, 1980. iv, 42 p. : ill., maps ; 28 
cm.— (U.S. Geological Survey open-file report ; 80-1284) 
Bibliography: p. 42. 1. Water, Underground — Artificial re- 
charge — Mathematical models. 2. Water, Underground — 
Alaska — Anchorage region. I. Patrick, Leslie. II. United 
States. Geological Survey. III. Title. IV. Series: Open-file 
report (Geological Survey (U.S.)) ; 80-1284. OCLC 
07333006 


82-593 


I 19.76:81-37 

A Seismicity and seismotectonic study of the Kermit seismic 
zone, Texas / by G.R. Keller ... [et al.] ; United States 
Department of the Interior, Geological Survey. — Denver, 
Colo. : The Survey, 1981 i.e. 1980. iv, 383 p. : ill., maps ; 28 
cm.— (Open-file report ; 81-37) “United States Department 
of the Interior, Geological Survey, Office of Earthquake 
Studies”—Cover. Chiefly maps and tables. Bibliography p. 
49-50. @Item 624-H 1. Earthquakes— Texas. 2. Seismol- 
ogy — Texas — Observations. 3. Seismological research — 
Texas. I. Keller, G. Randy (George Randy), 1943- II. 
United States. Geological Survey. Office of Earthquake Stud- 
ies. III. Series: Open-file report (Geological Survey (U.S.)) ; 
81-37. OCLC 07405626 


82-594 


I 19.76:81-112 
Dwyer, John J. 

Numerical study of attenuation of high frequency Lg-waves 
in the New Madrid seismic region / by John J. Dwyer, 
Robert B. Herrmann, and Otto W. Nuttli ; United States 
Department of the Interior, Geological Survey. — Denver, 
Colo. : The Survey : Open-file Services Section, Branch of 
Distribution, U.S. Geological Survey [distributor], 1981 [i.e. 
1980] ii, 131 p. : ill., map ; 28 cm. — (Open-file report ; 81- 
112) Bibliography: p. 130-131. @lItem 624-H 1. Seismo- 
logical stations. 2. Seismological research. 3. Seismology — 
Observations. I. Herrmann, Robert B. II. Nuttli, Otto W. 
III. United States. Geological Survey. IV. Title. VV. Series: 


Open-file report (Geological Survey (U.S.)) ; 81-112. OCLC 
07405682 


Page 74 


WATER AND POWER RESOURCES SERVICE 
Interior Dept. 
Washington, DC 20240 
82-595 
I 27.55/2:Ar 4 i/981 

Arizona, Water and Power Resources Service projects. — 
(Washington, D.C.?] : U.S. Dept. of the Interior, Water and 
Power Resources Service, 1981. 28 p.: " col. map ; 18 cm. 
Cover title. “PB101IR”—P. of cover. 
“PACA23MO181”—P. 4 of cover. lem 660 1. Water 
resources development — Arizona. 2. Hydroelectric power 
plants — Arizona. 3. Irrigation— Arizona. I. United States. 


Dept. of the Interior. Water and Power Resources Service. 
OCLC 07906332 


82-596 
I 27.55/2:C 12/981 

California, Water and Power Resources Service projects. — 
[Washington, D.C.?] : U.S. Dept. of the Interior, Water and 
Power Resources Service, 1981. 36 p. : ill., col. map ; 18 cm. 
Cover title. “PB11SR”—P. 4 of cover. 
“PACA5S4.8MO181”—P. 4 of cover. @Item 660 1. Water 
resources development — California. 2. Irrigation — Califor- 
nia. I. United States. Dept. of the Interior. Water and Power 
Resources Service. OCLC 07906342 


82-597 
I 27.55/2:C 71/981 

Colorado, Water and Power Resources Service projects. — 
[Washington, D.C.?] : U.S. Dept. of the Interior, Water and 
Power Resources Service, 1981. 33 p. : ill., col. map ; 18 cm. 
Cover title. “PB111IR”—P. 4 of cover. 
“PACA10.4MO181”—P. 4 of cover. @Item 660 1. Water 
resources development — Colorado. 2. Irrigation — Colora- 
do. I. United States. Dept. of the Interior. Water and Power 
Resources Service. OCLC 07902383 


82-598 
I 27.55/2:M 76/981 

Montana, Water and Power Resources Service projects. — 
[Washington, D.C.?] : U.S. Dept. of the Interior, Water and 
Power Resources Service, 1981. 33 p. : ill., col. map ; 18 cm. 
Cover title. “PB109R”—P. a of cover. 
“PACA10.9MO181”—P. 4 of cover. @Item 660 1. Water 
resources development — Montana. 2. Irrigation — Montana. 
I. United States. Dept. of the Interior. Water and Power 
Resources Service. OCLC 07902374 


82-599 
I 27.55/2:So 8 d/981 

South Dakota, Water and Power Resources Service projects. — 
(Washington, D.C.?] : U.S. Dept. of the Interior, Water and 
Power Resources Service, 1981. 21 p. : ill., col. map ; 18 cm. 
Cover title. “PB1O7R”—P. 4 of cover. 
“PACAT7.5MO181”—P. 4 of cover. @Item 660 1. Water 
resources development— South Dakota. 2. Irrigation — 
South Dakota. I. United States. Dept. of the Interior. Water 
and Power Resources Service. OCLC 07902359 


82-600 
I 27.55/2:Ut 1/981 

Utah, Water and Power Resources Service projects. — [Wash- 
ington, D.C.?] : U.S. Dept. of the Interior, Water and Power 
Resources Service, 1981. 25 p. : ill, col. map ; 18 cm. 
Cover title. “PB114R”—P. 4 of cover. 
“PACA9.6MO181”—P. 4 of cover. @Item 660 1. Water 
resources development— Utah. 2. Irrigation— Utah. I. 
United States. Dept. of the Interior. Water and Power Re- 
sources Service. OCLC 07902393 





82-601 
I 27.55/2:W 27/981 

Washington, Water and Power Resources Service projects. — 
[Washington, D.C.?] : U.S. Dept. of the Interior, Water and 
Power Resources Service, 1981. 29 p. : ill., Gol. map ; 18 cm. 
Cover title. “PB117R”—P. 4 of cover. 
“PACA22.7MO181”—P. 4 of cover. @Item 660 1. Water 
resources development — Washington (State) 2. Hydroelec- 
tric power plants— Washington (State) 3. Irrigation — 
Washington (State) I. United States. Dept. of the Interior. 
Water and Power Resources Service. OCLC 07906350 


MINES BUREAU 
Interior Dept. 
Washington, DC 20241 


Unless otherwise indicated, publications are available from the 
Bureau, 4800 Forbes Ave., Pittsburgh, Pa. 15213 


82-602 
I 28.2:C 63/11 
Hunter, Thomas W. 

Effects of air quality requirements on coal supply. — Wash- 
ington, D.C. : U.S. Dept. of the Interior, Bureau of Mines, 
1976. ii, 171 p. ; 27 cm.— (Mineral industry surveys) 
Cover title. “Supplement to Bituminous coal and lignite dis- 
tribution reports.” “Prepared for the Bureau of Mines, U.S. 
Department of the Interior by Thomas W. Hunter under 
Contract J0155164—Subcontract to ICF Incorporated.” 
“May 1976.” Chiefly tables. Includes bibliographical refer- 
ences. @Item 637 (microfiche) 1. Air quality — United 
States. 2. Coal — United States. I. United States. Bureau of 
Mines. II. FCF Incorporated. III. Title. IV. Series. 
OCLC 02320695 


82-603 
I 28.28/3:978/advance 
I 28.28/3:979/advance 
I 28.28/3:979/prelim. 
I 28.28/3:980/ prelim. 

Lime in ... Washington, D.C. : U.S. Dept. of the Interior, 
Bureau of Mines, U.S. Dept. of the Interior, Bureau of 
Mines, Washington, D.C., 20241 v. ; 27 cm. (Mineral indus- 
try surveys) Annual Caption title. 1978 advance sum- 
mary; 1979 advance summary; 1979 preliminary; and 1980 
preliminary. Description based on: 1978 advance summary. 
Main series: Mineral industry surveys Has supplement: Lime 
plants in the United States in... 1. Lime industry — United 
States — Statistics — Periodicals. I. United States. Bureau of 
Mines. II. Series. OCLC 07897934 

82-604 

I 28.28/4:979/advance/supp. 

Lime plants in the United States in ... Washington, D.C. : U.S. 
Dept. of Interior, Bureau of Mines, U.S. Dept. of the Interi- 
or, Bureau of Mines, Washington, D.C., 20241 v. ; 27 cm. 
(Mineral industry surveys) Annual Caption title. 1979 ad- 
vance summary supplement. Description based on: 1979 sup- 
plement. Main series: Mineral industry surveys Supplement 
to: Lime in ... 1. Lime industry — United States — Directo- 
ries. I. United States. Bureau of Mines. II. Series. OCLC 
06460706 


82-605 
I 28.37/a:B 239/980 
Preprint from the ... Bureau of Mines Minerals yearbook. Barite. 
[Pittsburgh, Pa.?] : U.S. Dept. of the Interior, Bureau of 
Mines, v. ; 24 cm. Annual 1980. Description based on: 
1978-79. 1. Barite — Statistics — Periodicals. I. United 
States. Bureau of Mines. OCLC 07827403 
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82-606 
I 28.37/a:B 788/980 
Preprint from the ... Bureau of Mines Minerals yearbook. Bro- 
mine. [Pittsburgh, Pa.?] : U.S. Dept. of the Interior, Bureau of 
Mines, v.; 24cm. Annual Description based on: 1978-79. 
1980. 1. Bromine — Statistics — Periodicals. I. United 
States. Bureau of Mines. OCLC 07829915 


82-607 
I 28.37/a:C 632/980 
Preprint from the .. Bureau of Mines Minerals yearbook. 
Cobalt. [Pittsburgh, Pa.?] : U.S. Dept. of the Interior, Bureau 
of Mines, v. ; 24 cm. Annual 1980. Description based 
on: 1978-79. 1. Cobalt — Statistics — Periodicals. I. United 
States. Bureau of Mines. OCLC 07827966 


82-608 
I 28.37/a:G 284/980 
Preprint from the ... Bureau of Mines Minerals yearbook. Gem 
stones. [Pittsburgh, Pa.?] : U.S. Dept. of the Interior, Bureau 
of Mines, v.; 24cm. Annual Description based on: 1980. 
1980. 1. Precious stones — Statistics — Periodicals. I. 
United States. Bureau of Mines. OCLC 07919059 


82-609 
I 28.37/a:G 563/16/980 
Preprint from the ... Bureau of Mines Minerals yearbook. Gold. 
[Pittsburgh, Pa.?] : U.S. Dept. of the Interior, Bureau of 
Mines, v. ; 24 cm. Annual 1980. Description based on: 
1978-79. 1. Gold — Statistics — Periodicals. I. United 
States. Bureau of Mines. OCLC 07828589 


82-610 
I 28.37/a:Ir 6/2/980 
Preprint from the ... Bureau of Mines Minerals yearbook. Iron 
and steel scrap. [Pittsburgh, Pa.?] : U.S. Dept. of the Interior, 
Bureau of Mines, v.: ill.; 24cm. Annual 1980. Descrip- 
tion based on: 1978-79. 1. Scrap metals — Statistics — Perio- 
dicals. I. United States. Bureau of Mines. OCLC 07833353 


82-611 
I 28.37/a:L 713/980 
Preprint from the ... Bureau of Mines Minerals yearbook. Lith- 
ium. [Pittsburgh, Pa.?] : U.S. Dept. of the Interior, Bureau of 
Mines, v.; 24cm. Annual Description based on: 1978-79. 
1980. 1. Lithium — Statistics — Periodicals. I. United 
States. Bureau of Mines. OCLC 07829763 


82-612 
I 28.37/a:M 581/980 
Preprint from the ... Bureau of Mines Minerals yearbook. Mica. 
[Pittsburgh, Pa.?] : U.S. Dept. of the Interior, Bureau of 
Mines, v.; 24cm. Annual Description based on: 1978-79. 
1980. 1. Mica — Statistics — Periodicals. I. United States. 
Bureau of Mines. OCLC 07829563 


82-613 
I 28.37/a:N 532/980 
Preprint from the ... Bureau of Mines Minerals yearbook. 
Nickel. [Pittsburgh, Pa.?] : U.S. Dept. of the Interior, Bureau 
of Mines, v.; 24cm. Annual Description based on: 1978- 
79. 1980. 1. Nickel — Statistics — Periodicals. I. United 
States. Bureau of Mines. OCLC 07829526 


82-614 
I 28.37/a:N 731/980 
Preprint from the ... Bureau of Mines Minerals yearbook. Minor 
nonmetals. [Pittsburgh, Pa.?] : U.S. Dept. of the Interior, 
Bureau of Mines, v. ; 24cm. Annual 1980. Description 
based on: 1980. 1. Nonmetals — Statistics — Periodicals. I. 
United States. Bureau of Mines. OCLC 07956341 
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82-615 
I 28.37/a:P 968/980 

Preprint from the ... Bureau of Mines Minerals yearbook. 
Pumice and volcanic cinder. [Pittsburgh, Pa.?] : U.S. Dept. of 
the Interior, Bureau of Mines, v. : ill. ; 24 cm. Annual 
Description based on: 1978-79. 1980. 1. Pumice — Statis- 
tics — Periodicals. 2. Volcanic ash, tuff, etc. — Statistics — 
Periodicals. I. United States. Bureau of Mines. OCLC 
07833111 


82-616 
I 28.37/a:Sa 37/980 
Preprint from the ... Bureau of Mines Minerals yearbook. Salt. 
[Pittsburgh, Pa.?] : U.S. Dept. of the Interior, Bureau of 
Mines, v. ; 24 cm. Annual 1980. Description based on: 
1980. 1. Salt — Statistics — Periodicals. I. United States. 
Bureau of Mines. OCLC 07956243 


82-617 
I 28.37/a:Si 34/980 
Preprint from the ... Bureau of Mines Minerals yearbook. Sili- 
con. [Pittsburgh, Pa.?] : U.S. Dept. of the Interior, Bureau of 
Mines, v.; 24cm. Annual Description based on: 1978-79. 
1980. 1. Silicon — Statistics — Periodicals. I. United States. 
Bureau of Mines. OCLC 07832917 


82-618 
I 28.37/a:S1 1/980 

Preprint from the ... Bureau of Mines Minerals yearbook. Slag- 
iron and steel. [Pittsburgh, Pa.?] : U.S. Dept. of the Interior, 
Bureau of Mines, v. : ill, map ; 24 cm. Annual 1980. 
Description based on: 1978-79. 1. Slag — Statistics — Perio- 
dicals. 2. Steel — Statistics — Periodicals. I. United States. 
Bureau of Mines. OCLC 07833028 


82-619 
I 28.37/a:Su 5/980 

Preprint from the ... Bureau of Mines Minerals yearbook. Sulfur 
and pyrites. [Pittsburgh, Pa.?] : U.S. Dept. of the Interior, 
Bureau of Mines, v.: ill.;24cm. Annual 1980. Descrip- 
tion based on: 1978-79. 1. Sulphur — Statistics — Periodicals. 
2. Pyrites — Statistics — Periodicals. I. United States. Bureau 
of Mines. OCLC 07832850 


82-620 
I 28.37/a:T 49/980 
Preprint from the ... Bureau of Mines Minerals yearbook. Tin. 
[Pittsburgh, Pa.?] : U.S. Dept. of the Interior, Bureau of 
Mines, v. ; 24 cm. Annual 1980. Description based on: 
1978-79. 1. Tin — Statistics — Periodicals. I. United States. 
Bureau of Mines. OCLC 07832372 


82-621 
I 28.37/a:T 53/980 
Preprint from the ... Bureau of Mines Minerals yearbook. Titan- 
ium. [Pittsburgh, Pa.?] : U.S. Dept. of the Interior, Bureau of 
Mines, v. ; 24cm. Annual 1980. Description based on: 
1978-79. 1. Titanium — Statistics — Periodicals. I. United 
States. Bureau of Mines. OCLC 07832418 


82-622 
I 28.37/a:T 392/980 
Preprint from the ... Bureau of Mines Minerals yearbook. Thor- 
ium. [Pittsburgh, Pa.?] : U.S. Dept. of the Interior, Bureau of 
Mines, v.; 24cm. Annual Description based on: 1978-79. 
1980. 1. Thorium — Statistics— Periodicals. I. United 
States. Bureau of Mines. OCLC 07832801 
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82-623 
I 28.37/a:V 26/980 
Preprint from the ... Bureau of Mines Minerals yearbook. Vana- 
dium. [Pittsburgh, Pa.?] : U.S. Dept. of the Interior, Bureau of 
Mines, v. ; 24 cm. Annual 1980. Description based on: 
1978-79. 1. Vanadium — Statistics — Periodicals. I. United 
States. Bureau of Mines. OCLC 07832785 


82-624 
I 28.37/a:Z 68/980 

Preprint from the ... Bureau of Mines Minerals yearbook. Zir- 
conium and hafnium. [Pittsburgh, Pa.?] : U.S. Dept. of the 
Interior, Bureau of Mines, v.; 24cm. Annual Description 
based on: 1978-79. 1980. 1. Zirconium — Statistics — Perio- 
dicals. 2. Hafnium — Statistics — Periodicals. I. United 
States. Bureau of Mines. OCLC 07833459 


82-625 
I 28.37/a 2:B 148/2/977 

Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of other countries of the Near East. [Pitts- 
burgh, Pa.?] : U.S. Dept. of the Interior, Bureau of Mines, v. 
; 24 cm. Annual Description based on: 1977. 1977. 1. 
Mineral industries — Near East — Statistics — Periodicals. I. 
United States. Bureau of Mines. OCLC 07856529 


82-626 
I 28.37/a 2:K 841/980 

Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of North Korea. [Pittsburgh, Pa.?] : U.S. 
Dept. of the Interior, Bureau of Mines, v. ; 24cm. Annual 
1980. Description based on: 1977. 1. Mineral industries — 
Korea (North) — Statistics — Periodicals. I. United States. 
Bureau of Mines. OCLC 07855202 


82-627 
I 28.37/a 2:K 969/2/980 

Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Kuwait. [Pittsburgh, Pa.?] : U.S. Dept. of 
the Interior, Bureau of Mines, v. ; 24 cm. Annual 1980. 
Description based on: 1977. 1. Mineral industries — 
Kuwait — Statistics — Periodicals. I. United States. Bureau 
of Mines. OCLC 07852660 


82-628 
I 28.37/a 2:M 29/2/980 

Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Malta. [Pittsburgh, Pa.?] : U.S. Dept. of 
the Interior, Bureau of Mines, v. ; 24 cm. Annual 1980. 
Description based on: 1977. 1. Mineral industries — Malta — 
Statistics — Periodicals. I. United States. Bureau of Mines. 
OCLC 07853092 


82-629 
I 28.37/a 2:P 757/977 

Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Poland. [Pittsburgh, Pa.?] : U.S. Dept. of 
the Interior, Bureau of Mines, v. ; 24 cm. Annual 1977. 
Description based on: 1977. 1. Mineral industries — 
Poland — Statistics — Periodicals. I. United States. Bureau 
of Mines. OCLC 07855368 


82-630 
I 28.37/a 2:T 139/980 

Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Taiwan. [Pittsburgh, Pa.?] : U.S. Dept. of 
the Interior, Bureau of Mines, v. ; 24 cm. Annual 1980. 
Description based on: 1977. 1. Mineral industries — China 
(Republic 1949- )— Statistics — Periodicals. I. United 
States. Bureau of Mines. OCLC 07855705 





82-631 
I 28.37/a 2:Un 33/977 

Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of the U.S.S.R. [Pittsburgh, Pa.?] : U.S 
Dept. of the Interior, Bureau of Mines, v.; 24cm. Annual 
1977. Description based on: 1977. i. Mineral industries — 
Soviet Union — Statistics — Periodicals. I. United States. 
Bureau of Mines. OCLC 07856490 


82-632 
I 28.37/3:14 
Stamper, John W. (John Willliam), 1924- 

Aluminum / John W. Stamper and Horace F. Kurtz. — 
Washington, D.C. : U.S. Dept. of the Interior, Bureau of 
Mines ; Pittsburgh, PA. hare Distribution Branch, 
Bureau of Mines, [1978] 29 p. ; 27 cm.— (Mineral 
commodity profiles ; MCP-14) i 1978. ” Bibliography: 
p. 28-29. 1. Aluminum industry and trade. I. Kurtz, Horace 
F. II. United States. Bureau of Mines. Ill. Title. IV. 
Series. 81-602274 OCLC 04099369 


NATIONAL PARK SERVICE 
Interior Dept. 
Washington, DC 20240 


82-633 
I 29.2:C 43/3 
United States. National Park Service. 

Children’s Experimental Workshop : expanding the Park 
experience to children with special needs / project director 
and general editor, Wendy Ross ; editors, Allan Lefcowitz, 
Barbara Lefcowitz, Ann Slayton-Leffler. — Washington, D.C. 
: U.S. Dept. of the Interior, National Park Service : For sale 
by Supt. of Docs., U.S. G.P.O., 1978 [i.e. 1979] 190 p. : ill. ; 
21 x 23 cm. Bibliography: p. 172-177. @Item 648 S/N 
024-005-00735-1 @ GPO $5.00 1. Handicapped children — 
United States— Recreation. 2. Handicapped children — 
Education — United States. 3. United States. National Park 
Service. I. Ross, Wendy, 1946- II. Title. GV183.6.U54 
1979 78-024461 790.19/6 OCLC 04503227 


82-634 
I 29.6:G 79/10/981 
United States. National Park Service. 

Great Smoky Mountains National Park. “Rev 1980, reprint 
1981.” — Scale [ca. 1:200,000]. [Washington, D.C.?] : U.S 
National Park Service, 1981. 1 map : col. ; 29 x 50 cm. 
folded to 15 x 9 cm. Relief shown by spot heights. In- 
cludes text. On verso: text and ill. 1. Outdoor recreation — 
Great Smoky Mountains National Park (N.C. and Tenn.) — 
Maps. 2. Great Smoky Mountains National Park (N.C. and 
Tenn.) — Maps. I. Title. OCLC 07913169 


82-635 
I 29.6:W 72/2/1981 
United States. National Park Service. 

Wind Cave National Park. “Reprint 1981.” — Scale [ca. 
1:215,000}. [Washington, D.C.?] : National Park Service, U.S. 
Dept. of the Interior, 1981. 1 map : col. ; 29 x 17 cm. on 
sheet 29 x 41 cm. folded to 15 x 9 cm. Panel title: Wind 
Cave National Park, South Dakota. Includes text and ill. 
On verso: text, ill., and “Map of developed part of Wind 
Cave.” 1. Wind Cave National Park (S.D.)— Maps. I. 
Title. OCLC 07932378 
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82-636 
1 29.6/3:S1 2 b/2 
[United States. National Park Service.] 

South Manitou Island, Sleeping Bear Dunes National Lake- 
shore. Scale [ca. 1:55,000]. [Washington, D.C.? : U.S. Park 
Service], 1981. 1 map ; 13 x 17 cm. on sheet 22 x 36 cm. 
folded to 9 x 22 cm. Includes text and ill. On verso: text 
and ill. @Item 651 1. Outdoor recreation — Michigan — 
South Manitou Island— Maps. 2. South Manitou Island 
(Mich.)— Maps. I. Title. OCLC 07913194 


82-637 
I 29.6/5:S1 2 b/981 
United States. National Park Service. 
Sleeping Bear Dunes National Ldbeshoee. Rev. 1981. Scale 
[ca. 1:200,000]. [Washington, D.C.?] : U.S. National Park 
Service, 1981. 1 map: col. ; 29 x 17 cm. folded to 15 x 9 cm. 
“New 1972.” Includes text. On verso: text and ill. @lItem 
651 1. Outdoor recreation — Michigan— Sleeping Bear 
Dunes National Lakeshore — Maps. 2. Sleeping Bear Dunes 


National Lakeshore (Mich.)— Maps. I. Title. OCLC 
07912872 


82-638 
I 29.58/3:H 19 
Bearss, Edwin C. 

Historic resource study, Fort Hancock 1895-1948, Gateway 
National Recreation Area, New York/New Jersey / by 
Edwin C. Bearss. — Denver, Colo. : Denver Service Center, 
Historic Preservation Division, U.S. Dept. of the Interior, 
National Park Service, 1981. xvi, 640 p. : ill., plans ; 27 cm. 
Cover title: Gateway, Fort Hancock/1895-1948, National 
Recreation Area/New York-New Jersey. “May 1981”— 
Cover. Bibliography: p. 629-640. “NPS 1773”—P. 3 of 
cover. 1. United States. Army — History. 2. Fort Hancock 
(Sandy Hook, NJ.) 3. Military architecture — New 
Jersey — Sandy Hook. 4. Gateway- National Recreation 
Area (N.J. and N.Y.) I. United States. National Park Serv- 
ice. Denver Service Center. II. Title. III. Title: Gateway, 
Fort Hancock/1895-1948, National Recreation Area/New 
York-New Jersey. 81-603092 OCLC 07906169 


82-639 
I 29.88:C 83/2 
Siroky, Leslie L. 

Historic structure report, courthouse and jail wing, archi- 
tectural data section, Fort Smith National Historic Site, Fort 
Smith, Arkansas / by Leslie L. Siroky.— Denver, Colo. : 
Denver Service Center, Historic Preservation Division, Na- 
tional Park Service, U.S. Dept. of the Interior, 1979. 191 p., 
[10] folded leaves of plates : ill., plans ; 27 cm. Cover title: 
Fort Smith, courthouse and jail wing, National Historic Site/ 
Arkansas. “February 1979”—Cover. Bibliography: p. 137- 
138. “NPS 1397.” 1. Fort Smith National Historic Site 
(Ark. and Okla.) — Buildings. I. United States. National 
Park Service. Denver Service Center. II. Title. III. Title: 
Fort Smith, courthouse and jail wing, National Historic Site/ 
Arkansas. F419.F72S57 79-603210 725/.18/0288 OCLC 
06377230 
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FISH AND WILDLIFE SERVICE 
Interior Dept. 
Washington, DC 20240 


82-640 


I 49.24/2:981-82 


U.S. Fish and Wildlife Service. 


Summary of federal hunting regulations. [Washington, 
D.C.] : U.S. Dept. of the Interior, Fish and Wildlife Service, 
Dept. of the Interior, Fish and Wildlife Service, Washington, 
DC 20240 v.: ill. ; 27 cm. Annual Caption title. 1981- 
82. Description based on: 1981-82. Contains regulations for 
mourning doves, white-winged doves, band-tailed pigeons, 
rails, woodcock, snipe, sea ducks, teal in Sept., ducks in 4 
states, sandhill cranes, gallinules, and all migratory game birds 
in Alaska, Puerto Rico, the Virgin Islands, and Hawaii. 
@ltem 613 ISSN 0276-0207 1. Game-laws — United 
States — Periodicals. I. Title. sc-80000090 OCLC 
02719670 


82-641 


I 49.92:980 

Fisheries and wildlife research. Denver, Colo. : U.S. Fish and 
Wildlife Service, U.S. Fish and Wildlife Service, P.O. Box 
25486, Denver Federal Center, Denver, Colo., 80225 v. : ill. 
; 26 cm. Annual Previously classed: I 49.2:F 53/18/ De- 
scription based on: 1979. Report covers fiscal year 1980. 
Report on activities in the Divisions of Research. @Item 
614-D-1 ISSN 0193-4163 1. Wildlife research — United 
States — Periodicals. 2. Fisheries — Research — United 
States — Periodicals. I. U.S. Fish and Wildlife Service. 
QL155.U54a 79-643571 //r81 639/.0973 OCLC 04600372 


LAND MANAGEMENT BUREAU 
Interior Dept. 
Washington, DC 20240 


82-642 


I 53.2:0i 5/3 

Oil and gas leasing in the Roswell District, BLM : final environ- 
mental assessment / Roswell District Office, BLM. — [Ros- 
well, N.M. : U.S. Dept. of the Interior, Bureau of Land 
Management, Roswell District Office], 1981. 1 v. (various 
pagings) : maps ; 28 cm. Cover title: Environmental assess- 
ment, oil and gas leasing. “July 1981”—Cover. Bibliogra- 
phy: p. R-1 to R-2. “NM 060 81 088”—Cover. @lItem 631 
1. Petroleum industry and trade — Environmental aspects — 
New Mexico — Roswell region. 2. Oil and gas leases — 
New Mexico — Roswell region. 3. Roswell region (N.M.) 
I. United States. Bureau of Land Management. Roswell Dis- 
trict Office. II. Title: Environmental assessment, oil and gas 
leasing. OCLC 07902189 


82-643 


1 53.2:St 2 

State information needs related to onshore and nearshore effects 
of OCS petroleum development / jointly prepared by Office 
of Coastal Zone Management, NOAA, and Bureau of Land 
Management. — Washington, D.C. : The Office : The Bureau, 
[1977] 184 p. in various pagings : maps ; 27 cm. “Portions 
of the research and analysis for this study were prepared 
under contract for the U.S. Department of Commerce by 
David C. Williams.—P. ii. “January 1977.” 1. Coastal zone 
management — United States. 2. Oil well drilling, Subma- 
rine — Environmental aspects — United States. I. Williams, 
David C. II. United States. Office of Coastal Zone Manage- 
ment. III. United States. Bureau of Land Management. 
OCLC 07930889 
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82-644 
1 53.11:M 58 
United States. Bureau of Land Management. Lake States Office. 
Wilderness review, Michigan / Bureau of Land Manage- 
ment, Lake States Office. Scale 1:1,000,000. 1 in. to ca. 16 
miles. [Duluth, Minn.?] : The Office, 1980. 1 map : col. ; 76 
x 64cm. @lItem 629-B 1. Wilderness areas — Michigan — 
Maps. 2. Michigan — Maps. I. Title. OCLC 07912885 


82-645 
I 53.11:Ut 1/2 
United States. Bureau of Land Management. 

State of Utah, land ownership and public management / 
U.S. Department of the Interior, Bureau of Land Manage- 
ment. Scale [ca. 1:127,000] ; Polyconic proj. (W 114°—W 
109°/N 42°—N 37°). [Washington, D.C.?] : The Bureau, 1980- 
maps : col. ; 93 x 78 cm. or smaller. Relief shown by 
contours and spot heights. “The base grid was compiled by 
the Bureau of Land Management from official records of 
cadastral surveys.” “The land status was compiled for print- 
ing by the Bureau of Land Management from the offical 
federal records with additional data furnished by the Utah 
State Land Board, and U.S. Forest Service maps.” Geo- 
graphical coverage complete in 23 sheets. Includes sheet 
index. Contents: Grouse Creek-A. @Item 629-B 1. Land 
use — Utah— Maps. 2. Utah— Public lands— Maps. I. 
Title. OCLC 07407870 


82-646 
I 53.11:Ut 1/2/promontory-B 
United States. Bureau of Land Management. 

State of Utah, land ownership and public management / 
U.S. Department of the Interior, Bureau of Land Manage- 
ment. Scale [ca. 1:127,000] ; Polyconic proj. (W 114°—W 
109°/N 42°—N 37°). [Washington, D.C.?] : The Bureau, 1980- 
maps : col. ; 93 x 78 cm. or smaller. Relief shown by 
contours and spot heights. “The base grid was compiled by 
the Bureau of Land Management from official records of 
cadastral surveys.” “The land status was compiled for print- 
ing by the Bureau of Land Management from the offical 
federal records with additional data furnished by the Utah 
State Land Board, and U.S. Forest Service maps.” Geo- 
graphical coverage complete in 23 sheets. Includes sheet 
index. Contents: Promontory-B. @Item 629-B 1. Land 
use — Utah — Maps. 2. Utah— Public lands— Maps. I. 
Title. OCLC 07407870 


82-647 
I 53,11:Ut 1/2/bear 
United States. Bureau of Land Management. 

State of Utah, land ownership and public management / 
U.S. Department of the Interior, Bureau of Land Manage- 
ment. Scale [ca. 1:127,000] ; Polyconic proj. (W 114°—W 
109°/N 42°—N 37°). [Washington, D.C.?] : The Bureau, 1980- 
maps : col. ; 93 x 78 cm. or smaller. Relief shown by 
contours and spot heights. “The base grid was compiled by 
the Bureau of Land Management from official records of 
cadastral surveys.” “The land status was compiled for print- 
ing by the Bureau of Land Management from the offical 
federal records with additional data furnished by the Utah 
State Land Board, and U.S. Forest Service maps.” Geo- 
graphical coverage complete in 23 sheets. Includes sheet 
index. Contents: Bear Lake-C. @lItem 629-B 1. Land 
use — Utah— Maps. 2. Utah— Public lands— Maps. I. 
Title. OCLC 07407870 





82-648 


I 53.11:Ut 1/2/oquirrh-e 
United States. Bureau of Land Management. 

State of Utah, land ownership and public management / 
U.S. Department of the Interior, Bureau of Land Manage- 
ment. Scale [ca. 1:127,000] ; Polyconic proj. (W 114°—W 
109°/N 42°—N 37°). [Washington, D.C.?] : The Bureau, 1980- 
maps : col. ; 93 x 78 cm. or smaller. Relief shown by 
contours and spot heights. “The base grid was compiled by 
the Bureau of Land Management from official records of 
cadastral surveys.” ‘The land status was compiled for print- 
ing by the Bureau of Land Management from the offical 
federal records with additional data furnished by the Utah 
State Land Board, and U.S. Forest Service maps.” Geo- 
graphical coverage complete in 23 sheets. Includes sheet 
index. Contents: Oquirrh-e. @lItem 629-B 1. Land use — 
Utah — Maps. 2. Utah— Public lands— Maps. I. Title. 
OCLC 07407870 


82-649 


1 53.11:Ut 1/2/salt 
United States. Bureau of Land Management. 

State of Utah, land ownership and public management / 
U.S. Department of the Interior, Bureau of Land Manage- 
ment. Scale [ca. 1:127,000] ; Polyconic proj. (W 114°—W 
109°/N 42°—N 37°). [Washington, D.C.?] : The Bureau, 1980- 
maps : col. ; 93 x 78 cm. or smaller. Relief shown by 
contours and spot heights. “The base grid was compiled by 
the Bureau of Land Management from official records of 
cadastral surveys.” “The land status was compiled for print- 
ing by the Bureau of Land Management from the offical 
federal records with additional data furnished by the Utah 
State Land Board, and U.S. Forest Service maps.” Geo- 
graphical coverage complete in 23 sheets. Includes sheet 
index. Contents: Salt Flats-D. @lItem 629-B 1. Land 
use — Utah— Maps. 2. Utah— Public lands— Maps. I. 
Title. OCLC 07407870 


82-650 


I 53.11:Ut 1/2/wasatch-F 
United States. Bureau of Land Management. 

State of Utah, land ownership and public management / 
U.S. Department of the Interior, Bureau of Land Manage- 
ment. Scale [ca. 1:127,000] ; Polyconic proj. (W 114°—W 
109°/N 42°—N 37°). [Washington, D.C.?] : The Bureau, 1980- 
maps : col. ; 93 x 78 cm. or smaller. Relief shown by 
contours and spot heights. “The base grid was compiled by 
the Bureau of Land Management from official records of 
cadastral surveys.” “The land status was compiled for print- 
ing by the Bureau of Land Management from the offical 
federal records with additional data furnished by the Utah 
State Land Board, and U.S. Forest Service maps.” Geo- 
graphical coverage complete in 23 sheets. Includes sheet 
index. Contents: Wasatch-F. @lItem 629-B 1. Land use — 
Utah — Maps. 2. Utah— Public lands— Maps. I. Title. 
OCLC 07407870 


82-651 


1 53,.11/4:R 24 
The Prehistory and management of cultural resources in the 
Red Mountain area. — (Riverside, Calif.] : Bureau of Land 


Government Publications — January 1982 


Management, Calif. Desert District, [1981] iii, 204 p. : ill, 
maps ; 28 cm. — (Cultural resources publications. Anthropol- 
ogy — history) Cover title. Includes bibliographies. Con- 
tents: 1. Background to prehistory of the El] Paso/Red Moun- 
tain desert region / by Matthew C. Hall ... [et al.] — 2. An 
archaeological protection and stabilization plan for the Squaw 
Spring Well Archaeological District near Red Mountain, 
California / by Russell L. Kaldenberg and Jan Townsend. 
@ltem 629-E-5 1. California — Red Mountain region — An- 
tiquities. I. Hall, Matthew C. Background to prehistory of 
the El Paso/Red Mountain desert region. II. Kaldenberg, 
Russell L. An archaeological protection and stabilization plan 
for the Squaw Spring Well Archaeological District near Red 
Mountain, California. III. United States. Bureau of Land 
Management. California Desert District. IV. Series. 81- 
603516 OCLC 07747600 


82-652 
1 53.19/3:D 61 

Oil and gas environmental assessment of BLM leasing program 
/ United States Department of the Interior, Bureau of Land 
Management, Dickinson District. — [Dickinson, N.D.] : The 
District, [1981] i, 203 p. : ill., maps (some fold., col.) ; 28 cm. 
“April 1981.” Bibliography: p. 191-193. @lItem 629-C 1. 
Oil and gas leases — North Dakota. I. United States. Bureau 
of Land Management. Dickinson District. OCLC 07704419 


82-653 
1 53.19/3:G 45/draft 

Glamis/Dunes competitive and non-competitive leases for geo- 
thermal exploration/development : draft environmental assess- 
ment record / [United States Department of the Interior, 
Bureau of Land Management, California Desert District]. — 
Riverside, Calif. : The District, 1981. 179 p. in various pag- 
ings : ill., maps ; 28 cm. Cover title: Competitive and non- 
competitive leases for geothermal exploration/development, 
Glamis/Dunes, draft environmental assessment. Bibliogra- 
phy: p. 128-138. @lItem 629-C 1. Geothermal leases — Cali- 
fornia — Imperial County. 2. Imperial County (Calif) I. 
United States. Bureau of Land Management. California 
Desert District. II. Title: Competitive and non-competitive 
leases for geothermal exploration/development, Glamis/ 
Dunes. OCLC 07645297 


82-654 
I 53.19/3:K 29 

Draft environmental assessment, Kelsey Creek proposed geo- 
thermal leasing / Ukiah District Office. —[Ukiah, Calif.) : 
U.S. Dept. of the Interior, Bureau of Land Management, 
Ukiah District Office, 1981. 1 v. (various pagings) : ill., maps 
; 28cm. Cover title: Kelsey Creek mineral reserve, proposed 
geothermal leasing, draft environmental assessment. “May 
1981.” Bibliography: p. R-1 to R-2. @lItem 629-C 1. Geo- 
therma! leases — California— Kelsey Valley (Lake County) 
2. Geothermal resources — Environmental aspects — Califor- 
nia — Kelsey Valley (Lake County) 3. Kelsey Valley (Lake 
County, Calif.) I. United States. Bureau of Land Manage- 
ment. Ukiah District Office. II. Title: Kelsey Creek mineral 
reserve, proposed geothermal leasing, draft environmental as- 
sessment. OCLC 07570074 





Interstate Commerce Commission 


82-655 
1 53.19/3:N 42 n/draft 

Draft environmental assessment for coal preference right leas- 
ing, New Mexico / United States Department of the Interior, 
Bureau of Land Management, Albuquerque District. — [Albu- 
querque, N.M.] : The District, [1981] 1 v. (various pagings) : 
ill., maps ; 28 cm. Cover title. Bibliography: p. R-1 to R-8. 
@ltem 629-C 1. Coal leases—New Mexico— McKinley 
County. 2. Coal leases— New Mexico — San Juan County. 
3. Environmental impact analysis — New Mexico — McKin- 
ley County. 4. Environmental impact analysis — New 
Mexico — San Juan County. 5. McKinley County (N.M.) 
6. San Juan County (N.M.). I. United States. Bureau of 
Land Management. Albuquerque District. OCLC 07932121 


82-656 
1 53,.22/4:F 79 
Garfinkel, Alan P. 

A cultural resource management plan for the Fossil Falls/ 
Little Lake locality / by Alan P. Garfinkel. — Repr. 1980. — 
Bakersfield, Calif. : Bakersfield District Office, Bureau of 
Land Management, 1980. iv, 84 p. : ill., maps ; 27 cm. — 
(Cultural resources publications. Archeology) “August, 
1976.” Bibliography: p. 79-84. @lItem 629-E-5 1. Anthro- 
pology — California — Inyo County. 2. Geology — Califor- 
nia—Inyo County. 3. Inyo County (Calif.) — Antiquities. 
I. United States. Bureau of Land Management. Bakersfield 
District. II. Title. III. Series. OCLC 07909635 


INTERSTATE COMMERCE COMMISSION 
Washington, DC 20423 


82-657 
IC mot.6:M 85 

Motor carrier regulations, Interagency Owner-Operator Confer- 
ence / Interstate Commerce Commission. — [Washington, 
D.C.?] : The Commission, [19817] 1 v. (various pagings) ; 28 
cm. Cover title. @lItem 689 1. Carriers — United States 
2. Freight and freightage — United States. 3. Transportation, 
Automotive — United States — Freight. I. United States. In- 
terstate Commerce Commission. OCLC 07919928 


82-658 
IC 1.2:F 49 

Financial management information package / Interstate Com- 
merce Commission. — (Washington, D.C.?] : The Commis- 
sion, 1981. i, 56 p.:ill.; 28cm. Cover title. Bibliography: 
p. 55-56. @Item 674 1. Transportation, Automotive — 
Freight — Finance. 2. Transportation, Automotive — 
Freight. I. United States. Interstate Commerce Commission. 
OCLC 07240652 


82-659 
IC 1.2:R 13/24/979/prelim. 

Preliminary 1979 rail cost study, Uniform Rail Costing System / 
Interstate Commerce Commission, Bureau of Accounts. — 
(Washington, D.C.] : The Bureau, [1981] 1 v. (various pag- 
ings) : ill. ; 28cm. Cover title. “September 1981.” 1. Rail- 
roads — United States — Finance. I. United States. Interstate 
Commerce Commission. Bureau of Accounts. 81-603348 
OCLC 07958258 


INTERNATIONAL TRADE COMMISSION 
Washington, DC 20436 


82-660 


ITC 1.12:22-43 


Certain tobacco : report to the President on investigation no. 


22-43 under section 22 of the Agricultural Adjustment Act, as 
amended. — Washington, D.C. : United States International 
Trade Commission, [1981] iv, 34, 112 ; 28 cm.— (USITC 
publication ; 1174) Cover title. Office of Industries, Office 
of Economics, and Office of the General Counsel. Aug. 
1981. Includes bibliographical references. 1. Tobacco in- 
dustry — United States. 2. Import quotas — United States. 
I. United States International Trade Commission. Office of 
Industries. II. United States International Trade Commis- 
sion. Office of Economics. III. United States International 
Trade Commission. Office of the General Counsel. IV. 
Series. 81-603175 OCLC 07817868 


82-661 


ITC 1,12:104-TAA-3 


Certain spirits from Ireland : determination of the Commission 


in investigation no. 104-TAA-3 under section 104(b) of the 
Trade Agreements Act of 1979, together with the information 
obtained in the investigation. — Washington, D.C. : United 
States International Trade Commission, [1981] iii, 23, 65 p. ; 
28 cm.— (USITC publication ; 1165) Cover title. Office 
of Industries and others. “July 1981.” Includes bibliograph- 
ical references. 1. Liquor traffic—Ireland. 2. Liquor traf- 
fic — United States. 3. Import quotas — United States. I. 
United States International Trade Commission. Office of In- 
dustries. II. Series. 81-602783 OCLC 07645750 


JUSTICE DEPARTMENT 
Washington, DC 20530 


Additional entries follow FBI entries. 


82-662 


J 1,7:52 


United States. Dept. of Justice. 


Register of the U.S. Department of Justice and the federal 
courts. Washington, D.C. : The Dept. : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C., 20402 v. ; 23 cm. Annual $4.50 
Began with S5ist ed., 1978. 52nd ed., 1980. Description 
based on: 52nd ed. (1980) @lItem 719 S/N 027-000-00995-6 
Continues: United States. Dept. of Justice. Register, Depart- 
ment of Justice and the Courts of the United States 1. 
United States. Dept. of Justice — Registers. 2. Courts — 
United States — Officials and employees — Periodicals. I. 
Title. OCLC 04179076 





IMMIGRATION AND NATURALIZATION 
SERVICE 
Justice Dept. 
Washington, DC 20536 


82-663 


J 21.2:Im 6/5 

Directory of nonprofit immigration counseling agencies / U.S. 
Department of Justice, Immigration and Naturalization Serv- 
ice. [Washington, D.C.] : The Service, [1981- Immigration 
and Naturalization Service, INS Outreach Program, 425 “I” 
St., N.W., Washington, DC 20536 v. ; 28 cm. Annual 
1981- Title from cover. 1981. @lItem 725 ISSN 0277- 
724X 1. Aliens — Counseling of — United States — Directo- 
ries. 2. Corporations, Nonprofit — United States — Directo- 
ries. I. United States. Immigration and Naturalization Serv- 
ice. PAR 81-642637 OCLC 07612060 


Government Publications — January 1982 


COURT OF CLAIMS 
Washington, DC 20005 


82-666 


Ju 3.9:217 


United States. Court of Claims. 


Cases decided in the United States Court of Claims ... with 
report of decisions of the Supreme Court in Court of Claims 
cases / reported by Audrey Bernhardt, reporter. Washington : 
U.S. Court of Claims : For sale by the Supt. of Docs., U.S. 
G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Washington, 
D.C. 20402 v. ; 24cm. $17.00 Spine title: U.S. Court of 
Claims reports Mar. 1 to Apr. 30, 1978- Vol. 217, May 1 to 
July 31, 1978 Description based on: Vol. 216 (Mar.1 to Apr. 
30, 1978). Indices: Vols. 172-181 with v. 182; v. 172-190 
with v. 191; v. 191-200 with v. 201; v. 210-210 with v. 212. 
@ltem 730 S/N 028-000-00061-8 Continues: United States. 


Court of Claims. Cases decided in the Court of Claims of the 
United States 1863/65-1948/49 1. Law reports, digests, 
etc.— United States— Periodicals. 2. United States — 
Claims — Periodicals. I. Bernhardt, Audrey. II. United 
States. Supreme Court. III. Title. OCLC 07891288 


DRUG ENFORCEMENT ADMINISTRATION 
Justice Dept. 
Washington, DC 20537 
82-664 ADMINISTRATIVE OFFICE OF UNITED 
STATES COURTS 
Washington, DC 20544 


J 24.17:7/1 
Registrant facts / United States Department of Justice, Drug 
Enforcement Administration. [Washington, D.C.?] : The Ad- 
ministration, Drug Enforcement Administration, 1405 I St., 
NW, Washington, DC 20537 v.: ill. ; 27cm. Semiannual, 82-667 
spring 1978- Quarterly Began with Vol. 1, no. 1 (Sept. 
1974) Caption title. Vol. 7, no. 1, 1981. Description based 
on: Vol. 5, no. 1 (spring 1979). @Item 967-E ISSN 0364- 
8435 1. Drug abuse— United States — Periodicals. 2. k , 
Drugs — Law and legislation — United States — Periodicals. Office of the United States Courts, Washington, D.C., 20544 
I. United States. Drug Enforcement Administration. sc- v. : chiefly ill. ; 27 cm. Annual Report for the twelve- 
79002917 OCLC 02575515 month period indes June 30, 1980. Description based on: 
1980. @Item 717-Y-5 ISSN 0149-9777 1. Judicial statis- 
tics — United States — Yearbooks. I. United States. Admin- 
istrative Office of the United States Courts. Key Title: The 
United States courts (Washington) sn-80000686 OCLC 
03078306 


Ju 10.12:980 
United States courts (Washington, (D.C.)) 
The United States courts. [Washington, D.C.?] : Adminis- 
trative Office of the United States Courts, Administrative 


LAW ENFORCEMENT ASSISTANCE 
ADMINISTRATION 
Justice Dept. 
Washington, DC 20531 
ontee , TAX COURT 
326.23 90/10 Washington, DC 20217 


Major issues in juvenile justice information and training : serv- 82-668 
ices to children in juvenile courts : the judicial-executive 


Ju 11,.7:73 
controversy / John M. Pettibone ... [et al.].— Washington, 


United States. Tax Court. 


D.C. : National Institute for Juvenile Justice and Delinquency 
Prevention, Office of Juvenile Justice and Delinquency Pre- 
vention, U.S. Dept. of Justice : for sale by the Supt. of Docs., 
U.S. G.P.O., 1981. xi, 204 p.: ill. ; 23 cm. “Grant number 
78-JN-AX-0038”—Verso of t.p. @Item 968-H-1 S/N 027- 
000-01103-9 @ GPO $5.50 1. Juvenile courts — United 
States. 2. Social work with children — United States. 3. 
Social work with youth — United States. 4. Juvenile justice, 
Administration of — United States. I. Pettibone, John M. 
II. National Institute for Juvenile Justice and Delinquency 
Prevention. III. Title: Services to children in juvenile courts. 
80-070835 OCLC 07579883 


[Reports of the United States Tax Court (1975)] Reports 
of the United States Tax Court / Mary T. Pittman, reporter 
of decision. Washington : The Court : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C. 20402 v. ; 24 cm. Semiannual 
$20.00 Began with v. 64 (Apr. 1-Sept. 30, 1975) Spine title: 
United States Tax Court reports Oct. 1, 1976 to Mar. 31 1977- 
Vol. 73, Oct. 1, 1979-Mar. 31, 1980. Description based on: 
Vol. 73 (Oct. 1, 1979 to Mar. 31, 1980) @Item 742 S/N 
028-005-00142-0 Continues: United States. Tax Court. Re- 
ports of Tax Court 1. Law reports, digests, etc. — United 
States — Periodicals. 2. Taxation— Law and legislation — 
United States— Cases. I. Pittman, Mary T. II. Title. 
OCLC 07910015 
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Federal Judicial Center 


82-669 82-673 
Ju 11.7:74-75 


L 2.3:2081 
United States. Tax Court. 


National survey of professional, administrative, technical, and 


[Reports of the United States Tax Court (1975)] Reports 
of the United States Tax Court / Mary T. Pittman, reporter 
of decision. Washington : The Court : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C. 20402 v. ; 24 cm. Semiannual 
$22.00 (v.74) $17.00 (v.75) Began with v. 64 (Apr. 1-Sept. 
30, 1975) Spine title: United States Tax Court reports Oct. 1, 
1976 to Mar. 31 1977- Vol. 74, Apr. 1-Sept. 30, 1980; v. 75, 
Oct. 1-Dec. 31, 1980. Description based on: Vol. 73 (Oct. 1, 
1979 to Mar. 31, 1980) @lItem 742 S/N 028-005-00143-8 
(v.74) ; 028-005-00144-6 (v.75) Continues: United States. Tax 
Court. Reports of Tax Court 1. Law reports, digests, etc. — 
United States — Periodicals. 2. Taxation — Law and legisla- 
tion — United States— Cases. I. Pittman, Mary T. II. 
Title. OCLC 07910015 


FEDERAL JUDICIAL CENTER 


clerical pay / U.S. Department of Labor, Bureau of Labor 
Statistics. Washington, D.C. : The Bureau : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C., 20402 v. : ill. ; 27 cm. (Bulle- 
tin / U.S. Department of Labor, Bureau of Labor Statistics ; 
2081) Annual $4.00 Began with 1959/60. Previously 
classed as: L 2.2:P 29/ Mar. 1980. Description based on: 
1980. @Item 768-A-1 S/N 029-001-02511-4 ISSN 0501- 
7041 Main series: Bulletin (United States. Bureau of Labor 
Statistics) 1. Professional employees — United States — Job 
descriptions — Periodicals. 2. White collar workers-.- 
United States— Job descriptions — Periodicals. 3. Profes- 
sional employees — Salaries, pensions, etc. — United States — 
Periodicals. 4. White collar workers — Salaries, pensions, 
etc. — United States — Periodicals. I. United States. Bureau 
of Labor Statistics. II. Series: Bulletin (United States. 


Washington, DC 20005 Bureau of Labor Statistics) ; 2081. HD8038.U5.US4a 1 - 
82-670 61000004 //r812 331.2/973 OCLC 01604150 
Ju 13.10:81-4 
Lind, E. Allan (Edgar Allan), 1948- oe" 
Evaluation of court-annexed arbitration in three federal dis- 
trict courts / E. Allan Lind and John E. Shapard. — Wash- 


L 2.3:3010-37 
Area wage survey. Oklahoma City, Oklahoma, metropolitan 


ington, D.C. : Federal Judicial Center, [1981] xi, 133 p. : ill. 
; 28 cm. Mar. 1981. “FJC-R-81-4”—Verso of t.p. @Item 
743-C-3 1. Arbitration and award — California. 2. Arbitra- 
tion and award — Connecticut. 3. Arbitration and award — 
Pennsylvania. I. Shapard, John. II. Federal Judicial 
Center. III. Title. 81-602503 OCLC 07765265 


LABOR STATISTICS BUREAU 


Labor Dept. 
Washington, DC 20212 


82-671 


L 2.3:1425-20 

Major collective bargaining agreements : plant movement, inter- 
plant transfer, and relocation allowances. — Washington, D.C. 
: U.S. Dept. of Labor, Bureau of Labor Statistics : [Supt. of 
Docs., U.S. G.P.O., distributor], 1981. vi, 110 p. ; 27 cm. — 
(Bulletin ; 1425-20) Prepared in the Division of Industrial 
Relations, Office of Wages and Industrial Relations by Mary 
Ann Andrews ... [et al.] “July 1981.” Includes bibliograph- 
ical references. @Item 768-A-1 S/N 029-001-02602-1 @ 
GPO $5.50 1. Collective bargaining — United States. I. 
Andrews, Mary Ann. II. United States. Bureau of Labor 
Statistics. III. United States. Bureau of Labor Statistics. Di- 
vision of Industrial Relations. IV. Series: Bulletin (United 
States. Bureau of Labor Statistics) ; 1425-20. OCLC 
07932208 


82-672 


L 2.3:2062 

Wage chronology, bituminous coal mine operators and United 
Mine Workers, 1933-81. — Washington, D.C. : U.S. Dept. of 
Labor, Bureau of Labor Statistics : [Supt. of Docs., U.S. 
G.P.O., distributor], 1980. iv, 45 p. ; 28 cm.— (Bulletin ; 
2062) “November 1980.” Includes bibligraphical refer- 
ences. @Item 768-C-5 S/N 029-001-02530-1 @ GPO 
$3.75 1. Wages — Coal-miners — United States. 2. Collec- 
tive labor agreements—Coal mining industry — United 
States. 3. Coal-miners— United States. I. United States. 
Bureau of Labor Statistics. II. Series: Bulletin (United 
States. Bureau of Labor Statistics) ; 2062. OCLC 07135900 
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area / U.S. Department of Labor, Bureau of Labor Statistics. 
(Washington, D.C.] : The Bureau : [For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C., 20402 v. ; 21 x 28 cm. (Bulletin / US. 
Department of Labor, Bureau of Labor Statistics ; 3010-37) 
Annual $2.25 Began with 1965. Title from cover. Aug. 
1981. Description based on: 1980. @Item 768-B-38 S/N 
029-001-02682-0 Main series: Bulletin (United States. Bureau 
of Labor Statistics) Continues in part: Occupational wage 
survey 1. Wages — Oklahoma — Oklahoma City metropoli- 
tan area — Statistics — Periodicals. I. United States. Bureau 
of Labor Statistics. II. Series: Bulletin (United States. 
Bureau of Labor Statistics) ; 3010-37. OCLC 02829835 


82-675 


L 2.3:3010-43 


Area wage survey. Greensboro-Winston-Salem-High Point, 


North Carolina, metropolitan area / U.S. Department of 
Labor, Bureau of Labor Statistics. [Washington, D.C.] : The 
Bureau : [For sale by the Supt. of Docs., U.S. G.P.O., Supt. 
of Docs., U.S. Govt. Print. Off., Washington, D.C., 20402 v. 
; 21 x 28 cm. (Bulletin / U.S. Department of Labor, Bureau 
of Labor Statistics ; 3010-43) $2.25 Title from cover. 
Aug. 1981. Description based on: 1980. @lItem 768-B-35 
S/N 029-001-02546-7 ISSN 0361-1574 Main series: Bulletin 
(United States. Bureau of Labor Statistics) 1. Wages — 
North Carolina— Greensboro metropolitan area — Statis- 
tics — Periodicals. 2. Wages— North Carolina — Winston- 
Salem metropolitan area — Statistics — Periodicals. 3. 
Wages — North Carolina — High Point metropolitan area — 
Statistics — Periodicals. I. United States. Bureau of Labor 
Statistics. II. Series: Bulletin (United States. Bureau of 
Labor Statistics) ; 3010-43. HD4976.N87U55a 76-640681 // 
1812 331.2/9756/6 OCLC 02246368 
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82-676 82-680 
L 2.3:3010-44 


L 2.71:619 
Area wage survey. Cleveland, Ohio, metropolitan area / U.S. 


Geographic profile of employment and unemployment / U.S. 


Department of Labor, Bureau of Labor Statistics. [Washing- 
ton, D.C.] : The Bureau : [For sale by the Supt. of Docs., 
U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C., 20402 v ; 21 x 28 cm. (Bulletin / U.S. Depart- 
ment of Labor, Bureau of Labor Statistics ; 3010-44) Annual 
$3.25 Began with 1965. Title from cover. Sept. 1981. 
Description based on: 1980. @lItem 768-B-37 S/N 029-001- 
02640-4 Main series: Bulletin (United States. Bureau of 
Labor Statistics) Continues in part: Occupational wage 
survey 1. Wages—Ohio— Cleveland metropolitan area — 
Statistics — Periodicals. I. United States. Bureau of Labor 
Statistics. II. Series: Bulletin (United States. Bureau of 
Labor Statistics) ; 3010-44. OCLC 02237026 


Department of Labor, Bureau of Labor Statistics. [Washing- 
ton, D.C.] : The Bureau, U.S. Dept. of Labor, Bureau of 
Labor Statistics, Washington, D.C., 20212 v. ; 27 cm. 
(Report / U.S. Department of Labor, Bureau of Labor Statis- 
tics ; 619) Title from cover. 1979. Description based on: 
1979. @lItem 768-G ISSN 0145-7330 Main series: Report 
(United States. Bureau of Labor Statistics) 1. Labor 
supply — United States — Statistics — Periodicals. 2. Unem- 
ployment — United States — Statistics — Periodicals. I. 
United States. Bureau of Labor Statistics. II. Series: Report 
(United States. Bureau of Labor Statistics) ; 619. 
HD8051.A7876 subser 73-603091 //r813 [HD5723] 331.1/ 
08s [331.1/1/0973] OCLC 02806807 


82-681 
82-677 L 2.71/3:80-3 
L 2.3:3010-45 Employment outlook for ... college graduates in New England / 
US. t of Labor, B isti 
Area wage survey. Gainesville, Florida, metropolitan area / &. Department o t, Bureau of Labor Statistics, New 


U.S. Department of Labor, Bureau of Labor Statistics. [Wash- 
ington, D.C.] : The Bureau : [For sale by the Supt. of Docs., 
U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C., 20402 v. ; 21 x 28 cm. (Bulletin / U.S. Depart- 
ment of Labor, Bureau of Labor Statistics ; 3010-45) Annual 
$2.50 Title from cover. Sept. 1981. Description based on: 
1980. @Item 768-B-11 S/N 029-001-02641-2 ISSN 0098- 
5317 Main series: Bulletin (United States. Bureau of Labor 
Statistics) Continues in part: Occupational wage survey 1. 
Wages — Florida — Gainesville metropolitan area — Statis- 
tics — Periodicals. I. United States. Bureau of Labor Statis- 
tics. II. Series: Bulletin (United States. Bureau of Labor Sta- 
tistics) ; 3010-45. HD4976.G3U53a 75-643410 //r812 
331.2/9759/79 OCLC 02241170 


82-678 


L 2.71:559 

BLS publications on productivity and technology. — [Washing- 
ton, D.C.] U.S. Dept. of Labor, Bureau of Labor Statistics, 
1979. i, 21 p. ; 21 cm.— (Report ; 559) Cover title. The 
Office of Productivity and Technology”—p. 1. “May 
1979”—P. 2 of cover. 1. United States. Bureau of Labor 
Statistics — Bibliography. 2. Labor productivity — United 
States — Bibliography. 3. Technology— United States — 
Bibliography. I. United States. Bureau of Labor Statistics. 
Office of Productivity and Technology. II. Series: Report 
(United States. Bureau of Labor Statistics) ; 559. OCLC 


England Regional Office. Boston, Mass. : The Office, 
Region I, 1603 JFK Federal Bldg., Govt. Center, Boston, 
Mass. 02203 v. ; 28 cm. (Regional report ; 80-3) Annual 
Title from cover. 1980. Description based on: 1981. 
@ltem 768-P (microfiche) ISSN 0278-5463 Main series: 
Regional report (United States. Bureau of Labor Statistics. 
New England Regional Office) 1. College graduates — Em- 
ployment — New England — Statistics — Periodicals. I. 
United States. Bureau of Labor Statistics. New England Re- 
gional Office. II. Series: Regional report (United States. 
Bureau of Labor Statistics. New England Regional Office) ; 
80-3. PAR 81-645550 OCLC 07816200 


82-682 


L 2.71/3:81-4 


Employment outlook for ... college graduates in New England / 


U.S. Department of Labor, Bureau of Labor Statistics, New 
England Regional Office. Boston, Mass. : The Office, 
Region I, 1603 JFK Federal Bldg., Govt. Center, Boston, 
Mass. 02203 v. ; 28 cm. (Regional report ; 81-4) Annual 
Title from cover. 1981. Description based on: 1981. ISSN 
0278-5463 Main series: Regional report (United States. 
Bureau of Labor Statistics. New England Regional Office) 
1. College graduates — Employment — New England — Sta- 
tistics — Periodicals. I. United States. Bureau of Labor Sta- 
tistics. New England Regional Office. II. Series: Regional 
report (United States. Bureau of Labor Statistics. New Eng- 
land Regional Office) 81-4. PAR 81-645550 OCLC 
07816200 


05974596 82-683 


L 2.71/4:79-2 
82-679 Union contract expirations in the North Central Region V / 


L 2.71:604 

Accidents involving face injuries. — Washington, D.C. : U.S. 
Dept. of Labor, Bureau of Labor Statistics, [1980] ii, 20 p. ; 
28 cm. — (Report ; 604) Cover title. “Prepared by Luther 
Clark ... [et al.]”—P. i. “May 1980.” 1. Industrial acci- 
dents — United States. I. Clark, Luther. II. United States. 
Bureau of Labor Statistics. III. Series: Report (United 
States. Bureau of Labor Statistics) ; 604. OCLC 06911180 


U.S. Department of Labor, Bureau of Labor Statistics, North 
Central Region V. Chicago, Ill. : The Region, U.S. Dept. of 
Labor, Bureau of Labor Statistics, 230 S. Dearborn St., Chi- 
cago, Ill., 60604 v. ; 27 cm. (Regional report / U.S. Depart- 
ment of Labor, Bureau of Labor Statistics, North Central 
Region V ; 79-2) Annual 1979. Description based on: 
1979. ISSN 0362-4188 Main series: Regional report (United 
States. Bureau of Labor Statistics. North Central Regional 
Office) 1. Collective labor agreements— North Central 
States — Statistics — Periodicals. I. United States. Bureau of 
Labor Statistics. North Central Regional Office. II. Series: 
Regional report (United States. Bureau of Labor Statistics. 
North Central Regional Office) ; 79-2. HD8083.A4N63 
subser 76-643391 //81  331.1/0977 ~—ss_- [331.89/0977] 
OCLC 02359700 
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Occupational Safety and Health Administration — Labor Dept. 


82-684 


L 2.105:C 59/980 

Municipal government wage survey, Cleveland, Ohio / U.S. 
Department of Labor, Bureau of Labor Statistics, North Cen- 
tral Region V. Chicago, Ill. : The Region, U.S. Dept. of 
Labor, Bureau of Labor Statistics, North Central Region V, 
230 S. Dearborn St., Chicago, Ill., 60604 v. ; 26-28 cm. (- 
1972, North Central regional report) (Regional report / U.S. 
Department of Labor, Bureau of Labor Statistics, North Cen- 
tral Region V ; 81-4) Annual Aug. 1980. Description 
based on: 1980. Main series: North Central regional report 
Main series: Regional report (United States. Bureau of Labor 
Statistics. North Central Regional Office) 1. Cleveland 
(Ohio) — Officials and employees — Salaries, allowances, 
etc. — Statistics — Periodicals. I. United States. Bureau of 
Labor Statistics. North Central Regional Office. II. Series: 
North Central regional report III. Series: Regional report 
(United States. Bureau of Labor Statistics. North Central Re- 
gional Office) ; 81-4. OCLC 07920669 


82-685 


L 2.105:M 64/980 

Municipal government wage surveys, Milwaukee, Wisconsin / 
U.S. Department of Labor, Bureau of Labor Statistics, North 
Central Region V. Chicago, Ill. : The Region, U.S. Dept. of 
Labor, Bureau of Labor Statistics, North Central Region V, 
230 S. Dearborn St., Chicago, Ill. 60604 v. ; 27 cm. (-1974, 
North Central regional report) (Regional report / U.S. De- 
partment of Labor, Bureau of Labor Statistics North Central 
Region V ; 81-2) Annual July 1980. Description based 
on: 1980. Main series: North Central regional report Main 
series: Regional report (United States. Bureau of Labor Statis- 
tics. North Central Regional Office) 1. Milwaukee (Wis.) — 
Officials and employees — Salaries, allowances, etc. — Perio- 
dicals. I. United States. Bureau of Labor Statistics. North 
Central Regional Office. II. Series: North Central regional 
report III. Series: Regional report (United States. Bureau of 
Labor Statistics. North Central Regional Office) ; 81-2. 
HD8083.A4N63 = subser 80-641018 //r81 [JS1114.A35] 
331.1/0977 s [331.2/041352077595] OCLC 06076377 


OCCUPATIONAL SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20210 


82-686 


L 35.2:J 57/3 
Witt, Matt. 

Job safety and health : answers to some common ques- 
tions. — [Washington, D.C.?] : U.S. Dept. of Labor, Occupa- 
tional Safety and Health Administration, 1980. 25 p. : col. 
ill. ;21x9cm. “Prepared for OSHA by Matt Witt, director 
of the American Labor Education Center and by Steve 
Babson”—P. 2 of cover. “OSHA 3034 (Reprint).” @lItem 
765 1. Work environment — Safety measures. I. Babson, 
Steve. II. United States. Occupational Safety and Health 
Administration. OCLC 07910203 


82-687 
L 35.18:H 79/980 

Hot environments / U.S. Department of Labor, Occupational 
Safety and Health Administration [and] U.S. Dept. of Health 
and Human Services, National Institute for Occupational 
Safety and Health. — Cincinnati, Ohio : U.S. Dept. of Health 
and Human Services, Public Health Service, Center for Dis- 
ease Control, National Institute for Occupational Safety and 
Health ; Washington, D.C. : For sale by the Supt. of Docs., 
U.S. G.P.O., 1980. iii, 17 p. ; 22 cm. — (Job health hazards 
series) (DHHS (NIOSH) publication ; no. 80-132) “July 
1980.” @Item 766-I S/N 017-033-00371-8 @ GPO $2.50 
1. Industrial safety — United States. 2. Work environment — 
United States. 3. Environmental health. I. United States. 
Occupational Safety and Health Administration. II. National 
Institute for Occupational Safety and Health. III. Series. 
IV. Series: DHHS publication ; no. (NIOSH) 80-132. OCLC 
06633205 


WOMEN’S BUREAU 
Labor Dept. 
Washington, DC 20210 


82-688 
L 36.102:W 89/5 
20 facts on women workers. — Washington, D.C. : U.S. Dept. 
of Labor, Office of the Secretary, Women’s Bureau, 1980. 3 
p.; 27cm. Caption title. “December 1980”—P. 3. @lItem 
782 1. Women — Employment — United States. I. United 
States. Women’s Bureau. OCLC 07438979 


82-689 
L 36.112:17 
Hernandez, Ruth Robinson. 

A women’s guide to apprenticeship. — Washington, D.C. : 
U.S. Dept. of Labor, Women’s Bureau, 1980. v, 30 p. : ill. : 
28 cm.— (Pamphlet ; 17) “Prepared by Ruth Robinson 
Hernandez, Division of Information and Publications, 
Women’s Bureau, with technical assistance from the Bureau 
of Apprenticeship and Training”—p. 1. Bibliography: p. 25- 
26. S/N 029-002-00058-4 @ GPO $2.25 1. Women — Em- 
ployment — United States. 2. Apprentices — United States. 
3. Vocational guidance for women— United States. I. 
United States. Women’s Bureau. II. Title. III. Series: Pam- 
phlet (United States. Women’s Bureau) ; 17. OCLC 
06729326 


82-690 
L 36,112:23 
Perry, Kathryn Senn. 

Employers and child care : establishing services through 
the workplace / U.S. Department of Labor, Women’s 
Bureau. — Washington, D.C. : The Bureau, 1981. vii, 90 p. ; 
28 cm.— (Pamphlet ; 23) “Prepared for the Women’s 
Bureau by Kathryn Senn Perry.” “January 1981.” No 
longer available for sale from the Supt. of Docs. Includes 
bibliographies. S/N 029-002-00064-9 @ GPO $4.25 1. 
Day care centers and industry — United States. I. United 
States. Women’s Bureau. II. Title. III. Series: Pamphlet 
(United States. Women’s Bureau) ; 23. 81-602787 OCLC 
07359411 
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WAGE AND HOUR DIVISION 82-695 


—— National Council of La Raza. 

Washington, DC 20210 Hispanic youth employment : establishing a knowledge base 

82-691 / The National Council of La Raza. — [Washington, D.C.?] : 
L 36.208:F 15/981 U.S. Dept. of Labor, Employment and Training a 

Handy reference guide to the Fair Labor Standards Act. — Rev. tion, Office of Youth Programs, [1979] 5, vi, 156 p. ; 

Jan. 1981.—[Washington, D.C.?] : U.S. Department of cm.— (Knowleadge development report ; 10.1.) ne 
Labor, Employment Standards Administration, Wage and 1979.” “March 1980”—Cover. Includes bibliographies. 1. 
Hour Division, 1981. 8 p. : ill. ; 28 cm.— (WH publication ; Hispanic Americans — Employment — United States. 2. Mi- 
1282) Cover title. @Item 777-B 1. Wages — Minimum nority youth — Employment — United States. I. United 
wage— United States. 2. Children— Employment. 3. adie Metin t and Training Administration. Office of 
Hours of labor — United States. I. United States. Employ- a = a, . tin cow" al hit a 


ment Standards Administration. Wage and Hour Division. . 
OCLC 06528967 


WORKER’S COMPENSATION PROGRAMS 82-696 
OFFICE 


L 37.19/2:10.1 


L 37.19/2:10.2 
Labor Dept. A Profile of Hispanic youth / Office of Youth Programs. — 
P . 
Washington, DC 20210 [Washington, D.C.?] : U.S. Dept. of Labor, Employment and 
Training Administration, Office of Youth Programs, [1980] 
82-692 9, 91 p. ; 28 cm.— (Youth knowledge development report. 
is L 36.409:CA-550/3 Special needs groups ; 10.2) “April 1980.” 1. Hispanic 
sa a al Ey comes ee ek the Americans — Employment — Longitudinal studies. 2. His- 
eral Employees’ Compensation Act. — Rev : ic Ameri — Education — itudinal studies. 3. Mi- 
[Wanngion, Dc] " US Dept of Labor, Employmen Pate Amecam Education — Longitudinal suds, 
Standards Administration, Office of Workers’ Compensation tudi L. United Hoag Empl t and Traini yr - 
Programs, 1980. vii, 25 p. : 1 map ; 27 cm. — (Pamphlet CA — on . See ore * 
; 550) Cover title. 1. Workers’ compensation — United istration. ce of Youth Programs. II. Series: Youth 
States. I. United States. Employment Standards Administra- knowledge development report. Special needs groups ; 10.2. 
tion. Office of Workers’ Compensation Programs. II. Title: 81-602455 OCLC 06714996 
Questions and answers about the Federal Employees’ Com- 
pensation Act. III. Series. OCLC 07941495 MINING SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 


Arlington, VA 22203 


EMPLOYMENT AND TRAINING 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20213 82-697 


L 38.10:1117 
eee senitieume Valoski, Michael P. 
, plnay ~- , Improving barrier insertion loss. —[Washington, D.C.?] : 
a Sapien, aed Tice Aasineeee GPa) glow US. Dept of Labor, Mine Safety aad Healh Administration, 
sary of program terms and definitions. — 3rd. ed. — Washing- 1980. 17 p. : ill. ; 27 cm.— (IR ; 1117) Includes biblio- 
ton, D.C. : U.S. Dept. of Labor, Employment and Training graphical references. @Item 637-A 1. Mineral industries — 
Administration, 1980. 4, xxxvi, 167 p. ; 28 cm.— (Employ- United States — Noise control. 2. Noise barriers. 3. Mining 
ment and training handbook ; no. 373) “September 1980.” engineering — United States. I. United States. Mine Safety 
@lItem 747-B 1. Labor and laboring classes — United and Health Administration. II. Title. III. Series: Informa- 
States — Dictionaries. 2. Occupational training — United tional report (United States. Mine Safety and Health Adminis- 
States — Dictionaries. I. Title. II. Series. OCLC 07150762 tration) ; IR 1117. OCLC 07941527 


82-694 82-698 
L 37.14/2:4 
How current occupational supply and demand information can 


be used to increase local office placements in Utah / Utah 


L 38.10:1120 
Comparison of surface coal mine respirable dust concentrations 


Department of Employment Security. — [Washington, D.C.?] 
: U.S. Dept. of Labor, Employment and Training Administra- 
tion, Division of Labor Market Information, [1980] 39 p. : 
ill. ; 28 cm.— (Monograph ; no. 4) “November 1980.” 
Cover title: Utah increases placements using current occupa- 
tional data. @lItem 746-H-1 1. Labor supply — Utah. 2. 
Job vacancies— Utah. I. United States. Division of Labor 
Market Information. II. Utah. Dept. of Employment Secu- 
rity. III. Title: Utah increases placements using current oc- 
cupational data. IV. Series: Monograph (United States. Divi- 
sion of Labor Market Information) ; no. 4. OCLC 07646021 


measured with MRE and personal gravimetric sampling 
equipment. —[Washington, D.C.?] : U.S. Dept. of Labor, 
Mine Safety and Health Administration, 1980. 10 p. : ill. ; 27 
cm.— (Informational report ; IR 1120) Authors: J.J. Al- 
varez and others. Includes bibliographical references. 
@ltem 637-A 1. Coal mines and mining — Dust control. 2. 
Mine dusts— Measurement. I. Alvarez, J. J. Il. United 
States. Mine Safety and Health Administration. III. Series: 
Informational report (United States. Mine Safety and Health 
Administration) ; IR 1120. OCLC 07910167 
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Library of Congress 


82-699 


L 38.10:1123 

Injury experience in stone mining. [Washington] : U.S. Dept. of 
Labor, Mine Safety and Health Administration, 1979- U.S. 
Dept. of Labor, Mine Safety and Health Administration, 4015 
Wilson Blvd., Arlington, Va., 22203 v. ; 27 cm. (Informa- 
tional report / U.S. Department of Labor, Mine Safety and 
Health Administration ; IR 1123) Annual 1978- 1979. 
Vols for 1978- prepared by the Division of Mining Informa- 
tion Systems, Health and Safety Analysis Center. @Item 
637-A Main series: Informational report (United States. 
Mine Safety and Health Administration) Continues: Injury 


Safety and Health Administration, 4015 Wilson, Blvd., Ar- 
lington, Va., 22203 v. ; 27 cm. (Informational report / U.S. 
Department of Labor, Mine Safety and Health Administration 
; IR 1126) Annual Began with 1978. 1979. Description 
based on: 1979. @lItem 637-A ISSN 0270-0042 Main 
series: Informational report (United States. Mine Safety and 
Health Administration) Continues: Injury experience in the 
metallic mineral industries ISSN 0160-8452 1. Mineral indus- 
tries — United States — Accidents — Statistics — Periodicals. 
I. United States. Mine Safety and Health Administration. II. 
Series: Informational report (United States. Mine Safety and 
Health Administration) ; IR 1126. TN295.1536 80-645423 


experience in quarrying ISSN 0098-4906 1. Stone industry //181  312/.43 OCLC 06191043 
and trade — United States — Accidents — Statistics — Periodi- 

cals. I. United States. Division of Mining Information Sys- 62-708 

tems. II. United States. Mine Safety and Health Administra- 
tion. III. Series: Informational report (United States. Mine 
Safety and Health Administration) ; IR 1123. OCLC 
06162386 


L 38.10:1130 
Laboratory evaluation of RACAL “airstream” helmet. — 
[Washington, D.C.?] : U.S. Department of Labor, Mine 
Safety and Health Administration, 1981. 7 p. : ill. : 27 cm. — 
(IR ; 1130) @Item 637-A 1. Coal mines and mining — 
82-700 United States — Dust control. 2. Mine dusts — Safety meas- 
L 38.10:1124 ures. 3. Safety hats. I. United States. Mine Safety and 
Injury experience in nonmetallic mineral mining (except stone Health Administration. II. Series: Informational report 
and coal) / U.S. Department of Labor, Mine Safety and (United States. Mine Safety and Health Administration) ; IR 

Health Administration. [Arlington, Va.?] : The Administra- 1130. OCLC 07913907 

tion, v. ; 28 cm. (Informational report / U.S. Department of 
Labor, Mine Safety and Health Administration ; IR 1124) 
1979. Description based on: 1979. @lItem 637-A ISSN 
0271-9630 Main series: Informational report (United States. 
Mine Safety and Health Administration) 1. Mine acci- 
dents — United States — Statistics — Periodicals. 2. Nonme- 
tallic minerals — United States — Statistics — Periodicals. I. 
United States. Mine Safety and Health Administration. II. 


LIBRARY OF CONGRESS 
Washington, DC 20540 


Additional entries follow Copyright Office entries. 


Series: Informational report (United States. Mine Safety and 82-704 
Health Administration) ; IR 1124. TN295.U58a subser 80- 
645148 9 //r81 [TN311] 363.1/19622/0973 s [312/.273] 
OCLC 06692269 


LC 1.2:G 75 
Library of Congress. 
Popular & applied graphic art in the Library of Con- 
gress. —[Washington, D.C.] : Library of Congress, [19797] 
82-701 [12] p. : ill. ; 28 cm. Cover title. 1. Library of Congress — 
L 38.10:1125 


Art collections. 2. Graphic arts— Catalogs. I. Title. 81- 
Injury experience in sand and gravel mining / U.S. Department 602754 OCLC 05828440 

of Labor, Mine Safety and Health Administration. [Arlington, 
Va.?] : The Administration, U.S. Dept. of Labor, Mine 
Safety and Health Administration, 4015 Wilson Blvd., Arling- 
ton, Va., 22203 v. ; 27 cm. (Informational report / U.S. 
Department of Labor, Mine Safety and Health Administration 
; IR 1125) Annual Began with 1978. 1979. Description 
based on: 1979. @Item 637-A ISSN 0270-2053 Main 
series: Informational report (United States. Mine Safety and 
Health Administration) Continues: Injury experience in the 82-705 
sand and gravel industry ISSN 0191-6645 1. Sand and gravel 
industry — United States — Accidents — Statistics — Periodi- 
cals. I. United States. Mine Safety and Health Administra- 
tion. II. Series: Informational report (United States. Mine 
Safety and Health Administration) ; IR 1125. PAR 80- 
643665 //r81 OCLC 06307129 


COPYRIGHT OFFICE 
Library of Congress 
Washington, DC 20559 


LC 3,1:979 
Library of Congress. Copyright Office. 

Annual report of the Register of Copyrights for the fiscal 
year ending ... Washington : Library of Congress, Library of 
Congress, Washington, D.C. 20540 v.; 26cm. Began with 
1928/29. 82nd report covering fiscal year ending Sept. 30, 
1979. Description based on: 82nd (1979) Reports for 1941, 

82-702 1951- also issued with: Library of Congress. Annual report of 

L 38.10:1126 the Librarian of Congress. ISSN 0090-2845 Continues: Li- 

Injury experience in metallic mineral mining / U.S. Department brary of Congress. Copyright Office. Report of the Register 

of Labor, Mine Safety and Health Administration. [Arlington, of Copyrights 1. Library of Congress. Copyright Office — 

Va.7] : The Administration, U.S. Dept. of Labor, Mine Periodicals. 2. Copyright — United States — Periodicals. 

Key Title: Annual report of the Register of Copyrights I. 
Title. OCLC 07932086 
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82-706 
LC 3.1:980 
Library of Congress. Copyright Office. 

Annual report of the Register of Copyrights for the fiscal 
year ending ... Washington : Library of Congress, Supt. of 
Docs., U.S. Govt. Print. Off., Washington, D.C., 20402  v. ; 
26 cm. $2.75 Began with 1928/29. Description based on: 
82nd (1979) 83rd annual report covers fiscal year ending 
Sept. 30, 1980. Reports for 1941, 1951- also issued with: 
Library of Congress. Annual report of the Librarian of Con- 
gress. S/N 030-002-00145-4 ISSN 0090-2845 Continues: 
Library of Congress. Copyright Office. Report of the Regis- 
ter of Copyrights 1. Library of Congress. Copyright 
Office — Periodicals. 2. Copyright — United States — Perio- 
dicals. Key Title: Annual report of the Register of Copy- 
rights I. Title. OCLC 07932086 


LIBRARY OF CONGRESS 
Washington, DC 20540 


82-707 
LC 14.20:981 

CRS studies in the public domain. Washington, D.C. : Congres- 
sional Research Service, The Library of Congress : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 v. ; 27 cm. 
Semiannual $2.25 Began with issue for 1978. May 1981. 
Description based on: Nov. 1980. @lItem 807-A-2 S/N 
030-000-00132-0 ISSN 0277-125X 1. Library of Congress. 
Congressional Research Service — Bibliography — Periodi- 
cals. I. Library of Congress. Congressional Research Serv- 
ice. PAR 81-641721 //r81 OCLC 06053085 


82-708 
LC 25.2:Su 1 
Library of Congress. Prints and Photographs Division. 

Subject headings used in the Library of Congress Prints 
and Photographs Division / Elisabeth W. Betz. — Prelim. 
ed. — [Washington, D.C.?] : Prints and Photographs Division, 
Library of Congress, [1980?] viii, 479 p. ; 28 cm. Cover 
title. 1. Library of Congress. Prints and Photographs Divi- 
sion. 2. Subject headings — Pictures. 3. Subject headings — 
Prints. I. Betz, Elisabeth W. II. Title. 81-602878 OCLC 
07228393 


82-709 
LC 42.2:C 73 
Howard, John M. (John Milton), 1944- 

Doing research in federal communications law / John M. 
Howard. — Washington, D.C. : Law Library, Library of 
Congress, 1981. 41 p. ; 28 cm. Bibliography: p. 30-38. 1. 
United States. Federal Communications Commission. 2. 
Communication and traffic — United States. 3. Broadcasting 
policy — United States. I. Library of Congress. Law Li- 
brary. II. Title. 81-600093 OCLC 07902906 


82-710 
LC 42.2:11 6 @ 
Shroff, Kersi B. 

Admissibility of illegally obtained evidence : a comparative 
analysis of the laws of England, Scotland, Ireland, Canada, 
Australia, and New Zealand / by Kersi B. Shroff and Stephen 
F. Clarke. — Washington, D.C. : Law Library, Library of 
Congress, 1981. 73 p. ; 28 cm. Bibliography: p. 69-73. 1. 
Evidence (Law). 2. Criminal procedure. I. Clarke, Stephen 
F. II. Library of Congress. Law Library. III. Title. 81- 
600077 OCLC 07903208 
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82-711 
LC 42.2:St 8 
Arthur D. Little, Inc. 
ing the Law Library of Congress : service to the 
Congress through helping meet national needs for legal infor- 
mation : final report to the Library of Congress. — [Washing- 
ton, D.C.?] : The Library, [19817] 247 p.; 29 cm. “Arthur 
D. Little, Inc."—Cover. “C-83868.” 1. Library of Con- 


gress. Law Library. I. Library of Congress. II. Title. 81- 
603049 OCLC 07905906 


82-712 
LC 42.2:T 32 
Mya Saw Shin. 

The constitutions of Thailand / Mya Saw Shin. — Washing- 
ton, D.C. : Law Library, Library of Congress, 1981. vi, 69 
p. ; 28 cm. Bibliography: p. 65-67. 1. Thailand — Constitu- 
tional history. 2. Constitutions. I. Library of Congress. 
Law Library. II. Title. 81-600114 OCLC 07903180 


NATIONAL LABOR RELATIONS BOARD 
Washington, DC 20570 


82-713 
LR 1.8:252 
United States. National Labor Relations Board. 

Decisions and orders of the National Labor Relations 
Board. Washington : The Board : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 v.; 24-27cm. $24.00 Began with 
Dec. 7, 1935/July 1, 1936. Vol. 252, Sept. 9-30, 1980. De- 
scription based on: Vol. 238 (Sept. 2 through Oct. 12, 1978). 
Indices: Table of cases decided: Vols. 1-41, Dec. 7, 1935-June 
30, 1942, in v. 41; Vols. 1-74, Dec. 7, 1935-Aug. 21, 1947. 1 
v.; Vols. 75-104, Aug. 22, 1947-May 27, 1953. 1 v.; Vols. 105- 
150, May 22, 1953-Feb. 12, 1965. 1 v.; Vols. 147-223, May 16, 
1964-May 21, 1976. @lItem 826 S/N 031-000-00216-8 
ISSN 0083-2227 Continues: United States. National Labor 
Relations Board. Decisions of the National Labor Relations 
Board Related records: Classified index of National Labor 
relations Board decisions and related court decisions ISSN 
0092-4962 1. Labor laws and legislation — United States — 
Cases. I. Title. LAW 37-026136 //t555 331.154 
OCLC 01768562 


82-714 
LR 1.8:253 
United States. National Labor Relations Board. 

Decisions and orders of the National Labor Relations 
Board. Washington : The Board : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 v. ; 24-27 cm. $23.00 Began with 
Dec. 7, 1935/July 1, 1936. Vol. 253, Sept. 30, 1980-Jan. 9, 
1981. Description based on: Vol. 238 (Sept. 2 through Oct. 
12, 1978) Indices: Table of cases decided: Vols. 1-41, Dec. 
7, 1935-June 30, 1942, in v. 41; Vols. 1-74, Dec. 7, 1935-Aug. 
21, 1947. 1 v.; Vols. 75-104, Aug. 22, 1947-May 27, 1953. 1 v.; 
Vols. 105-150, May 22, 1953-Feb. 12, 1965. 1 v.; Vols. 147- 
223, May 16, 1964-May 21, 1976. @ltem 826 S/N 031-000- 
00217-6 Continues: United States. National Labor Relations 
Board. Decisions of the National Labor Relations Board Re- 
lated records: Classified index of National Labor relations 
Board decisions and related court decisions ISSN 0092-4962 
1. Labor laws and legislation — United States — Cases. I. 
Title. LAW  37-026136 //r555 331.154 OCLC 01768562 
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MERIT SYSTEMS PROTECTION BOARD 
Washington, DC 20003 


82-715 


MS 2.1:979 
United States. Merit Systems Protection Board. Office of Spe- 
cial Counsel. 

Annual report to the Congress on the activities of the 
Office of the Special Counsel. [Washington : Office of the 
Special Counsel, Merit Systems Protection Board : Supt. of 
Docs., U.S. G.P.O., distributor, 1979]. Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 1 v. : ill. ; 28 cm. 
Annual $4.25 Ist (1979). Title from cover. Ist, 1979. 
@ltem 290-K-02 S/N 062-000-00003-1 ISSN 0277-3295 
Continued by: United States. Merit Systems Protection Board. 
Office of Special Counsel. Annual report ISSN 0278-5714 
1980 1. United States. Merit Systems Protection Board. 
Office of Special Counsel — Periodicals. I. Title. PAR 
81-642055 OCLC 07530299 


NATIONAL AERONAUTICS AND SPACE 
ADMINISTRATION 
Washington, DC 20546 


(Washington, D.C.] : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Branch : Supt. 
of Docs., U.S. G.P.O., [distributor, Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 v. ; 26 cm. 
Semi-annual, with annual cumulations, 1970- Quarterly, with 
semi-annual and annual cumulations, 1963-64 Quarterly, with 
annual cumulations, 1965-69 $9.50 Began with Jan.-Mar. 
1963. Other title: STAR, an abstract journal Cover title. 
Vol. 19, acc. nos. N81-10001 to N81-21997, Jan.-June 1981 
semiannual index. Description based on: Vol. 17, acc. nos. 
N80-10001 to N80-22254 (Jan.-June 1980). Vols. for 197 -197 
published by the National Aeronautics and Space Administra- 
tion’s Scientific and Technical Information Office (called 
1962-June 1966, Office of Scientific and Technical Informa- 
tion; June 1966-Nov. 1970, Scientific and Technical Informa- 
tion Division) Vols. for 19 - prepared by the NASA Scien- 
tific and Technical Information Facility. @lItem 830-K S/ 
N 033-000-72111-1 1. Aeronautics — Indexes — Periodicals. 
2. Astronautics — Indexes — Periodicals. I. United States. 
National Aeronautics and Space Administration. Scientific 
and Technical Information Branch. II. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Office. III. NASA Scientific and 
Technical Information Facility. OCLC 03019268 


82-716 82-718 


NAS 1.9/5:18/1-24/pt.1-2 


NAS 1.15:80093 
Scientific and technical aerospace reports. Index / produced by 


Hunt, L. Roane (Lewis Roane). 


the Scientific and Technical Information Branch, NASA. 
[Washington, D.C.] : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Branch : Supt. 
of Docs., U.S. G.P.O., [distributor, Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 v. ; 26 cm. 
Semi-annual, with annual cumulations, 1970- Quarterly, with 
semi-annual and annual cumulations, 1963-64 Quarterly, with 
annual cumulations, 1965-69 $16.00 (pt.1-2) Began with 
Jan.-Mar. 1963. Other title: STAR, an abstract journal 
Cover title. Vol. 18, acc. nos. N80-10001 to N80-34339, 
1980, annual index. Description based on: Vol. 17, acc. nos. 
N80-10001 to N&80-22254 (Jan.-June 1980). Content: pt. 1. 
Subject — pt. 2. Personal author, corporate source, contract 
number, report / accession number. Vols. for 197 -197 pub- 
lished by the National Aeronautics and Space Administra- 
tion’s Scientific and Technical Information Office (called 
1962-June 1966, Office of Scientific and Technical Informa- 
tion; June 1966-Nov. 1970, Scientific and Technical Informa- 
tion Division) Vols. for 19 - prepared by the NASA Scien- 
tific and Technical Information Facility. @lItem 830-K S/ 
N 033-000-72110-2 (pt.1-2) 1. Aeronautics — Indexes — Per- 
iodicals. 2. Astronautics — Indexes — Periodicals. I. United 
States. National Aeronautics and Space Administration. Scien- 
tific and Technical Information Branch. II. United States. 
National Aeronautics and Space Administration. Scientific 
and Technical Information Office. III. NASA Scientific and 
Technical Information Facility. OCLC 03019268 


82-717 


NAS 1.9/5:19/1-12 
Scientific and technical aerospace reports. Index / produced by 
the Scientific and Technical Information Branch, NASA. 


Cyclic tests of P-bulb end-seal designs for a shuttle-type 
wing-elevon cove membrane seal / L. Roane Hunt. — Wash- 
ington, D.C. : National Aeronautics and Space Administra- 
tion, Scientific and Technical Information Branch ; [Sping- 
field, Va. : For sale by the National Technical Information 
Service], 1979. 27 p. : ill. ; 27 cm.— (NASA technical 
memorandum ; 80093) “July 1979”"—Cover. Bibliography: 
p. 8. @lItem 830-D (microfiche) 1. Reusable space vehi- 
cles — Design and construction. I. United States. National 
Aeronautics and Space Administration. Scientific and Techni- 
cal Information Branch. II. Title. III. Series. OCLC 
07939626 


82-719 


NAS 1.15:80129 


Re, Richard J. 


Effect of several airframe/nozzle modifications on the drag 
of a variable-sweep bomber configuration / Richard J. Re and 
David E. Reubush. — Washington, D.C. : National Aeronau- 
tics and Space Administrat ion, Scientific and Technical In- 
formation Branch ; [Springfield, Va. : Fo r sale by the Na- 
tional Technical Information Service], 1979. 168 p. : chiefly 
ill. ; 27 cm.— (NASA technical memorandum ; 80129) 
“Langley Research Center.” “October 1979”—Cover. In- 
cludes bibliographical references. @lItem 830-D (microfiche) 
1. Drag (Aerodynamics) — Testing. I. Reubush, David E. 
II. United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Branch. III. 
Langley Research Center. IV. Title. V. Series. OCLC 
07914218 
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82-720 82-724 
NAS 1,15:81826 


NAS 1.26:3095 
Rhyne, Richard H. 


; + ; nt ’ Connell, J. D. 
Accuracy of aircraft velocities obtained from inertial navi- 


gation systems for application to airborne wind measurements 
/ Richard H. Rhyne. — Washington, D.C. : National Aero- 
nautics and Space Administration, Scientific and Technical 
Information Office ; [Springfield, Va. : For sale by the Na- 
tional Technical Information Service], 1980. 12 p. : ill. ; 27 
cm.— (NASA technical memorandum ; 81826) “Langley 
Research Center.” “July 1980”—Cover. Includes biblio- 
graphical references. @lItem 830-D (microfiche) 1. Aero- 
nautics in meteorology. 2. Winds— Measurement. 3. At- 
mospheric turbulence— Measurement. 4. Wind shear — 
Measurement. I. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
Office. II. Langley Research Center. III. Title. IV. 
Series. OCLC 07223860 


82-721 


NAS 1.21:440 


Baals, Donald D. 


Wind tunnels of NASA / Donald D. Baals and William R. 
Corliss. — Washington, D.C. : Scientific and Technical Infor- 
mation Branch, National Aeronautics and Space Administra- 
tion : For sale by the Supt. of Docs., U.S. G.P.O., 1981. 154 
p. : ill. (some col.) ; 29 cm.— (NASA SP ; 440) Includes 
index. @Item 830-1 S/N 033-000-00832-5 @ GPO $13.50 
1. Aerodynamics. 2. Wind tunnels. I. Corliss, William R. 
II. United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Branch. III. Title. 
IV. Series. TL567.W5B2 81-607811 629.134/52 ¢2 19 
OCLC 07555402 


82-722 


NAS 1.21:7045 
United States. National Aeronautics and Space Administration. 
Scientific and Technical Information Branch. 

Data bases and data base systems, related to NASA’s Aero- 
space Program : a bibliography with indexes. — Washington, 
D.C. : Scientific and Technical Information Branch, National 
Aeronautics and Space Administration ; Springfield, Va. : 
Available from the National Technical Information Service, 
1981 511 p. in various pagings ; 27 cm. “A selection of 
annotated references to unclassified reports and journal arti- 
cles entered into the NASA scientific and technical informa- 
tion system from 1975 through 1980 in Scientific and Techni- 
cal Aerospace Reports (STAR), International Aerospace Ab- 
stracts (IAA).” 1. United States. National Aeronautics and 
Space Administration— Bibliography. 2. Astronautics — 
Data processing — Bibliography. 3. Information storage and 
retrieval systems — Astronautics — Bibliography. I. Title. 
81-603155 OCLC 07899073 


82-723 


NAS 1.26:3079 


Johnson, Forrester T. 


A general panel method for the analysis and design of 
arbitrary configuration in incompressible flows / Forrester T. 
Johnson. — Washington, D.C. : National Aeronautics and 
Space Adminstration, Scientific and Technical Information 
Office ; [Springfield, Va. : For sale by the National Technical 
Information Service] 1978. vi, 193 p. : ill. ; 27 cm.— 
(NASA contractor report ; 3079) “Prepared for Ames Re- 
search Center under contract NAS2-7729. “May 1980”— 
Cover. Includes bibliographical references. @lItem 830-H- 
14 (microfiche) 1. Aeronautics — United States — Computer 
programs. 2. Airplanes— Wings. I. United States. National 
Aeronautics and Space Administration. Scientific and Techni- 
cal Information Office. II. Ames Research Center. III. 
Title. IV. Series. OCLC 07914760 


A field study of air flow and turbulent features of advection 
fog / J.D. Connell. — Washington, D.C. : National Aeronau- 
tics and Space Administration, Scientific and Technical Infor- 
mation Office ; [Springfield, Va. : For sale by the National 
Technical Information Service], 1979. v,45 p. : ill. ; 27 
cm.— (NASA contractor report ; 3095) “University of 
Tennessee Space Institute, Tullahoma, Tennessee.” “Pre- 
pared for George C. Marshall Space Flight Center under 
contract NAS8-32031.” “January 1979”—Cover. Inlcudes 
bibliographical references. @lItem 830-H-14 (microfiche) 1. 
Air flow. 2. Atmospheric turbulence. 3. Fog — United 
States. 4. Atmospheric temperature. I. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Office. II. University of Tennessee 
(System). Space Institute. III. George C. Marshall Space 
Flight Center. IV. Title. V. Series. OCLC 04891469 


82-725 


NAS 1.26:3096 


Weisman, M. L. (Morris Larry) 


Vertical motions in the equatorial middle atmosphere / 
M.L. Weisman. — Washington, D.C. : National Aeronautics 
and Space Administration, Scientific and Technical Informa- 
tion Office ; [Springfield, Va. : For sale by the National 
Technical Information Service], 1979. ix, 111 p. : ill., 1 map ; 
27 cm.— (NASA contractor report ; 3096) “Prepared for 
Wallops Flight Center under contract NAS6-2726.” “April 
1979”—Cover. Includes bibliographies. @Item 830-H-14 
(microfiche) 1. Atmosphere, Upper. 2. Atmospheric tides. 
3. Dynamic meteorology. I. United States. National Aero- 
nautics and Space Administration. Scientific and Technical 
Information Office. II. Wallops Flight Center. III. Title. 
IV. Series. OCLC 04995650 


82-726 


NAS 1.26:3099 


Pantason, Paul. 


Rotary balance data for a single-engine trainer design for an 
angle-of-attack range of 8° to 90°/ Paul Pantason and Waldo 
Dickens. — Washington, D.C. : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch ; [Springfield, Va. : For sale by the National Techni- 
cal Information Service], 1979. 324 p. in various pagings : 
chiefly ill. ; 27 cm.— (NASA contractor report ; 3099) 
“Bihrle Applied Research, Inc.” “Prepared for Langley Re- 
search Center under contract NASI-14849.” “August 
1979”—Cover. Includes bibliographical references. @Item 
830-H-14 (microfiche) 1. Spin (Aerodynamics) 2. Stalling 
(Aerodynamics) I. Dickens, Waldo. II. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Branch. III. Bihrle Applied Research. 
IV. Langley Research Center. V. Title. VI. Series. 
OCLC 07914657 


82-727 





National Aeronautics and Space Administration 


NAS 1.26:3103 82-731 
Kim, H. K. 


NAS 1.26:3189 
Heat transfer to a full-coverage, film-cooled surface with 


Crossman, Frank W. 


compound-angle (30° and 45°) hole injection / H.K. Kim, R.J. 
Moffat and W.M. Kays. — Washington, D.C. : National Aero- 
nautics and Space Administration, Scientific and Technical 
Information Office ; [Springfield, Va. : For sale by the Na- 
tional Technical Information Service], 1979. viii, 150 p. : ill. 
; 27 cm.— (NASA contractor report ; 3103) “Prepared for 
Lewis Research Center under contract NAS3-14336.” ‘“‘Feb- 
ruary 1979”—Cover. Includes bibliographical references. 
@ltem 830-H-14 (microfiche) 1. Boundary layer. 2. Film 
coefficients (Physics) I. Moffat, R. J. II. Kays, W. M. (Wil- 
liam Morrow) III. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
Office. IV. Lewis Research Center. V. Title. VI. Series. 
OCLC 07903444 


Hygrothermal damage mechanisms in graphite-epoxy com- 
posites / Frank W. Crossman, R. Ernest Mauri, and W. John 
Warren. — Washington, D.C. : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch ; [Springfield, Va. : For sale by the National Techni- 
cal Information Service], 1979. 140 p. in various pagings : 
ill. ; 27 cm.— (NASA contractor report ; 3189) “Prepared 
for Ames Research Center under contract NAS2-9563.” 
“December 1979°—Cover. Includes bibliographica] refer- 
ences. @lItem 830-H-14 (microfiche) 1. Graphite. 2. 
Epoxy resins. I. Mauri, R. Ernest. II. Warren, W. John. 
III. United States. National Aeronautics and Space Adminis- 


tration. Scientific and Technical Information Branch. IV. 
82-728 Ames Research Center. V. Title. VI. Series. OCLC 
Yavuzkurt, S. 

Full-coverage film cooling : 3-dimensional measurements of 
turbulence structure and prediction of recovery region hydro- 
dynamics / S. Yavuzkurt, R.J. Moffat and W.M. Kays. — 
Washington, D.C. : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Office 
(Springfield, Va. : For sale by the National Technical Infor- 
mation Service], 1979. xii, 177 p. : ill. ; 27 cm.— (NASA 
contractor report ; 3104) “Prepared for Lewis Research 
Center, under contract NAS3-14336.”" “March 1979”— 
Cover. Includes bibliographical references. @Item 830-H- 
14 (microfiche) 1. Boundary layer. 2. Film coefficients 
(Physics) I. Moffat, R. J. Il. Kays, W. M. (William 
Morrow) III. United States. National Aeronautics and Space 
Administration. Scientific and Technical Information Office. 
IV. Langley Research Center. V. Title. VI. Series. 
OCLC 07910695 


82-732 
NAS 1.26:3258 
Roman, Ward C. 

Argon/UF6 plasma experiments : UF6 regeneration and 
product analysis / Ward C. Roman. — Washington, D.C. : 
National Aeronautics and Space Administration, Scientific 
and Technical Information Office ; [Springfield, Va. : For sale 
by the National Technical Information Service], 1980. iv, 89 
p. : ill. ; 27 cm.— (NASA contractor report ; 3258) “Pre- 
pared for Langley Research Center under contract NAS1- 
14329.” “March 1980”—Cover. Includes bibliographical 
references. @lItem 830-H-I4 (microfiche) 1. Nuclear fission. 
2. Argon— Isotopes. 3. Nuclear reactors — United States. 
I. United States. National Aeronautics and Space Adminstra- 


82-729 tion. Scientific and Technical Information Office. II. Lang- 


ley Research Center. III. Title. IV. Series. OCLC 
N .26: 
AS 1.26:3120 07903356 


Kuhlmann, Gordon J. 

A study to investigate the chemical stability of gallium 
phosphate oxide/gallium arsenide phosphide / Gordon J. 82-733 
Kuhlmann. — Washington, D.C.: National Aeronautics and 
Space Administration, Scientific and Technical Information 
Office ; [Springfield, Va. : For sale by the National Technical 
Information Service], 1979. 79 p. : ill. ; 27 cm.— (NASA 
Contractor Report ; 3120) “Prepared for Langley Research 
Center under contract NAS1-15101.” “April 1979”—Cover. 
Includes bibliographical references. @lItem 830-H-14 (micro- 
fiche) 1. Gallium alloys. I. United States. National Aero- 
nautics and Space Administration. Scientific and Technical 


NAS 1,26:3274 
Levine, Jeffrey S. 

Development of tunable high pressure CO2 laser for lidar 
measurements of pollutants and wind velocities - October 
1977 through January 1979 / Jeffrey S. Levine, Michael 
Gurra, and Ali Javan. — Washington, D.C. : National Aero- 
nautics and Space Administration, Scientific and Technical 
Information Office ; [Springfield, Va. : For sale by the Na- 

. : tional Technical Information Service], 1980. 21 p. ; 27 
ey ~ = anant'" recone: wer heb aces cm.— (NASA contractor report ; 3274) “Laser Develop- 
ment Corporation.” “Prepared for Langley Research Center 
82-730 snes isihiied under Contract NASI1-14885.” “April  1980”—Cover. 
@ltem 830-H-14 (microfiche) 1. Atmosphere — Laser obser- 
On-board multispectral classification study / D. Ewalt. — vations. 2. Remote sensing. I. Guerra, Michael. Il. Javan, 
Washington, D.C. - National Aeronautics as Space Admin- Ali, 1926- III. United States. National Aeronautigs and 
istration, Scientific and Technical Information Branch ; Space Administration. Scientific and Technical Information 
[Springfield, Va. : For sale by the National Technical Infor- Office. IV. Laser Development Corporation. V. Langley 
mation Service], 1979. xv, 291 p. : ill. ; 27 cm.— (NASA Research Center. VI. Title. VII. Series. OCLC 07910732 
contractor report ; 3134) “Prepared for Langley Research 
Center under contract NAS1-15119.” Includes bibliograph- 
ical references. @lItem 830-H-14 (microfiche) 1. Multispec- 
tral photography — Equipment and supplies. 2. Image proc- 
essing — Equipment and supplies. I. United States. National 
Aeronautics and Space Administration. Scientific and Techni- 
cal Information Branch. II. Langley Research Center. III. 
Title. IV. Series. OCLC 07908567 
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82-734 


NAS 1.26:3392-3399 
Hanley, G. M. (Gerald Michael), 1930- 

Satellite power systems (SPS) concept definition study (ex- 
hibit D) / G. M. Hanley. — Washington, D.C. : National 
Aeronautics and Space Administration, Scientific and Techni- 
cal Information Branch ; [Springfield, Va. : For sale by the 
National Technical Information Service], 1981. 8 v. in 7: ill. 
; 27 cm.— (NASA contractor report ; 3392-3399) “Pre- 
pared for Marshall Space Flight Center under contract 
NAS8-32475.” “March 1981”—Cover. Includes  biblio- 
graphical references. Contents: v. 1. Executive summary — 
v. 2. Systems/subsystems analyses — v. 3. Transportation 
analysis — v. 4. Operations analyses — v. 5. Systems engi- 
neering/integration research and technology — v. 6., pt. 1. 
Cost and programmatics — v. 6, pt. 2. Cost and programma- 
tics appendix — v. 7. System/subsystems requirements data- 
book. @Item 830-H-14 (microfiche) 1. Satellite solar 
power stations — Design and construction. I. United States. 
National Aeronautics and Space Administration. Scientific 
and Technical Information Branch. II. Title. III. Series. 
OCLC 07935581 


82-735 


NAS 1.26:3400 
Hanley, G. M. (Gerald Michael), 1930- 

Satellite power systems (SPS) concept definition study (ex- 
hibit D) : solid-state amplifier investigation / G.M. Hanley. — 
Washington, D.C. : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Branch 
[Springfield, Va. : For sale by the National Technical Infor- 
mation Service], 1981. 105 p. in various pagings : ill. ; 27 
cm.— (NASA contractor report ; 3400) ‘Prepared for Mar- 
shall Space Flight Center under contract NAS8-32475.” 
“April 1981”—Cover. Includes bibliographical references. 
@ltem 830-H-14 (microfiche) 1. Amplifiers, Audio — 
Design and construction. 2. Amplifiers, Crossed-field — 
Design and construction. 3. Satellite solar power stations — 
Design and construction. I. Title. II. Series. OCLC 
07939079 


82-736 


NAS 1.26:3422 
Rupprecht, S. D. 

Investigation of air solubility in Jet A fuel at high pressures 
/ §.D. Rupprecht and G.M. Faeth.— Washington, D.C. : 
National Aeronautics and Space Administration, Scientific 
and Technical Information Branch ; [Springfield, Va. : For 
sale by the National Technical Information Service], 1981. 
ix, 102 p. : ill. : 27 cm.— (NASA contractor report ; 3422) 
“Prepared for Lewis Research Center under Grant NSG- 
3306.” “May 1981”—Cover. Includes bibliographical refer- 
ences. @lItem 830-H-14 (microfiche) 1. Jet planes — Fuel. 
2. Thermodynamics. I. Faeth,G. M. II. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Branch. III. Lewis Research Center. 
IV. Title. V. Series. OCLC 07914695 


82-737 


NAS 1,60:1425 
Liebert, Curt H. 

Industry tests of NASA ceramic thermal barrier coating / 
Curt H. Liebert and Francis S. Stepka. — Washington, D.C. : 
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National Aeronautics and Space Administration, Scientific 
and Technical Information Office ; [Springfield, Va. : For sale 
by the National Technical Information Service], 1979. 23 p. 
: ill. ; 27 cm.— (NASA technical paper ; 1425) “Lewis 
Research Center.” “June 1979”—Cover. Includes biblio- 
graphical references. @lItem 830-H-15 (microfiche) 1. Ce- 
ramic coating. 2. Aerodynamic heating. 3. Gas-turbines. 
I. Stepka, Francis S. II. United States. National Aeronautics 
and Space Administration. Scientific and Technical Informa- 
tion Office. III. Lewis Research Center. IV. Title. V. 
Series. OCLC 07914276 


82-738 


NAS 1.60:1430 


Mueller, Arnold W. 


Statistical comparisons of aircraft flyover noise adjustment 
procedures for different weather conditions / Arnold W. 
Mueller and David A. Hilton. — Washington, D.C. : National 
Aeronautics and Space Administration, Scientific and Techni- 
cal Information Office ; [Springfield, Va. : For sale by the 
National Technical Information Service], 1979. iii, 32 p. : ill. 
; 27 cm.— (NASA technical paper ; 1430) “Langley Re- 
search Center.” “May 1979”—Cover. Includes bibliograph- 
ical references. @Item 830-H-15 (microfiche) 1. Air- 
planes — Noise — Measurement. 2. Meteorology in aeronau- 
tics. I. Hilton, David A. II. United States. National Aero- 
nautics and Space Administration. Scientific and Technical 
Information Office. III. Langley Research Center. IV. 
Title. V. Series. OCLC 05207942 


82-739 


NAS 1.60:1431 


Chen, Robert T. N. 


Effect of primary rotor parameters on flapping dynamics / 
Robert T. N. Chen. — Washington, D.C. : National Aeronau- 
tics and Space Administration, Scientific and Technical Infor- 
mation Office ; [Springfield, Va. : For sale by the National 
Technical Information Service], 1980. v, 57 p. : ill. ; 27 
cm.— (NASA technical paper ; 1431) “Ames Research 
Center.” “January 1980”°—Cover. Includes bibliographical 
references. @lItem 830-H-15 (microfiche) 1. Rotors (Heli- 
copters)— Aerodynamics. 2. Rotors (Helicopters) — Test- 
ing. I. United States. National Aeronautics and Space Ad- 
ministration. Scientific and Technical Information Office. II. 
Ames Research Center. III. Title. IV. Series. OCLC 
07914614 


82-740 


NAS 1.60:1443 


Allen, Gordon P. 


Comparison of analysis and experiment for self-acting seals 
for liquid-oxygen turbopumps / Gordon P. Allen. — Washing- 
ton, D.C. : National Aeronautics and Space Administration, 
Scientific and Technical Information Office ; (Springfield, Va. 
: For sale by the National Technical Information Service], 
1979. 12 p.: ill. ; 27 cm.— (NASA technical paper ; 1443) 
“Lewis Research Center.” “April 1979°—Cover. Includes 
bibliographical references. @lItem 830-H-15 (microfiche) 1. 
Sealing (Technology) 2. Hydrodynamics. I. United States. 
National Aeronautics and Space Administration. Scientific 
and Technical Information Office. II. Lewis Research 
Center. III. Title. IV. Series. OCLC 07902156 





National Aeronautics and Space Administration 


82-741 
NAS 1.60:1445 
Westfall, Leonard J. 

Thermal-conductivity measurements of tungsten-fiber-rein- 
forced superalloy composites using a thermal-conductivity 
comparator / Leonard J. Westfall and Edward A. Winsa. — 
Washington, D.C. : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Branch ; 
(Springfield, Va. : For sale by the National Technical Infor- 
mation Service], 1979. 20 p. : ill. ; 27 cm. — (NASA techni- 
cal paper ; 1445) “Lewis Research Center.” “July 1979”"— 
Cover. Includes bibliographical references. @lItem 830-H- 
15 (microfiche) 1. Tungsten alloys— Testing. 2. Heat — 
Conduction. I. Winsa, Edward A. II. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Branch. III. Lewis Research Center. 
IV. Title. V. Series. OCLC 07910395 


82-742 
NAS 1,.60:1446 
Investigation of effects of background water on upwelled reflec- 
tance spectra and techniques for analysis of dilute primary- 
treated sewage sludge / Charles H. Whitlock ... [et al.]. — 
Washington, D.C. : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Branch ; 
(Springfield, Va. : For sale by the National Technical Infor- 
mation Service], 1979. 33 p. : ill. ; 27 cm.— (NASA techni- 
cal paper ; 1446) “August 1979”—Cover. Includes biblio- 
graphical references. @Item 830-H-15 (microfiche) 1. 
Waste disposal in the ocean — United States — Remote sens- 
ing. 2. Sewage sludge. I. Whitlock, Charles H. II. United 
States. National Aeronautics and Space Administration. Scien- 
tific and Technical Information Branch. III. Series. OCLC 
05630354 


82-745 


NAS 1,60:1532 


Sanders, Bobby W. 


Turbojet-exhaust-nozzle secondary-airflow pumping as an 
exit control of an inlet-stability bypass system for a Mach 2.5 
axisymmetric mixed-compression inlet / Bobby W. Sand- 
ers. — Washington, D.C. : NASA, Scientific and Technical 
Information Office ; [Springfield, Va. : For sale by the Na- 
tional Technical Information Service], 1980. iii, 78 p. : ill. ; 
27 cm.— (NASA technical paper ; 1532) “Lewis Research 
Center.” “January 1980”—Cover. Includes bibliographical 
references. @Item 830-H-15 (microfiche) 1. Airplanes — 
Turbojet engines — Air intakes. I. United States. National 
Aeronautics and Space Administration. Scientific and Techni- 
cal Information Office. II. Lewis Research Center. III. 
Title. IV. Series. OCLC 07921190 


82-746 


NAS 1,60:1533 


Leavitt, Laurence D. 


Longitudinal aerodynamic characteristics of a vectored- 
engine-over-wing configuration at subsonic speeds / Laurence 
D. Leavitt. — Washington, D.C. : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch ; (Springfield, Va. : For sale by the National Techni- 
cal Information Service], 1979. 133 p. : chiefly ill. ; 27 
cm.— (NASA technical paper ; 1533) “Langley Research 
Center.” “October 1979”—Cover. Includes bibliographical 
references. @lItem 830-H-15 (microfiche) 1. Aerodynamics, 
Supersonic. 2. Supersonic nozzles. I. United States. Nation- 
al Aeronautics and Space Administration. Scientific and 
Technical Information Branch. II. Langley Research Center. 
III. Title. IV. Series. OCLC 07908904 


82-743 
NAS 1.60:1450 82-747 
Wheeler, Donald R. 


NAS 1.60:1550 
Improved adherence of sputtered titanium carbide coatings 


Naish, J. M. 


on nickel- and titanium-base alloys / Donald R. Wheeler and 
William A. Brainard. — Washington : National Aeronautics 
and Space Administration, Scientific and Technical Informa- 
tion Office ; (Springfield, Va. : for sale by the National 
Technical Information Service], 1979. 15 p. : ill. ; 27 cm. — 
(NASA technical paper ; 1450) “Lewis Research Center.” 
“April 1979”"—Cover. Includes bibliographical references. 
@ltem 830-H-15 (microfiche) 1. Metal coating. 2. Titanium 
carbide. 3. Sputtering (Physics) 4. Surfaces (Technology) 
I. Brainard, William A. II. United States. National Aeronau- 
tics and Space Administration. Scientific and Technical Infor- 
mation Office. III. Lewis Research Center. IV. Title. V. 
Series. OCLC 05116549 


82-744 
NAS 1,60:1455 
Edwards, C. L. W. 

The use of computer-generated color graphic images for 
transient thermal analysis / C. L. W. Edwards, Frances T. 
Meissner, and James B. Hall. — Washington, D.C. : National 
Aeronautics and Space Administration, Scientific and Techni- 
cal Information Branch ; [Springfield, Va. : For sale by the 
National Technical Information Service], 1979. 44 p. : ill. 
(some col.) ; 27 cm.— (NASA technical paper ; 1455) 
“Langley Research Center.” “July 1979”—Cover. Includes 
bibliographical references. @lItem 830-H-15 (microfiche) 1. 
Thermal analysis. 2. Computer graphics. 3. Aerodynamic 
heating. I. Meissner, Frances T. II. Hall, James B. (James 
Burrel), 1943- III. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
Branch. IV. Langley Research Center. V. Title. VI. 
Series. OCLC 05974662 
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An experimental evaluation of head-up display formats / 
J.M. Naish and Donna L. Miller. — Washington, D.C. : Na- 
tional Aeronautics and Space Administration, Scientific and 
Technical Information Branch ; [Springfield, Va. : For sale by 
the National Technical Information Service], 1980. 75 p. : 
ill. ; 27 cm.— (NASA technical paper ; 1550) “Ames Re- 
search Center.” “July 1980”—Cover. Includes bibliograph- 
ical references. @Item 830-H-15 (microfiche) 1. Air- 
ports — Traffic control— Display systems. 2. Information 
display systems. I. Miller, Donna L. II. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Branch. III. Ames Research Center. 
IV. Title. V. Series. OCLC 07958859 


82-748 


NAS 1.60:1601 


Showalter, Thomas W. 


The effects of motion and g-seat cues on pilot simulator 
performance of three piloting tasks / Thomas W. Showalter 
and Benton L. Parris. — Washington, D.C. : National Aero- 
nautics and Space Administration, Scientific and Technical 
Information Office ; [Springfield, Va. : For sale by the Na- 
tional Technical Information Service], 1980. vii, 37 p. : ill. ; 
27 cm.— (NASA technical paper ; 1601) “Ames Research 
Center.” “January 1980”—Cover. Includes bibliographical 
references. @lItem 830-H-15 (microfiche) 1. Flight simula- 
tors. 2. Acceleration (Physiology) 3. Air pilots. I. Parris, 
Benton L. II. United States. National Aeronautics and Space 
Administration. Scientific and Technical Information Office. 
III. Ames Research Center. IV. Title. V. Series. OCLC 
07910619 





82-749 


NAS 1.60:1604 


Miyoshi, Kazuhisa. 


Adhesion and friction of iron-base binary alloys in contact 
with silicon carbide in vacuum / Kazuhisa Miyoshi and 
Donald H. Buckley. — Washington, D.C. : National Aeronau- 
tics and Space Administration, Scientific and Technical Infor- 
mation Office ; [Springfield, Va. : For sale by the National 
Technical Information Service], 1980. 10 p. : ill. ; 27 cm. — 
(NASA technical paper ; 1604) “Lewis Research Center.” 
“January 1980”—Cover. Includes bibliographical references. 
@ltem 830-H-15 (microfiche) 1. Iron alloys. 2. Friction. 
3. Adhesion. 4. Silicon carbide. I. Buckley, Donald H. II. 
United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Office. III. Lewis 
Research Center. IV. Title. V. Series. OCLC 06267829 


82-750 


NAS 1.60:1702 


Clark, Adrian V. 


Release mechanism for releasing and reattaching experi- 
ments on the space shuttle / A.V. Clark. — Washington, D.C. 
: National Acronautics and Space Administration, Scientific 
and Technical Information Office ; [Springfield, Va. : For sale 
by National Technical Information Service], 1980. iv, 17 p. : 
ill. ; 27 cm.— (NASA technical paper ; 1702) “July 
1980”—Cover. @lItem 830-H-15 (microfiche) 1. Reusable 
space vehicles — Testing. I. United States. National Aero- 
nautics and Space Administration. Scientific and Technical 
Information Office. II. Title. III. Series. OCLC 07939533 


82-751 


NAS 1.60:1765 
Sherman, Windsor L. 

An analytical study of the longitudinal response of airplanes 
to positive wind shear / Windsor L. Sherman. — Washington, 
D.C. : National Aeronautics and Space Administration, Scien- 
tific and Technical Information Branch ; [Springfield, Va. : 
For sale by the National Technical Information Service], 
1981. 51 p. : ill. ; 27 cm.— (NASA technical paper ; 1765) 
“March 1981”—Cover. Includes bibliographical references. 
@ltem 830-H-15 (microfiche) 1. Vertical wind shear. 2. 
Aeronautics — United States — Accidents. I. United States. 
National Aeronautics and Space Administration. Scientific 
and Technical Information Branch. II. Langley Research 
Center. III. Title. IV. Series. OCLC 07914730 


82-752 


NAS 1.60:1796 
Leitner, Edward F., 1937- 

Magnitude of visual accommodation to a head-up display / 
Edward F. Leitner and Richard F. Haines. — Washington, 
D.C. : National Aeronautics and Space Administration, Scien- 
tific and Technical Information Branch ; [Springfield, Va. : 
For sale by the National Technical Information Service], 
1981. 9 p.: ill. ; 27 cm.— (NASA technical paper ; 1796) 
“Ames Research Center.” “This Head-Up Display (HUD) 
report is number 15 in a series.” “February 1981.” Bibliog- 
raphy: p. 9. @lItem 830-H-15 (microfiche) 1. Aeronautical 
instruments — Display systems. 2. Airplanes— Field of 
view. I. Haines, Richard F. II. United States. National 
Aeronautics and Space Administration. Scientific and Techni- 
cal Information Branch. III]. Ames Research Center. IV. 
Title. V. Series. OCLC 07904720 
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82-753 


NAS 1.61:1035 


Bushnell, Dennis M. 


Survey and bibliography on attainment of laminar flow 
control in air using pressure gradient and suction / Dennis M. 
Bushnell and Marie H. Tuttle. — Washington, D.C. : National 
Aeronautics and Space Administration, Scientific and Techni- 
cal Information Branch, 1979-  v. : ill. ; 28 cm.— (NASA 
reference publication ; 1035) “Volume II (NASA TM-80108) 
comprises a bibliography and abstracts of the restricted and 
classified laminar flow control (LFC) literature”—Pref. 
Sept. 1979. “Langley Research Center.” 1. Laminar flow — 
Bibliography. I. Tuttle, Marie H. II. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Branch. III. Langley Research 
Center. IV. Title. V. Series. 81-602469 OCLC 05697856 


82-754 


NAS 1.61:1051 


Younglove, Ben. 


Thermodynamic properties of nitrogen gas derived from 
measurements of sound speed / Ben Younglove and R.D. 
McCarty ; prepared for NASA Langley Research Center. — 
Washington, D.C. : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Branch ; 
(Springfield, Va. : For sale by the National Technical Infor- 
mation Service], 1979. 53 p. : ill. ; 27 cm.— (NASA refer- 
ence publication ; 1051) (NBSIR ; 79-1611) “Thermophysi- 
cal Properties Division, National Engineering Laboratory, 
National Bureau of Standards.” “December 1979”—Cover. 
Includes bibliographical references. Chiefly tables. @lItem 
830-H-11 (microfiche) 1. Nitrogen — Thermal properties — 
Tables. I. McCarty, Robert D. II. United States. National 
Aeronautics and Space Administration. Scientific and Techni- 
cal Information Branch. III. National Engineering Labora- 
tory (U.S.) Thermophysical Properties Division. IV. Lang- 
ley Research Center. V. Title. VI. Series. VII. Series. 
OCLC 06210998 


82-755 


NAS 1.61:1058 


Stratospheric aerosol modification by supersonic transport oper- 


ations with climate implications / O. B. Toon ... [et al.].— 
Washington, D.C. : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Office ; 
[Springfield, Va. : For saie by the National Technical Infor- 
mation Service], 1980. 17 p. : ill. ; 27 cm.— (NASA refer- 
ence publication ; 1058) ‘Ames Research Center.” “Janu- 
ary 1980”—Cover. Includes bibliographical references. 
@ltem 830-H-11 1. Supersonic transport planes — Environ- 
mental aspects. 2. Stratosphere. 3. Aerosols. 4. Climatic 
changes. I. Toon, O. B. II. United States. National Aero- 
nautics and Space Administration. Scientific and Technical 
Information Office. III. Ames Research Center. IV. Series. 
OCLC 06210910 


82-756 


NAS 1.61:1074 


Preliminary vibration, acoustic, and shock design and test crite- 


ria for components on the lightweight external tank (LWT) / 
Staff of Systems Dynamics Laboratory, George C. Marshall 





National Credit Union Administration 


Space Flight Center.— Washington, D.C. : National Aero- 
nautics and Space Administration, Scientific and Technical 
Information Branch ; [Springfield, Va. : For sale by the Na- 
tional Technical Information Service], 1981. v, 315 p. : ill. ; 
27 cm.— (NASA reference publication ; 1074) Includes 
index. 1. Lightweight construction. 2. Reusable space vehi- 
cles — Design and construction. I. United States. National 
Aeronautics and Space Administration. Scientific and Techni- 
cal Information Branch. II. Systems Dynamics Laboratory 
(U.S.) III. Series. 81-602471 OCLC 07908822 


NATIONAL CREDIT UNION 
ADMINISTRATION 
Washington, DC 20456 


82-757 
NCU 1,9/2:980 
United States. National Credit Union Administration. 

Year-end ... statistics of the National Credit Union Adminis- 
tration. Washington, D.C. : The Administration, 1981- v. ; 
28 cm. Annual 1980- Cover title: Year end statistics 

1980. “NCUA 8060 9 (April 1981)”—Cover. “M10400”— 
Cover. @lItem 527-F ISSN 0278-4025 Continues: United 
States. National Credit Union Administration. Annual statis- 
tics of the National Credit Union Administration ISSN 0271- 
1419 1. United States. National Credit Union Administra- 
tion — Statistics — Periodicals. 2. Credit unions — United 
States — Statistics — Periodicals. I. Title. PAR 81-643959 
OCLC 07704351 


NATIONAL ENDOWMENT FOR THE ARTS 


National Foundation on the Arts and the Humanities 
Washington, DC 20506 


82-758 
NF 2.8:M 97/983 
Museums (National Endowment for the Arts) 

Museums / National Endowment for the Arts. [Washing- 
ton, D.C. : National Endowment for the Arts, National En- 
dowment for the Arts, 2401 E St., NW, Washington, D.C. 
20506 v.; 28cm. Title from cover. At head of title: Ap- 
plication guidelines. Description based on: 1978. Report 
covers fiscal year 1983. @lItem 831-B-2 1. Federal aid to 
museums — United States — Periodicals. I. National Endow- 
ment for the Arts. OCLC 02933312 


82-759 
NF 2.12:6 
Cwi, David. 

Economic impacts of arts and cultural institutions : a model 
for assessment and a case study in Baltimore / a report by 
David Cwi and Katherine Lyall. — [Washington, D.C.?] : Na- 
tional Endowment for the Arts, 1977. v, 91 p. ; 28 cm. — 
(Research Division report ; 6) Cover title. “Center for 
Metropolitan Planning and Research, The Johns Hopkins 
University.” Nov. 1977. Includes bibliographical _refer- 
ences. 1. Art centers— Economic aspects — Maryland — 
Baltimore. I. Lyall, Katherine. II. Johns Hopkins Universi- 
ty Center for Metropolitan Planning and Research. III. Na- 
tional Endowment for the Arts. IV. Title. V. Series: Re- 
search Division report (National Endowment for the Arts. 
Research Division) ; 6. OCLC 07914473 
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NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 


82-760 
NS 1.22/2:981 

National patterns of science and technology resources. Washing- 
ton, D.C. : National Science Foundation : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C., 20402 v. : col. ill. ; 29 cm. 
$5.50 “NSF 81-311.” 1981. Description based on: 1981. 
@ltem 834-T S/N 038-000-00489-1 1. Research — United 
States — Periodicals. 2. Research— United States — Fi- 
nance — Statistics — Periodicals. 3. Scientists — United 
States — Periodicals. 4. Engineers — United States — Perio- 
dicals. I. National Science Foundation (U.S.) 
Q180.U5U54m 80-645057 //t81 507/.2073 OCLC 
06673063 


PERSONNEL MANAGEMENT OFFICE 
Washington, DC 20415 


82-761 
PM 1.25:1/2 

The Incentive awards program. — Washington, D.C. : U.S. 
Office of Personnel Management : For sale by the Supt. of 
Docs., U.S. G.P.O., 1980. folder (6 p.) : 22 cm.— (FED 
facts ; 1) “May 1980”—P. 5. @lItem 293-A S/N 006-000- 
01175-6 @ GPO 1.50 1. Performance (Awards) 2. Sug- 
gestion systems — United States. 3. Civil service — United 
States. I. United States. Office of Personnel Management. 
II. Series. OCLC 07919443 


82-762 
PM 1.25:1/3 

The Incentive awards program. — Washington, D.C. : US. 
Office of Personnel Management : For sale by the Supt. of 
Docs., U.S. G.P.O., 1981. folder (5 p.) : 22 cm.— (FED 
facts ; 1) “May 1981”—P. 5. @lItem 293-A S/N 006-000- 
01255-8 @ GPO 1.50 1. Performance (awards) 2. Sugges- 
tion systems— United States. 3. Civil service — United 
States. I. United States. Office of Personnel Management. 
II. Series. OCLC 07919291 


82-763 
PM 1.25:3/2 

The Civil Service retirement system. — Washington, D.C. : U.S. 
Office of Personnel Management ; For sale by the Supt. of 
Docs., U.S. G.P.O., 1980. folder (7 p.) : 22 cm.— (FED 
facts ; 3) “July 1980”—P. 3. @Item 293-A S/N 006-000- 
01262-1 @ GPO $1.50 1. Civil service retirement — United 
States. 2. Civil service pensions — United States. 3. Civil 
service — United States. I. United States. Office of Person- 
nel Management. II. Series. OCLC 07919418 


82-764 
PM 1.25:4/2 

Financial protection for federal employees. — Washington, D.C. 
: U.S. Office of Personnel Management ; For sale by the Supt. 
of Docs., U.S. G.P.O., 1981. folder (8 p.) : 22 cm.— (FED 
facts ; 4) “July 1981”—P. 7. @Item 293-A S/N 006-000- 
01268-0 @ GPO $1.50 1. Insurance, Government employ- 
ees’ life — United States. 2. Insurance, Government employ- 
ees’ health— United States. 3. Non-wage payments — 
United States. 4. Civil service — United States. I. United 
States. Office of Personnel Management. II. Series. OCLC 
07919282 





82-765 
PM 1.25:5/2 
The Federal merit promotion policy. — Washington, D.C. : U.S. 
Office of Personnel Management : For sale by the Supt. of 
Docs., U.S. G.P.O., 1981. folder (7 p.) : 22 cm.— (FED 
facts ; 5) “May 1981”—P. 6. @lItem 293-A S/N 006-000- 
01256-6 @ GPO $1.50 1. Promotions. 2. Civil service — 
United States. I. United States. Office of Personnel Manage- 
ment. II. Series. OCLC 07919302 


82-766 
PM 1.25:6 

Serving the public : the extra step. — Washington : U.S. Office 
of Personne] Management : For sale by the Supt. of Docs., 
U.S. G.P.O., 1980. folder (10 p.) : 22 cm.— (FED facts ; 6) 
“June 1980”—P. 9. @Item 293-A S/N 006-000-01176-4 @ 
GPO $1.50 1. Civil service— United States. 2. Federal 
government — Information services— United States. 3. 
Government publicity— United States. I. United States. 
Office of Personnel Management. II. Series. OCLC 
07919544 


82-767 
PM 1.25:7 

The Federal wage system. — Washington : U.S. Office of Per- 
sonnel Management : For sale by the Supt. of Docs., U.S. 
G.P.O., 1980. folder (5 p.) : 22 cm.— (FED facts ; 7) 
“June 1980”—P. 5. @Item 293-A S/N 006-000-01181-1 @ 
GPO $1.50 1. United States — Officials and employees — 
Salaries, allowances, etc. 2. Civil service — United States. 
I. United States. Office of Personnel Management. II. Series. 
OCLC 07919289 


82-768 
PM 1.25:9/2 

Maternity benefits for the federal employee. — Washington, 
D.C. : U.S. Office of Personnel Management : For sale by the 
Supt. of Docs., U.S. G.P.O., 1981. folder (7 p.) : 22 cm. — 
(FED facts ; 9) “July 1980”’—P. 6. @lItem 293-A S/N 
006-000-01186-1 @ GPO $1.75 1. Maternity leave — 
United States. 2. Civil service — United States. I. United 
States. Office of Personnel Management. II. Series. OCLC 
07919312 


82-769 
PM 1,25:11 

Actions for unacceptable performance and adverse actions. — 
Washington, D.C. : U.S. Office of Personnel Management : 
For sale by the Supt. of Docs., U.S. G.P.O., 1981. folder (5 
p.) : 22 cm.— (FED facts ; 11) “April 1981”—P. 5. 
@ltem 293-A S/N 006-000-01231-1 @ GPO $1.50 1. Em- 
ployees, Dismissal of — United States. 2. Employees, Sus- 
pension of — United States. 3. Civil service — United States. 
I. United States. Office of Personnel Management. II. Series. 
OCLC 07919309 


82-770 
PM 1,25:12/2 

Displaced employee program. — Washington, D.C. : U.S. Office 
of Personnel Management : For sale by the Supt. of Docs., 
U.S. G.P.O., 1981. folder (5 p.) : 22 cm. — (FED facts ; 12) 
“July 1981”—P. 5. @Item 293-A S/N 006-000-01252-3 @ 
GPO $1.50 1. United States — Officials and employees — 
Appointments, qualifications, tenure, etc. 2. Employees, Re- 
instatement of. 3. Civil service positions — United States. 4. 
Civil service — United States. I. United States. Office of 
Personnel Management. II. Series. OCLC 07919348 
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82-771 
PM 1.25:13/2 

Reductions in force in federal agencies. — Washington, D.C. : 
U.S. Office of Personnel it : For sale by the Supt. 
of Docs., U.S. G.P.O., 1981. folder (7 p.) ; 22 cm.— (FED 
facts ; 13) “March 1981”—P. 7. @lItem 293-A S/N 006- 
000-01234-5 @ GPO $1.75 1. Layoff systems — United 
States. 2. Civil service — United States. I. United States. 


Office of Personnel Management. II. Series. OCLC 
07601380 


82-772 
PM 1.25:15 

Federal labor relations. — Washington, D.C. : U.S. Office of 
Personnel Management : For sale by the Supt. of Docs., U.S. 
G.P.O., 1980. folder (6 p.) : 22 cm.— (FED facts ; 15) 
“August 1980”—P. 6. @lItem 293-A S/N 006-000-01190-0 
@ GPO $1.50 1. Employee-management relations in gov- 
ernment — United States. 2. Civil service — United States. 
I. United States. Office of Personnel Management. II. Series. 
OCLC 07919338 


82-773 
PM 1.25:17 

The Cost of living allowance for federal employees. — Washing- 
ton, D.C. : U.S. Office of Personnel Management : For sale 
by the Supt. of Docs., U.S. G.P.O., 1981. folder (6 p.) : 22 
cm.— (FED facts ; 17) “July 1981”"—P. 5. @Item 293-A 
S/N 006-000-01265-5 @ GPO $1.75 1. United States — Of- 
ficials and employees — Salaries, allowances, etc. — Cost of 
living adjustments. 2. Civil service— United States. I. 
United States. Office of Personnel Management. II. Series. 
OCLC 07919332 


82-774 
PM 1.25:18 

The Intergovernmental mobility program. — Washington, D.C. : 
U.S. Office of Personnel Management : For sale by the Supt. 
of Docs., U.S. G.P.O., 1980. folder (7 p.) : 22 cm.— (FED 
facts ; 18) “June 1980”"—P. 6. @lItem 293-A S/N 006-000- 
01180-2 @ GPO $1.50 1. Intergovernmental personnel pro- 
grams — United States. 2. Civil service — United States. I. 
United States. Office of Personnel Management. II. Series. 
OCLC 07919316 


82-775 
PM 1.25:20/2 

Merit system principles and prohibiited personnel practices. — 
Washington, D.C. : U.S. Office of Personnel Management : 
For sale by the Supt. of Docs., U.S. G.P.O., 1981. folder (7 
p.) : 22 cm.— (FED facts ; 20) “July 1980”—P. 4. @Item 
293-A S/N 006-000-01185-3 @ GPO $1.75 1. Promotions. 
2. Civil service — United States. I. United States. Office of 
Personnel Management. II. Series. OCLC 07919321 


82-776 
PM 1.25:22 

Reduction in force benefits guide. — Washington, D.C. : U.S. 
Office of Personnel Management : For sale by the Supt. of 
Docs., U.S. G.P.O., 1981. folder (8 p.) : 22 cm.— (FED 
facts ; 22) “May 1981”—P.7. @lItem 293-A S/N 006-000- 
01253-1 @ GPO $1.75 1. Layoff systems — United States. 
2. Civil service — United States. I. United States. Office of 
Personnel Management. II. Series. OCLC 07919496 
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PRESIDENT OF THE UNITED STATES 


82-777 
Pr 39.8:W 84/2/v 87/980 
United States. President’s Advisory Committee for Women. 
Voices for women : 1980 report of the President’s Advisory 

Committee for Women. — [Washington, D. C.?] : President’s 
Advisory Committee for Women : For sale by the Supt. of 
Docs., U.S. G.P.O., [1980] 192 p. : ill. ; 28cm. @lItem 851- 
J S/N 029-002-00061-4 @ GPO $7.00 1. Women — Serv- 
ices for — United States 2. Women’s rights — United States. 
I. Title. OCLC 07088431 


82-778 
Pr 40.8:N 88/G 74 

Governance of nuclear power / by Graham Allison ... [et al.] ; 
submitted to the President’s Nuclear Safety Oversight Com- 
mittee. — [Washington, D.C.?] : The Committee, [1981] 49 
p. ; 28 cm. Cover title. “September 1981.” Includes bib- 
liographical references. @Item 851-J 1. Atomic energy 
policy — United States. I. Allison, Graham, T. 1940- II. 
United States. President’s Nuclear Safety Oversight Commit- 
tee. OCLC 07868135 


PRESIDENT’S COMMITTEE ON 
EMPLOYMENT OF THE HANDICAPPED 
Executive Office of the President 
Washington, DC 20210 


82-779 
PrEx 1.2:W 84 

Women, a documentary of progress during the administration of 
Jimmy Carter, 1977 to 1981 / from the Office of Sarah Wed- 
dington, Assistant to the President, the White House ; Bar- 
bara Haugen, editor ; production staff: Karen Abrams ... [et 
al.). — [Washington, D.C. : Executive Office of the Presi- 
dent?] 1981. 271 p. in various pagings : ill., ports. : 28 cm. 
1 poster in pocket. Includes index. 1. Women’s rights — 
United States. 2. Women iz public life — United States. 3. 
United States. President (1977-1981 : Carter) I. Haugen, Bar- 
bara. II. United States. Executive Office of the President. 
81-602449 OCLC 07126383 


STATE DEPARTMENT 
Washington, DC 20520 


82-780 
S 9.10:8883 
Intergovernmental Maritime Consultative Organization. 
[Treaties, etc. United States, 1977 May 18] Reimburse- 

ment of income taxes : agreement between the United States 
of America and the Intergovernmental Maritime Consultative 
Organization (IMCO) : effected by exchange of letters signed 
at London May 18 and June 8, 1977. — Washington, D.C. : 
Dept. of State, 1980. 3 p. ; 24 cm.— (Treaties and other 
international acts series ; 8883) No longer available for sale 
by the Supt. of Docs. @Item 899 1. Intergovernmental 
Maritime Consultative Organization. 2. Income tax — Law 
and legislation — United States. I. United States. Treaties, 
etc. Intergovernmental Maritime Consultative Organization, 
1977 May 18. II. United States. Dept. of State. III. Title. 
IV. Series. OCLC 07920663 
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82-781 


S 9.10:9016 


Unesco. 


United Nations Educational, Scientific and Cultural Organi- 
zation : amendments to articles IV, V, and VIII of the consti- 
tution : adopted by the general conference of the United 
Nations Educational, Scientific and Cultural Organization at 
the seventeenth session, Paris, October 24 and 30, 1972. — 
Washington, D.C. : Dept. of State, 1978. 5 p. ; 24 cm.— 
(Treaties and other international acts series ; 9016) English 
and French. No longer available for sale by the Supt. of 
Docs. @lItem 899 1. Unesco. I. United States. II. United 
States. Dept. of State. III. Title. IV. Series. OCLC 
07929722 


82-782 


S 9.10:9017 


Unesco. 


United Nations Educational, Scientific and Cultural Organi- 
zation : amendments to article V of the constitution : adopted 
by the general conference of the United Nations Educational, 
Scientific and Cultural Organization at the nineteenth session, 
Nairobi, November 8, 1976.— Washington, D.C. : Dept. of 
State, 1978. 3p. ; 24cm.— (Treaties and other international 
acts series ; 9017) English and French. No longer available 
for sale by the Supt. of Docs. “002698”—P. 1 of front 
cover. @Item 899 1. Unesco. I. United States. II. 
United States. Dept. of State. III. Title. IV. Series. 
OCLC 07929775 


82-783 


S 9.10:9130 


International Poplar Commission. 


International Poplar Commission : amendments to the con- 
vention : adopted at the third special session of the Interna- 
tional Poplar Commission, Rome, November 15, 1977. — 
Washington, D.C. : Dept. of State, 1979. 3 p. ; 24 cm.— 
(Treaties and other international acts series ; 9130) English, 
French, and Spanish. No longer available for sale by the 
Supt. of Docs. @lItem 899 1. International Poplar Commis- 
sion. I. United States. II. United States. Dept. of State. 
Ill. Title. IV. Series. OCLC 07929747 


82-784 


S 9.10:9206 


Postal Union of the Americas and Spain 


[Treaties, etc. United States, 1976 Mar. 18. Protocols, etc. 
1979 Mar.18] Postal Union of the Americas and Spain : 
additional protocols to the constitution, convention and relat- 
ed documents between the United States of America and 
other governments : signed at Lima March 18, 1979 and 
parcel post agreement and related documents and money 
order agreement and final protocol. — Washington, D.C. : 
Dept. of State, 1979. 280 p. ; 24 cm.— (Treaties and other 
international acts series ; 9206) English and Spanish. No 
longer available for sale by the Supt. of Docs. @Item 899 
1. Postal conventions. I. United States. Treaties, etc. Postal 
Union of the Americas and Spain, 1976 Mar. 18. Protocols, 
etc., 1979 Mar. 18. II. United States. Dept. of State. III. 
Title. IV. Series. OCLC 07917419 
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82-785 82-789 
S 9.10:9271 
International Whaling Commission. 

Whaling, amendments to the schedule to the International 
Whaling Convention of 1946. Washington, D.C. : U.S. Dept. 
of State : For sale by the Supt. of Docs., U.S. G.P.O., Supt. 
of Docs., U.S. Govt. Print. Off., Washington, D.C., 20402 v. 
; 24 cm. (Treaties and other international acts series ; 9271) 
$1.00 Began with 1950. June 26-30, 1978. Description 
based on: June 26-30, 1978. @lItem 899 S/N 044-000-92126- 
0 Main series: Treaties and other international acts series 1 
Whaling — Congresses. 2. Whaling — Law and legislation — 
Congresses. I. United States. Dept. of State. II. Title. III. 
Series. OCLC 04057821 


S 9.10:9614 

Convention on the prohibition of military or any other hostile 

use of environmental modification techniques (1977) 
Prohibition of military or any other hostile use of environ- 
mental modification techniques : convention between the 
United States of America and other governments : done at 
Geneva May 18, 1977. — Washington, D.C. : Dept. of State : 
For sale by the Supt. o f Docs. U.S. G.P.O., 1980. 48 p. ; 24 
cm.— (Treaties and other international acts series ; 9614) 
English, French, Arabic, Chinese, Russian, and Spanish. 
@ltem 899 S/N 044-000-92469-2 @ GPO $3.50 1. Envi- 
ronmental law, International. 2. Environmental policy. I. 
United States. Dept. of State. II. Title. III. Series. OCLC 


07899632 
82-786 


S 9.10:9366 82-790 
International Whaling Commission. 
Whaling, amendments to the schedule to the International 


S 9.10:9616 
General Agreement on Tariffs and Trade (1947). Protocols, etc., 


Whaling Convention of 1946. Washington, D.C. : U.S. Dept. 
of State : For sale by the Supt. of Docs., U.S. G.P.O., Supt. 
of Docs., U.S. Govt. Print. Off., Washington, D.C., 20402 v. 
; 24 cm. (Treaties and other international acts series ; 9366) 
$0.75 Began with 1950. Dec. 19-20, 1978. Description 
based on: June 26-30, 1978. @lItem 899 S/N 044-000-92221- 
5 Main series: Treaties and other international acts series 1. 
Whaling — Congresses. 2. Whaling — Law and legislation — 
Congresses. I. United States. Dept. of State. II. Title. III. 
Series. OCLC 04057821 


1979 Apr. 12 

General Agreement on Tariffs and Trade : technical bar- 
riers to trade : agreement between the United States of Amer- 
ica and other governments done at Geneva April 12, 1979. — 
Washington, D.C. : Dept. of State : For sale by the Supt. of 
Docs., U.S. G.P.O., 1980. 91 p. ; 24 cm.— (Treaties and 
other international acts series ; 9616) English, French, and 
Spanish. @litem 899 S/N 044-000-92471-4 @ GPO $3.75 
1. Tariff — Law and legislation. I. United States. II. United 
States. Dept. of State. III. Title. IV. Series. OCLC 
07949277 


82-787 
S 9,10:9519 82-791 

International Institute for the Unification of Private Law. 
International Institute for the Unification of Private Law 


S 9.10:9619 
General Agreement on Tariffs and Trade (1947), Protocols, etc., 


(UNIDROIT) : amendment to articles 5, 11, and 16 of the 
Institute statute adopted at the nineteenth session of the UNI- 
DROIT general assembly, Rome, February 18, 1969. — Wash- 
ington, D.C. : Dept. of State, 1980. 9 p. ; 24 cm.— (Trea- 
ties and other international acts series ; 9519) English and 
French. No longer available for sale by the Supt. of Docs. 
@ltem 899 1. International Institute for the Unification of 
Private Law. I. United States. II. United States. Dept. of 
State. III. Title. IV. Series. OCLC 07929822 


82-788 


S 9.10:9549 


1979 Apr. 12 

General Agreement on Tariffs and Trade : interpretation 
and application of articles VI, XVI, and XXIII : agreement 
between the United States of America and other governments 
: done at Geneva April 12, 1979. —[Washington, D.C.] : 
Dept. of State : For sale by the Supt. of Docs., U.S. G.P.O., 
[1980] 106 p. ; 24 cm.— (Treaties and other international 
acts series ; 9619) English, French, and Spanish. @Item 
899 S/N 044-000-92474-9 @ GPO $4.25 1. Tariff— Law 
and legislation. I. United States. II. United States. Dept. of 
State. III. Title. IV. Series. OCLC 07943487 


International Institute for Cotton. 82-792 
International Institute for Cotton : amendment to the arti- 
cles of agreement of the International Cotton Institute : reso- 


S 9.10:9620 
General Agreement on Tariffs and Trade (1947). Protocols, etc., 


lution adopted by the general assembly of the International 
Cotton Institute, at Washington, July 31, 1979. — Washington, 
D.C. : Dept. of State, 1980. 4 p. ; 24 cm.— (Treaties and 
other international acts series ; 9549) No longer available for 
sale by the Supt. of Docs. @lItem 899 1. International Insti- 
tute for Cotton. I. United States. II. United States. Dept. 


1979 Apr. 12 

General Agreement on Tariffs and Trade : trade in civil 
aircraft : agreement between the United States of America 
and other governments done at Geneva April 12, 1979. — 
(Washington, D.C.] : Dept. of State : For sale by the Supt. of 
Docs., U.S. G.P.O., 1980. 36 p. ; 24 cm.— (Treaties and 


of State. III. Title. IV. Series. OCLC 07929688 other international acts series ; 9620) English and French. 


@ltem 899 S/N 044-000-92475-7 @ GPO $2.25 1. 
Tariff — Law and legislation. 2. Aeronautics, Commercial — 
Law and legislation. I. United States. II. United States. 
Dept. of State. III. Title. IV. Series. OCLC 07943540 





State Department 


82-793 


S 9.10:9623 
General Agreement on Tariffs and Trade (1947), Protocols, etc., 
1979 Apr. 12 

General Agreement on Tariffs and Trade : international 
dairy arrangement : between the United States of America 
and other governments : done at Geneva April 12, 1979. — 
[Washington, D.C.] : Dept. of State : For sale by the Supt. of 
Docs., U.S. G.P.O., 1980. 193 p. ; 24 cm.— (Treaties and 
other international acts series ; 9623) English, French, and 
Spanish. @Item 899 S/N 044-000-92478-1 @ GPO $5.50 
1. Tariff — Law and legislation. 2. Dairy products — Inter- 
national cooperation. I. United States. II. United States. 
Dept. of State. III. Title. IV. Series. OCLC 07942105 


82-794 


S 9.10:9629/v.1-4 
General Agreement on Tariffs and Trade (1947). Protocols, etc. 
1979 June 30 

General Agreement on Tariffs and Trade : Geneva (1979) 
protocol, and annexed schedules of tariff concessions, to the 
agreement of October 30, 1947 : done at Geneva June 30, 
1979. — Washington, D.C. : Dept. of State : For sale by the 
Supt. of Docs., U.S. G.P.O., 1980-1981. 4 v. (3636 p.) ; 24 
cm.— (Treaties and other international acts series ; 9629) 
English, French, and Spanish. @Item 899 S/N 044-000- 
92484-6 (v.1) @ GPO ; 044-000-92905-8 (v.2) @ GPO ; 044- 
000-92920-1 (v.3) @ GPO ; 044-000-92921-0 (v.4) @ GPO 
$11.00 (v.1) $13.00 (v.2) $12.00 (v.3) $12.00 (v.4) 1. Tariff — 
Law and legislation. I. United States. II. United States. 
Dept. of State. III. Title. IV. Series. OCLC 07935510 


82-795 


S 9.10:9642 
International Whaling Commission. 

Whaling, amendments to the schedule to the International 
Whaling Convention of 1946. Washington, D.C. : U.S. Dept. 
of State : For sale by the Supt. of Docs., U.S. G.P.O., Supt. 
of Docs., U.S. Govt. Print. Off., Washington, D.C., 20402 v. 
; 24 cm. (Treaties and other international acts series ; 9642) 
$1.75 Began with 1950. July 9-13, 1979. Description 
based on: June 26-30, 1978. @Item 899 S/N 044-000-92497- 
8 Main series: Treaties and other international acts series 1. 
Whaling — Congresses. 2. Whaling — Law and legislation — 
Congresses. I. United States. Dept. of State. II. Title. III. 


82-797 


S 9.10:9664 


International Sugar Agreement (1977) 


International sugar agreement, (1977) : between the United 
States of America and other governments : done at Geneva 
October 7, 1977. — Washington, D.C. : Dept. of State : For 
sale by the Supt. of Docs., U.S. G.P.O., 1980. 371 p. ; 24 
cm.— (Treaties and other international acts series ; 9664) 
English, French, Russian, Spanish, and Chinese. @Item 899 
S/N 044-000-92768-3 @ GPO $7.50 1. Sugar laws and leg- 
islation. I. United States. Dept. of State. II. Title. III. 
Series. OCLC 07899553 


82-798 


S 9.10:9768 


Budapest treaty on the international recognition of the deposit 


of microorganisms for the purposes of patent procedure 
(1977) 

Patents, deposit of microorganisms : agreement between the 
United States of America and other governments : done at 
Budapest April 28, 1977 with regulations. — Washington, 
D.C. : Dept. of State : For sale by the Supt. of Docs., U.S. 
G.P.O., 1980. 59 p. ; 24 cm.— (Treaties and other interna- 
tional acts series ; 9768) English and French. @lItem 899 
S/N 044-000-92873-6 @ GPO $3.50 1. Micro-organisms. 
2. International cooperation. I. United States. Dept. of State. 
II. Title. III. Series. OCLC 07899591 


82-799 


S 9.10:9922 
International Hydrographic Bureau. 

[Treaties, etc. United States, 1980 Aug. 27] Reimburse- 
ment of income taxes : agreement between the Unites States 


of America and the International Hydrographic Bureau : ef- 
fected by exchange of letters signed at Washington and 
Monaco August 27 and October 16, 1980.— Washington, 
D.C. : Dept. of State : For sale by the Supt. of Docs., U.S. 
G.P.O., 1981. 4 p. ; 24 cm.— (Treaties and other interna- 
tional acts series ; 9922) @Item 899 S/N 044-000-93031-5 
@ GPO $1.75 1. International Hydrographic Bureau. 2. 
Income tax—Law and _ legislation— United States. I. 
United States. Treaties, etc., Intergovernmental Hdyrographic 
Bureau, 1980 Aug. 27. II. United States. Dept. of State. 
Ill. Title. IV. Series. OCLC 07917326 


Series. OCLC 04057821 82-800 
S 9.10:9946 
82-796 International Whaling Commission. 


S 9.10:9650 Whaling, amendments to the schedule to the International 
General Agreement on Tariffs and Trade (1947). Protocols, etc., 


1979 Apr. 12 

General Agreement on Tariffs and Trade : agreement be- 
tween the United States of America and other governments : 
done at Geneva April 12, 1979. — (Washington, D.C.] : Dept. 
of State : For sale by the Supt. of Docs., U.S. G.P.O., 1980. 
63 p. ; 24. cm. — (Treaties and other international acts series ; 
9650) English, French, and Spanish. @lItem 899 S/N 044- 
000-92754-3 @ GPO $4.00 1. Tariff — Law and legislation. 
2. Dumping (Commerical policy) — International cooperation. 
I. United States. II. United States. Dept. of State. III. 
Title. IV. Series. OCLC 07949490 


Whaling Convention of 1946. Washington, D.C. : U.S. Dept. 
of State : For sale by the Supt. of Docs., U.S. G.P.O., Supt. 
of Docs., U.S. Govt. Print. Off., Washington, D.C., 20402 v. 
; 24 cm. (Treaties and other international acts series ; 9946) 
$2.25 Began with 1950. July 21-26, 1980. Description 
based on: June 26-30, 1978. @lItem 899 S/N 044-000-93055- 
2 Main series: Treaties and other international acts series 1. 
Whaling — Congresses. 2. Whaling — Law and legislation — 
Congresses. I. United States. Dept. of State. II. Title. III. 
Series. OCLC 04057821 
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82-801 82-805 
S 9.10:9947 

EURO-NATO joint jet pilot training (ENJJPT) program (1980) 

Defense, EURO-NATO joint jet pilot training : memoran- 


S 18.53:B 63 
Bolivia, a country profile / prepared for the Office of U.S. 
Foreign Disaster Assistance, Bureau for Private and Develop- 


dum of understanding between the United States of America 
and other governments : signed at Brussels December 9, 
1980. — Washington, D.C. : Dept. of State : For sale by the 
Supt. of Docs. U.S. G.P.O., 1981. 24 p. ; 24cm. — (Treaties 
and other international acts series ; 9947) English and 
French. @lItem 899 S/N 044-000-93056-1 @ GPO $2.50 
1. North Atlantic Treaty Organization. 2. Air pilots, Mili- 
tary — Training of—Europe. 3. Air pilots, Military — 
Training of — United States. 4. Europe — Military policy. 
I. United States. Dept. of State. II. Title. III. Series. 
OCLC 07899658 


82-802 
S 9.10:9948 
International expositions (1928). Protocols, etc., 1972 Nov. 30 
International expositions : protocol between the United 
States of America and other governments revising the con- 
vention of November 22, 1918, as amended : done at Paris 
November 30, 1972. — Washington, D.C. : Dept. of State : 
For sale by the Supt. of Docs., U.S. G.P.O., 1981. 44 p. ; 24 
cm.— (Treaties and other international acts series ; 9948) 
English and French. @Item 899 S/N 044-000-93057-9 @ 
GPO $3.25 1. Exhibitions. I. United States. Dept. of 
State. II. Title. III. Series. OCLC 07899695 


82-803 
S 9.10:9964 
United States. 

[Treaties, etc. World Intellectual Property Organization, 
1980 Sept. 26] Industrial property protection : agreement 
between the United States of America and the World Intellec- 
tual Property Organization signed at Geneva September 26, 
1980. — Washington, D.C. : Dept. of State : For sale by the 
Supt. of Docs., U.S. G.P.O., 1981. 3 p. ; 24cm. — (Treaties 
and other international acts series ; 9964) @lItem 899 S/N 
044-000-93073-1 @ GPO $1.75 1. Industrial property (In- 
ternational law) 2. Underdeveloped areas — Patents. 3. Un- 
derdeveloped areas — Industrial property. I. World Intellec- 
tual Property Organization. Treaties, etc., United States, 1980 
Sept. 26. II. United States. Dept. of State. III. World Intel- 
lectual Property Organization. IV. Title. V. Series. 
OCLC 07917390 


INTERNATIONAL DEVELOPMENT AGENCY 
State Dept. 
Washington, DC 20523 


82-804 
S 18.53:B 22 
Mukwawaya, Cecily. 

Bangladesh, a country profile / prepared for the Office of 
U.S. Foreign Disaster Assistance, Bureau for Private and De- 
velopment Cooperation, Agency for International Develop- 
ment, Department of State by Evaluation Technologies, Inc., 
under contract AID-otr-C-1553 ; [researched and written by 
Cecily Mukwawaya].— Washington, D.C. : The Office, 
[1979] iv, 75 p., [1] leaf of plates ; 27 cm. “June 1979.” 
Bibliography: p. 74-75. 1. Bangladesh. I. United States. 
Agency for International Development. Office of U.S. For- 
eign Disaster Assistance. II. Evaluation Technologies, Inc. 
III. Title. 81-603035 OCLC 07908942 


ment Cooperation, Agency for International Development, 
Department of State by Evaluation Technologies, Inc., under 
contract AID/SOD/PDC-C-0283. — Washington, D.C. : The 
Office, [1978] vi, 94 p., [2] leaves of plates ; 28 cm. “Febru- 
ary 1980.” Bibliography: p. 92-94. 1. Bolivia. I. United 
States. Agency for International Development. Office of U.S. 
Foreign Disaster Assistance. II. Evaluation Technologies, 
Inc. 81-603022 OCLC 07916751 


82-806 


S 18,.53:B 92 


Burma, a country profile / prepared for the Office of U.S. 


Foreign Disaster Assistance, Bureau for Private and Develop- 
ment Cooperation, Agency for International Development, 
Department of State by Evaluation Technologies, Inc., under 
contract AID/SOD/PDC-C-0283. — Washington, D.C. : The 
Office, [1980] vi, 44 p., [2] leaves of plates ; 28 cm. “April 
1980.” “March 1980”—Cover. Bibliography: p. 43-44. 1. 
Burma. I. United States. Agency for International Develop- 
ment. Office of U.S. Foreign Disaster Assistance. II. Evalua- 
tion Technologies, Inc. 81-603033 OCLC 07912591 


82-807 


S 18.53:C 17 


Henderson, Faye. 


Cape Verde, a country profile / prepared for the Office of 
U.S. Foreign Disaster Assistance, Bureau for Private and De- 
velopment Cooperation, Agency for International Develop- 
ment, Department of State by Evaluation Technologies, Inc., 
under contract AID-otr-C-1533 ; [researched and written by 
Faye Henderson]. — Washington, D.C. : The Office, [1979] 
iv, 55 p., [1] leaf of plates ; 27 cm. “January 1979.” “Feb- 
ruary 1979”"—Cover. Bibliography: p. 54-55. 1. Cape 
Verde. I. United States. Agency for International Develop- 
ment. Office of U.S. Foreign Disaster Assistance. II. Evalua- 


tion Technologies, Inc. III. Title. 81-602926 OCLC 
07917061 


82-808 


S 18.53:C 34 


Mango, Cecily. 


Chad, a country profile / prepared for the Office of U.S. 
Foreign Disaster Assistance, Bureau for Private and Develop- 
ment Cooperation, Agency for International Development, 
Department of State by Evaluation Technologies, Inc., under 
contract AID/SOD/PDC-C-0283.— 2nd ed. / researched 
and written by Cecily Mango. — Washington, D.C. : The 
Office, [1980] vii, 48 p., [2] leaves of plates ; 28 cm. “Janu- 
ary 1980.” Bibliography: p. 46-48. 1. Chad. I. United 
States. Agency for International Development. Office of U.S. 
Foreign Disaster Assistance. II. Evaluation Technologies, 
Inc. III. Title. 81-602960 OCLC 07909373 


82-809 


S 18.53:C 43 


Webb, Deborah. 


Chile, a country profile / prepared for the Office of U.S. 
Foreign Disaster Assistance, Bureau for Private and Develop- 
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International Development Agency — State Dept. 


ment Cooperation, Agency for International Development, 
Department of State by Evaluation Technologies, Inc., under 
contract AID/SOD/PDC-C-0283. — 2nd ed. / by Deborah 
Webb. — Washington, D.C. : The Office, [1980] vi, 76 p., [2] 
leaves of plates ; 28 cm. “April 1980.” “June 1978”— 
Cover. Bibliography: p. 74-76. 1. Chile. I. United States. 
Agency for International Development. Office of U.S. For- 
eign Disaster Assistance. II. Evaluation Technologies, Inc. 
Ill. Title. 81-603026 OCLC 07935463 


82-810 
S 18.53:D 71 

Dominican Republic, a country profile / prepared for the Office 
of U.S. Foreign Disaster Assistance, Bureau for Private and 
Development Cooperation, Agency for International Devel- 
opment, Department of State by Evaluation Technologies, 
Inc., under contract AID/SOD/PDC-C-0283. — Washington, 
D.C. : The Office, [1978] iv, 67 p. ; 28 cm. “May 1978.” 
“April 1978”—Cover. Bibliography: p. 66-67. 1. Domini- 
can Republic. I. United States. Agency for International De- 
velopment. Office of U.S. Foreign Disaster Assistance. II. 
Evaluation Technologies, Inc. III. Title. 81-603027 
OCLC 07912625 


82-811 
S 18.53:Ec 9 
Webb, Deborah. 

Ecuador, a country profile / prepared for the Office of 
U.S. Foreign Disaster Assistance, Bureau for Private and De- 
velopment Cooperation, Agency for International Develop- 
ment, Department of State by Evaluation Technologies, Inc., 
under contract AID/SOD/PDC-C-0283 ; [research and writ- 
ten by Deborah Webb]. — Washington, D.C. : The Office, 
[1980] v, 61 p.; 28cm. “March 1980.” “January 1980.”— 
Cover. Bibliography: p. 60-61. 1. Ecuador. I. United 
States. Agency for International Development. Office of U.S. 
Foreign Disaster Assistance. II. Evaluation Technologies, 
Inc. III. Title. 81-603020 OCLC 07909588 


82-812 
S 18.53:Et 3 
Philippi, Thomas. 

Ethiopia, a country profile / prepared for the Office of 
U.S. Foreign Disaster Assistance, Bureau for Private and De- 
velopment Cooperation, Agency for International Develop- 
ment, Department of State by Evaluation Technologies, Inc., 
under contract AID/SOD/PDC-C-0283 ; [written and re- 
searched by Thomas Philippi].— Washington, D.C. : The 
Office, [1978] iii, 79 p., [2] leaves of plates ; 28 cm. “De- 
cember 1978.” Bibliography: p. 76-78. 1. Ethiopia. I. 
United States. Agency for International Development. Office 


ment Cooperation, Agency for International Development, 
Department of State by Evaluation Technologies, Inc., under 
contract AID/SOD/PDC-C-0283 ; [written and revised by 
Faye Henderson]. — Washington, D.C. : The Office, [1980] 
vi, 54 p., [1] leaf of plates ; 28 cm. “April 1980.” “January 
1980”—Cover. Bibliography: p. 51-54. 1. Fiji. I. United 
States. Agency for International Development. Office of U.S. 
Foreign Disaster Assistance. II. Evaluation Technologies, 
Inc. III. Title. 81-602923 OCLC 07909631 


82-814 


S 18.53:G 93 


Guatemala, a country profile / prepared for the Office of U.S. 


Foreign Disaster Assistance, Bureau for Private and Develop- 
ment Cooperation, Agency for International Development, 
Department of State by Evaluation Technologies, Inc., under 
contract AID/SOD/PDC-C-0283. — Washington, D.C. : The 
Office, [1981] v, 94 p., [2] leaves of plates ; 28 cm. “July 
1981.” “June 1981”—Cover. Bibliography: p. 91-94. 1. 
Guatemala. I. United States. Agency for International De- 
velopment. Office of U.S. Foreign Disaster Assistance. II. 
Evaluation Technologies, Inc. III. Title. 81-603023 
OCLC 07912681 


82-815 


S 18.53:H 12 


Henderson, Faye. 


Haiti, a country profile / prepared for the Office of U.S. 
Foreign Disaster Assistance, Bureau for Private and Develop- 
ment Cooperation, Agency for International Development, 
Department of State by Evaluation Technologies, Inc., under 
contract AID/SOD/PDC-C-0283. — 2nd ed / by Faye Hen- 
derson. — Washington, D.C. : The Office, [1981] vi, 68 p., 
[2] leaves of plates ; 28 cm. “June 1981.” Bibliography: p. 
65-68. 1. Haiti. I. United States. Agency for International 
Development. Office of U.S. Foreign Disaster Assistance. II. 
Evaluation Technologies, Inc. III. Title. 81-603024 
OCLC 07909436 


82-816 


S 18.53:H 75 


Henderson, Faye. 


Honduras, a country profile / prepared for the Office of 
U.S. Foreign Disaster Assistance, Bureau for Private and De- 
velopment Cooperation, Agency for International Develop- 
ment, Department of State by Evaluation Technologies, Inc., 
under contract AID/SOD/PDC-C-0283. — 2nd ed / by Faye 
Henderson. — Washington, D.C. : The Office, [1981] vi, 86 
p., [2] leaves of plates ; 28cm. “July 1981.” “June 1981”°— 
Cover. Bibliography: p. 83-86. 1. Honduras. I. United 
States. Agency for International Development. Office of U.S. 


of U.S. Foreign Disaster Assistance. II. Evaluation Technol- Foreign Disaster Assistance. II. Evaluation Technologies, 
ogies, Inc. III. Title. 81-602955 OCLC 07909462 Inc. III. Title. 81-603025 OCLC 07909165 


82-813 82-817 
S 18.53:F 47 S 18.53:In 2/2 

Henderson, Faye. 
Fiji, a country profile / prepared for the Office of U.S. 


Foreign Disaster Assistance, Bureau for Private and Develop- 


Henderson, Faye. 


Indonesia, a country profile / prepared for the Office of 
U.S. Foreign Disaster Assistance, Bureau for Private and De- 





velopment Cooperation, Agency for International Develop- 
ment, Department of State by Evaluation Technologies, Inc., 
under contract AID/SOD/PDC-C-0283. — 2nd ed / by Faye 
Henderson. — Washington, D.C. : The Office, [1979] iii, 75 
p., [2] leaves of plates ; 28 cm. “July 1979.” Bibliography: 
p. 74-75. 1. Indonesia. I. United States. Agency for Inter- 
national Development. Office of U.S. Foreign Disaster Assist- 
ance. II. Evaluation Technologies, Inc. III. Title. 81- 
603031 OCLC 07909079 


82-818 


S 18.53:M 29 
Henderson, Faye. 

Malaysia, a country profile / prepared for the Office of 
U.S. Foreign Disaster Assistance, Bureau for Private and De- 
velopment Cooperation, Agency for International Develop- 
ment, Department of State by Evaluation Technologies, Inc., 
under contract AID-otr-C-1533. — Washington, D.C. : The 
Office, [1979] ii, 71 p., [2] leaves of plates ; 27 cm. “May 
1979.” Bibliography: p. 70-71. 1. Malaysia. I. United 
States. Agency for International Development. Office of U.S. 
Foreign Disaster Assistance. II. Evaluation Technologies, 
Inc. III. Title. OCLC 07908953 


82-819 


S 18.53:M 29/2 
Mango, Cecily. 

Mali, a country profile / prepared for the Office of U.S. 
Foreign Disaster Assistance, Bureau for Private and Develop- 
ment Cooperation, Agency for International Development, 
Department of State by Evaluation Technologies, Inc., under 
contract AID/SOD/PDC-C-0283.— 2nd ed. / researched 
and written by Cecily Mango. — Washington, D.C. : The 
Office, [1980] vii, 47 p., [1] leaf of plates ; 28 cm. “January 
1980.” Bibliography: p. 45-47. 1. Mali. I. United States. 
Agency for International Development. Office of U.S. For- 
eign Disaster Assistance. II. Evaluation Technologies, Inc. 
III. Title. 81-602957 OCLC 07905509 


82-820 


S 18.53:M 44 
Mango, Cecily. 

Mauritania, a country profile / prepared for the Office of 
U.S. Foreign Disaster Assistance, Bureau for Private and De- 
velopment Cooperation, Agency for International Develop- 
ment, Department of State by Evaluation Technologies, Inc., 
under contract AID/SOD/PDC-C-0283.— 2nd ed / by 
Cecily Mango. — Washington, D.C. : The Office, [1980] vi, 
55 p., [1] leaf of plates ; 28 cm. “January 1980.” “October 
1979”—Cover. Bibliography: p. 53-55. 1. Mauritania. I. 
United States. Agency for International Development. Office 
of U.S. Foreign Disaster Assistance. II. Evaluation Technol- 
ogies, Inc. III. Title. 81-602959 OCLC 07909061 


82-821 


S 18.53:P 17 

Pakistan, a country profile / prepared for the Office of U.S. 
Foreign Disaster Assistance, Bureau for Private and Develop- 
ment Cooperation, Agency for International Development, 
Department of State by Evaluation Technologies, Inc., under 
contract AID/SOD/PDC-C-0283. — Washington, D.C. : The 
Office, [1979] vi, 68 p., [2] leaves of plates ; 27 cm. “Octo- 
ber 1979.” Bibliography: p. 66-68. 1. Pakistan. I. United 
States. Agency for International Development. Office of U.S. 
Foreign Disaster Assistance. II. Evaluation Technologies, 
Inc. 81-603036 OCLC 07912720 
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82-822 
S 18.53:P 43 

Peru, a country profile / prepared for the Office of U.S. For- 
eign Disaster Assistance, Bureau for Private and Develop- 
ment Cooperation, Agency for International Development, 
Department of State by Evaluation Technologies, Inc., under 
contract AID/SOD/PDC-C-0283. — Washington, D.C. : The 
Office, [1981] vi, 89 p., [2] leaves of plates ; 28 cm. “Janu- 
ary 1981.” “October 1980”—Cover. Bibliography: p. 87-89. 
1. Peru. I. United States. Agency for International Develop- 
ment. Office of U.S. Foreign Disaster Assistance. II. Evalua- 
tion Technologies, Inc. 81-603019 OCLC 07909192 


82-823 
S 18.53:P 53 
Henderson, Faye. 

The Philippines, a country profile / prepared for the Office 
of U.S. Foreign Disaster Assistance, Bureau for Private and 
Development Cooperation, Agency for International Devel- 
opment, Department of State by Evaluation Technologies, 
Inc., under contract AID/SOD/PDC-C-0283 ; [written and 
researched: by Faye Henderson]. — Washington, D.C. : The 
Office, [1979] iii, 133 p., [2] leaves of plates ; 28 cm. “July 
1979.” “August 1979”—Cover. Bibliography: p. 131-133. 
1. Philippines. I. United States. Agency for International 
Development. Office of U.S. Foreign Disaster Assistance. II. 
Evaluation Technologies, Inc. III. Title. 81-603030 
OCLC 07917043 


82-824 
S 18.53:Sa 3 
Mango, Cecily. 

El Salvador, a country profile / prepared for the Office of 
U.S. Foreign Disaster Assistance, Bureau for Private and De- 
velopment Cooperation, Agency for International Develop- 
ment, Department of State by Evaluation Technologies, Inc., 
under contract AID/SOD/PDC-C-0283 ; [researched and 
written by Cecily Mango]. — Washington, D.C. : The Office, 
[1981] vi, 72 p. [2] leaves of plates : 2 col. maps ; 28 cm. vi, 
72 p., [2] leaves of plates ; 28 cm. “January 1981.” “May 
1980”—Cover. Bibliography: p. 70-71. 1. El Salvador. I. 
United States. Agency for International Development. Office 
of U.S. Foreign Disaster Assistance. II. Evaluation Technol- 
ogies, Inc. III. Title. 81-603021 OCLC 07908914 


82-825 
S 18.53:Sa 4 
Henderson, Faye. 

Western Samoa, a country profile / prepared for the Office 
of U.S. Foreign Disaster Assistance, Bureau for Private and 
Development Cooperation, Agency for International Devel- 
opment, Department of State by Evaluation Technologies, 
Inc., under contract AID/SOD/PDC-C-0283. — 2nd ed. / by 
Faye Henderson. — Washington, D.C. : The Office, [1980] 
vi, 35 p., [1] leaf of plates ; 28 cm. “March 1980.” Bibliog- 
raphy: p. 33-35. 1. Western’ Samoa. I. United States. 
Agency for International Development. Office of U.S. For- 
eign Disaster Assistance. II. Evaluation Technologies, Inc. 
III. Title. 81-602919 OCLC 07909417 
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82-826 82-830 


S 18.53:Se 5 S 18.53:Z 1 
Philippi, Thomas. Henderson, Faye. 


Senegal, a country profile / prepared for the Office of U.S. 
Foreign Disaster Assistance, Bureau for Private and Develop- 
ment Cooperation, Agency for International Development, 
Department of State by Evaluation Technologies, Inc., under 
contract AID/SOD/PDC-C-0283 ; [written and researched 
by Thomas Philippi].— Washington, D.C. : The Office, 
[1980] iii, 66 p., [2] leaves plates ; 28 cm. “August 1980.” 
“February 1979”—Cover. Bibliography: p. 64-66. 1. Sen- 
egal. I. United States. Agency for International Develop- 
ment. Office of U.S. Foreign Disaster Assistance. II. Evalua- 
tion Technologies, Inc. III. Title. 81-602956 OCLC 
07909476 


Zaire, a country profile / prepared for the Office of U.S. 
Foreign Disaster Assistance, Bureau for Private and Develop- 
ment Cooperation, Agency for International Development, 
Department of State by Evaluation Technologies, Inc., under 
contract AID/SOD/PDC-C-0283 ; [researched and written 
by Faye Henderson]. — Washington, D.C. : The Office, 
[1981] vi, 65 p., [2] leaves of plates ; 28 cm. “July 1981.” 
“June 1981”—Cover. Bibliography: p. 62-65. 1. Zaire. I. 
United States. Agency for International Development. Office 
of U.S. Foreign Disaster Assistance. II. Evaluation Technol- 
ogies, Inc. III. Title. 81-602961 OCLC 07909508 


82-827 SMITHSONIAN INSTITUTION 
Washington, DC 20560 


S 18.53:So 5 
Mango, Cecily. 


Somalia, a country profile / prepared for the Office of U.S. 62-851 


Foreign Disaster Assistance, Bureau for Private and Develop- 
ment Cooperation, Agency for International Development, 
Department of State by Evaluation Technologies, Inc., under 
contract AID/SOD/PDC-C-0283.— 2nd ed / by Cecily 
Mango. — Washington, D.C. : The Office, [1980] vii, 51 p., 
[1] leaf of plates ; 28 cm. “January 1980.” Bibliography: p. 
49-51. 1. Somalia. I. United States. Agency for Internation- 
al Development. Office of U.S. Foreign Disaster Assistance. 
II. Evaluation Technologies, Inc. III. Title. OCLC 
07903005 


82-828 
S 18.53:T 61 
Henderson, Faye. 

Tonga, a country profile / prepared for the Office of U.S. 
Foreign Disaster Assistance, Bureau for Private and Develop- 
ment Cooperation, Agency for International Development, 
Department of State by Evaluation Technologies, Inc., under 
contract AID/SOD/PDC-C-0283. — 2nd ed. / by Faye Hen- 
derson. — Washington, D.C. : The Office, [1980] vi, i, 36 p., 
[1] leaf of plates ; 28 cm. “March 1980.” Bibliography: p. 
34-36. 1. Tonga. I. United States. Agency for International 
Development. Office of U.S. Foreign Disaster Assistance. II. 
Evaluation Technologies, Inc. III. Title. 81-602920 
OCLC 07916984 


82-829 
S 18.53:T 84 
Mukwawaya, Cecily. 

Turkey, a country profile / prepared for the Office of U.S. 
Foreign Disaster Assistance, Bureau for Private and Develop- 
ment Cooperation, Agency for International Development, 
Department of State by Evaluation Technologies, Inc., under 
contract AID/SOD/PDC-C-0283 ; [researched and written 
by Cecily Mukwawaya]. — Washington, D.C. : The Office, 
[1979] iv, 60 p., [2] leaves of plates ; 28 cm. “June 1979.” 
“January 1980”—Cover. Bibliography: p. 59-60. 1. Turkey. 
I. United States. Agency for International Development. 
Office of U.S. Foreign Disaster Assistance. II. Evaluation 
Technologies, Inc. III. Title. 81-602927 OCLC 07916766 
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R.B. Kitaj / organized by Joe Shannon. — Washington, D.C. : 


Smithsonian Institution Press : For sale by the Supt. of Docs., 
U.S. G.P.O., 1981. 53, 102, 174 p. : ill. (some col.) ; 29 cm. 
Bibliography: p. 166-174. @Item 922-B-1 S/N 047-000- 
00375-0 $10.00 1. Kitaj, R. B.— Exhibitions. I. Kitaj, R. 
B. II. Shannon, Joe. III. Smithsonian Institution. Press. 
N6537.K53A4 1981 81-603419 759.13 ¢2 19 OCLC 
07615158 


TREASURY DEPARTMENT 
Washington, DC 20220 


82-832 


T 1.2:R 32/18 


Revenue sharing facts for local governments. — [Washington, 


D.C.?] : Intergovernmental Relations Division, Office of Rev- 
enue Sharing, Dept. of the Treasury, [1981] iii, 44 p. : ill. ; 
28 cm. Cover title. “June 1981.” Includes index. @Item 
925 1. Revenue sharing — United States. 2. Intergovern- 
mental fiscal relations— United States. 3. Local govern- 
ment — United States. I. United States. Office of Revenue 
Sharing. Intergovernmental Relations Division. 81-603387 
OCLC 07950778 


TRANSPORTATION DEPARTMENT 
Washington, DC 20590 


82-833 


TD 1.2:C 63 


United States. Coal Transportation Task Force. 


Transporting the nation’s coal—a preliminary assessment : 
report to the Secretary of Transportation from the Coal 
Transportation Task Force.—[Washington, D.C.] : U.S. 
Dept. of Transportation, [978] 81 p. in various pagings : 
maps ; 26 cm. Cover title. “January 1978.” Includes bib- 
liographical references. @Item 982-C-1 (microfiche) 1. 
Coal — United States — Transportation. I. United States. 
Dept. of Transportation. II. Title. HE199.5.C6U57 1978 
78-601402 380.5/2 OCLC 04000514 





82-834 
TD 1.2:D 88 
Peat, Marwick, Mitchell, and Company. 

Master plan report : Dulles International Airport / pre- 
pared for U.S. Department of Transportation, Federal Avi- 
ation Administration, Metropolitan Washington Airports ; 
prepared by Peat, Marwick, Mitchell & Co. in association 
with Burns & McDonnell [and] Hellmuth, Obata, & Kassa- 
baum, Inc. [and] Stanford Research Institute. — [Washington, 
D.C.] : The Airports, 1977. 1v.:maps;28cm. At head of 
title: Draft final. “September 1977.” Includes bibliograph- 
ical references. “Contract DOT-FA76WA-3758.” @Item 
982-C-1 (microfiche) 1. Dulles International Airport. I. 


Metropolitan Washington Airports (U.S.) II. Title. OCLC 
07916596 


82-835 
TD 1.2:F 49/2 

Rail system investment analysis : financial analysis of investment 
projects from the individual corporate perspective / prepared 
for Office of Intermodel Transportation, U.S. Department of 
Transportation ; prepared by Ernst & Ernst [and] R. L. Banks 
& Associates, Inc. — Washington, D.C. : The Dept., 1978 [i.e. 
1980] 1 v. (various pagings) : ill. ; 28 cm. “May 1978.” 
“January 1980”—Cover. Previously published in 1978. 
“DOT-P-80-34”—Cover. @lItem 982-C-1 (microfiche) 1. 
Railroads — United States— Finance. 2. Investment analysis. 
3. Capital investments— United States. I. United States. 
Office of Intermodal Transportation. II. Ernst & Ernst. III. 
R. L. Banks & Associates. OCLC 07932394 


82-836 
TD 1.2:H 53/9 
United States. Dept. of Transportation. 

A report to the Congress from the Secretary of Transporta- 
tion : an evaluation of the highway safety program / U.S. 
Department of Transportation. — Washington, D. C. : The 
Department, [1977] 1 v. (various pagings) : ill. ; 27 cm. 
Cover title. “July 1, 1977.” “DOT HS-802 481.” @Item 
982-C-1 (microfiche) 1. Traffic safety — United States. I. 
Title: An evaluation of the highway safety program. OCLC 
03315817 


82-837 
TD 1.2:T 68/32 
U.S./U.S.S.R. Urban Transportation Team. 

Transportation and the urban environment, traffic in the 
centers of large cities : a joint report of the U.S./U.S.S.R. 
Urban Transportation Team under the Agreement on Cooper- 
ation in the Field of Environmental Protection / [U.S. De- 
partment of Housing and Urban Development, State Commit- 
tee on Civil Engineering and Architecture of the U.S.S.R. 
(Gosstroy), Central Scientific Research and Design Institute 
on Urban Development (Gosgrazhdanstroy)]. — Washington, 
D.C. : U.S. Dept. of Transportation, Office of the Secretary 
of Transportation, 1981. 1 v. (various pagings) : ill. ; 28 cm. 
“September 1981.” Includes bibliographical references. 
@ltem 925 1. Urban transportation — United States. 2. 
Urban transportation -- Soviet Union. 3. Urban transporta- 
tion policy— United States. 4. Urban transportation 
policy — Soviet Union. 610 10 United States. Dept. of Hous- 
ing and Urban Development. I. United States. Dept. of 
Transportation. Office of the Secretary. II. TSentral nyi 
nauchno-issledovatel skii i proektnyi institut po gradostroitel 
stvu (Moscoe, R.S.F.S.R.) III. Soviet Union. Gosudartven- 
nyi komitet po grazhdanskomu stroitel stvu i arkhitekture. 
IV. Title. 81-603420 OCLC 07884490 
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TD 1.20/6:10-79-25 


Milstein, Richard. 


Transportation issues regarding low-level nuclear wastes / 
submitted to Department of Transportation ; submitted by 
Richard Milstein, Douglas K. Vogt ; [prepared by Teknekron, 
Inc. ; prepared for Office of the Secretary, Office of Intermo- 
dal Transportation]. — Washington, D.C. : Office of Intermo- 
dal Transportation ; Springfield, Va. : National Technical 
Information Service [distributor], 1979. 39 p. : 1 map ; 28 
cm. “June 22, 1979.” Includes bibliographical references. 
“Contract DOT-OS-90072.” “DOT-P-10-79-25”—Cover. 
@ltem 982-C-10 (microfiche) 1. Radioactive wastes — 
Transportation. I. Vogt, Douglas K. II. United States. 
Office of Intermodal Transportation. III. Teknekron, inc. 
IV. Title. OCLC 06753217 


82-839 


TD 1.20/6:10-80-03 


Rail system investment analysis : manual for determining return 


from the national economic perspective. — Washington, D.C. 
: U.S. Dept. of Transportation, Office of the Assistant Secre- 
tary for Policy and International Affairs ; Springfield, Va. : 
National Technical Information Service [distributor], 1980. 
72 p. in various pagings : ill. ; 28 cm. Cover title. “Final 
report”—Technical rept. doc. p. “January 1980.” “DOT- 
05-60097.” “DOT-P-10-80-03”—Technical rept. doc. p. 
@ltem 982-C-10 (microfiche) 1. Railroads — United 
States — Finance. 2. Investment analysis. 3. Capital invest- 
ments — United States. I. United States. Dept. of Transpor- 
tation. Office of the Assistant Secretary for Policy and Inter- 
national Affairs. II. Title: Manual for determining return 
from the national economic perspective. OCLC 07424621 


82-840 


TD 1.20/6:10-80-06 


Shelton, Sandusky. 


Summary of testimony at July 1979 public meetings on 
truck size and weight limits : Chicago, Illinois, Greensboro, 
North Carolina, Newark, New Jersey, Oakland, California / 
prepared for Office of the Secretary of Transportation, U.S. 
Department of Transportation, Office of the Assistant Secre- 
tary for Policy and International Affairs, Office of Intermodal 
Transportation ; prepared by CACTI, Inc. - Federal. — Wash- 
ington, D.C. : U.S. Dept. of Transportation, Office of the 
Assistant Secretary for Policy and International Affairs, 
Office of Intermodal Transportation, 1980. i, 92 p. ; 28 cm. 
“February 19, 1980.” “DOT-P-10-80-06"—Cover. @Item 
982-C-10 (microfiche) 1. Trucks— United States — Public 
opinion. 2. Trucks— United States— Weight. I. United 
States. Office of Intermodal Transportation. II. CACI, Inc. - 
Federal. III. Title. OCLC 07901660 


82-841 


TD 1,20/6:10-80-07 


Shelton, Sandusky. 


Summary of the open file on truck size and weight limits / 
prepared for Office of the Assistant Secretary for Policy and 





National Transportation Safety Board 


International Affairs [and] Office of Intermodal Transporta- 
tion ; prepared by CACTI, Inc. - Federal. — Washington, D.C. 
: U.S. Dept. of Transportation, Office of the Assistant Secre- 
tary for Policy and International Affairs, Office of Intermodal 
Transportation, [1980] i, 31 p. ; 28 cm. “February 19, 
1980.” Includes bibliographical references. “DOT-P-10-80- 
07”—Cover. @Item 982-C-10 (microfiche) 1. Trucks — 
United States— Weight. 2. Trucks— United States — 
Public opinion. I. United States. Dept. of Transportation. 
Office of the Assistant Secretary for Policy and International 
Affairs. II. United States. Office of Intermodal Transporta- 
tion. III. CACI, Inc. - Federal. IV. Title. OCLC 
07909026 


82-842 


TD 1.20/6:10-80-27 

Rail system investment analysis : manual for determining return 
from the individual corporate perspective. — Washington, 
D.C. : U.S. Dept. of Transportation, Office of the Assistant 
Secretary for Policy and International Affairs, [1980] 1 v. 
(various pagings) : ill. ; 28 cm. Cover title. “January 1980.” 
Includes bibliographical references. “DOT-P-10-80-27.” 
@ltem 982-C-10 (microfiche) 1. Railroads — United 
States — Finance. 2. Investment analysis. 3. Capital invest- 
ments — United States. I. United States. Dept. of Transpor- 
tation. Office of the Assistant Secretary for Policy and Inter- 
national Affairs. OCLC 07932469 


82-843 


TD 1.20/6:10-80-33 

Rail system investment analysis : description of the railroad 
investment process. — Washington, D.C. : U.S. Dept. of 
Transportation, Office of the Assistant Secretary for Policy 
and International Affairs, [1980] 1 v. (various pagings) ; 28 
cm. Cover title. “January 1980.” “DOT-TPI-10-80-33.” 
@ltem 982-C-10 (microfiche) 1. Railroads — United 
States — Finance. 2. Investment analysis. 3. Capital invest- 


ments — United States. I. United States. Dept. of Transpor- 
tation. Office of the Assistant Secretary for Policy and Inter- 
national Affairs. OCLC 07932419 


82-844 


TD 1.20/6:30-80-28 

TD 1.20/6:30-80-29 

Evaluation of freeway high occupancy vehicle lanes and ramp 
metering / prepared for U.S. Department of Transportation, 
Office of the Assistant Secretary for Policy and International 
Affairs. — Washington, D.C. : The Dept., 1980. 2 v. : ill. ; 
28cm. Cover title. G.P.O. sales statement incorrect in pub- 
lication. “August 1980.” Contents: v. I. Final report — v. 
II. Bibliography and abstracts. “DOT-P-30-80-28”"—V. I. 
“DOT-P-30-80-29"—V. II. @lItem 982-C-10 1. Car 
pools — United States — Evaluation. 2. Express highways — 
United States. 3. Traffic engineering — United States. I. 
United States. Dept. of Transportation. Office of the Assistant 


Secretary for Policy and International Affairs. OCLC 
06956639 


82-845 


TD 1.20/6:30-80-30 
Evaluation of freeway high occupancy vehicle lanes and ramp 
metering : executive summary / prepared for U.S. Depart- 
ment of Transportation, Office of the Assistant Secretary for 
Policy and International Affairs. — Washington, D.C. : The 
Dept., 1980. 40 p. ; 28 cm. Cover title. “August 1980.” 
“DOT-P-30-80-30.” @lItem 982-C-10 1. Car pools— 
United States — Evaluation. 2. Express highways — United 
States. 3. Traffic engineering — United States. I. United 
States. Dept. of Transportation. Office of the Assistant Secre- 
tary for Policy and International Affairs. OCLC 06965523 
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NATIONAL TRANSPORTATION SAFETY 
BOARD 
Washington, DC 20594 


82-846 


TD 1.101:980 


United States. National Transportation Safety Board. 


Annual report to Congress / National Transportation 
Safety Board. [Washington, D.C.] : The Board : [Supt. of 
Docs., U.S. G.P.O., distributor, Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 v. : ill. ; 24-28 cm. 
Began with 1967. Title from cover. 1980. Description 
based on: 1980. @lItem 982-I-18 S/N 050-000-00156-3 
$4.50 1. United States. National Transportation Safety 
Board — Periodicals. 2. Transportation— United States — 
Safety measures — Periodicals. I. Title. OCLC 02708104 


82-847 


TD 1.112:77-9 


United States. National Transportation Safety Board. 


Aircraft accident report : New York Airways, Inc., Sikor- 
sky S-61L, N619PA, Pan Am building heliport, New York, 
New York, May 16, 1977 / National Transportation Safety 
Board. — Washington, D.C. : The Board ; [Springfield, Va. : 
National Technical Information Service, distributor, 1977] _ ii, 
31 p. : ill. ; 27 cm. Cover title. “Report number: NTSB- 
AAR-77-9.”. @Item 982-I-9 (microfiche) 1. Aeronautics — 
New York (N.Y.)— Accidents. 2. Aeronautics — New 
York (N.Y.) — Safety measures. I. Title. OCLC 07941730 


82-848 


TD 1.112:81-11 


United States. National Transportation Safety Board. 


Aircraft accident report : Cascade Airways, Inc., Beech- 
craft 99A, N390CA, Spokane, Washington, January 20, 1981 
/ National Transportation Safety Board. — Washington, D.C. 
: The Board ; [Springfield, Va. : National Technical Informa- 
tion Service, distributor], 1981. ii, 37 p. : ill. ; 28cm. Cover 
title. Includes bibliographical references. “NTSB-AAR-81- 
11.” @Item 928-I-9 1. Cascade Airways. 2. Aeronau- 
tics — United States — Accidents. I. Title. OCLC 07910238 


82-849 


TD 1,112/3:78-2 


United States. National Transportation Safety Board. 


Railroad accident report: head-on collision of two Greater 
Cleveland Regional Transit Authoity trains, Cleveland, Ohio, 
July 8, 1977 / National Transportation Safety Board. — 
Washington, D.C. : The Board ; [Springfield, Va. : National 
Technical Information Service, distributor, 19787] ii, 21 p. : 
ill. ; 27 cm. Cover title. Includes bibliographical references. 
“Report number: NTSB-RAR-78-2.” @Item 982-I-11 (mi- 
crofiche) 1. Greater Cleveland Regional Transit Authority. 
2. Electric railroads — Ohio — Cleveland — Accidents. 3. 
Electric railroads — Ohio — Cleveland — Safety measures. I. 
Title. II. Title: Head-on collision of two Greater Cleveland 
Regional Transit Authority trains, Cleveland, Ohio, July 8, 
1977. OCLC 07910304 





FEDERAL HIGHWAY ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 


TD 2.2:R 31/2/v.1/980 

TD 2.2:R 31/2/v.3/980 

TD 2.2:R 31/2/v.4/980 # 

Federally coordinated program of research and development in 
highway transportation. — [Washington, D.C.?] : Dept. of 
Transportation, Federal Highway Administration, Offices of 
Research and Development, [1980] v. : ill.; 27 cm. “Janu- 
ary 1980.” Includes bibliographical references. Contents: v. 
1. Improved highway design and operation for safety — v. 3. 
Environmental considerations in highway design, location, 
construction and operation — v. 4. Improved materials utili- 
zation and durability. @Item 982-G-5 (microfiche) 1. 
Transportation, Automotive — United States. 2. Highway 
engineering — United States. 3. Traffic engineering — 
United States. I. United States. Federal Highway Adminis- 
tration. Office of the Associate Administrator for Research 
and Development. OCLC 07721781 


82-851 


TD 2.30:79-127 

Improving the traffic operations and safety of ramps and speed 
change lanes : a review of state design practices / prepared 
for Federal Highway Administration, Offices of Research & 
Development, Environmental Division. — Washington, D.C. : 
The Division ; Springfield, Va. : National Technical Informa- 
tion Service [distributor], 1980. iii, 40 p. : ill. ; 28 cm. 
Cover title. “Interim report.” “September 1980.” “Report 
no. FHWA-RD-79-127.” @Item 928-G-11 1. Express high- 
ways — United States. 2. Roads— United States — Inter- 
changes and intersections. 3. Roads— United States — 
Design. I. United States. Federal Highway Administration. 
Environmental Division. OCLC 07055544 


82-852 


TD 2.35:H 79 

Final environmental impact statement : Hotchkiss to Paonia 
Dam, Delta and Gunnison Counties, Colorado / prepared by 
the Colorado Department of Highways in cooperation with 
the U.S. Department of Transportation, Federal Highway 
Administration. —[Denver, Colo.?] : The Administration, 
[1979] ix, 299 p. : ill., maps (some col.) ; 22 x 28 cm. Cover 
title. ‘December 1978.” “Project RS-133(5).” “Submitted 
pursuant to 42 U.S.C. 4332(2) (C), 23 U.S.C. 128(a) and 16 
U.S.C. 470(f)"—P. i. “FHWA-COLO-EIS-77-02-F”—P. i. 
@ltem 982-G-18 (microfiche) 1. Roads — Environmental as- 
pects — Colorado — Delta County. 2. Roads — Environmen- 
tal aspects — Colorado — Gunnison County. I. Colorado. 
Division of Highways. II. United States. Federal Highway 
Administration. III. Title: Hotchkiss to Paonia Dam, Delta 
and Gunnison Counties, Colorado. OCLC 06156339 
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FEDERAL RAILROAD ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 


82-853 


TD 3.2:R 13/12 


National Rail-Highway Crossing Safety Conference (1980 : 


Transportation Center, University of Tennessee, Knoxville) 
The 1980 National Rail-Highway Crossing Safety Confer- 
ence proceedings : June 17-19, 1980, Transportation Center, 
the University of Tennessee / sponsored by the U.S. Depart- 
ment of Transportation. — [Washington, D.C.] : The Depart- 
ment, 1981. v, 112 p. : ill. ; 28 cm. “... Conference was 
developed in cooperation with the: Association of American 
Railroads, the Federal Railroad Administration, Transporta- 
tion Center, University of Tennessee.” Includes bibliograph- 
ical references. @Item 701-B 1. Railroads — United 
States — Crossings — Congresses. 2. Railroads — United 
States — Accidents — Congresses. I. University of Tennes- 
see, Knoxville. Transportation Center. II. Association of 
American Railroads. III. United States. Federal Railroad 
Administration. IV. Title. OCLC 07413216 


82-854 


TD 3.15:78/19 


Fallon, W. J. 


An investigation of techniques for validation of railcar dy- 
namic analyses / W.J. Fallon, N.K. Cooperrider, E.H. Law ; 
prepared for U.S. Department of Transportation, Federal 
Railroad Administration, Office of Research and Develop- 
ment. — Washington, D.C. : The Office ; Springfield, Va. : 
National Technical Information Service [distributor], 1978. 
xiv, 105 p. : ill. ; 28 cm. Cover title. “March 1978.” “In- 
terim report.” “Report no. FRA-OR&D.” Includes biblio- 
graphical references. “FRA/ORD-78/19.” @Item 701-C 
(microfiche) 1. Railroads —Cars— Dynamics. 2.  Rail- 
roads — Freight-cars. I. Cooperrider, N. K. II. Law, E. H. 
III. United States. Federal Railroad Administration. Office of 
Research and Development. IV. Title. OCLC 04078007 


82-855 


TD 3.15:79/02 


Modern concrete crosstie experience in France and Mexico / 


prepared for U.S. Department of Transportation, Federal 
Railroad Administration, Office of Research and Develop- 
ment. — Washington, D.C. : The Office ; Springfield, Va. : 
National Technical Information Service [distributor, 1979] 
81 p. in various pagings : ill. ; 28 cm. Cover title. Authors: 
A. Prud’homme and others. “March 1979.” Includes biblio- 
graphical references. “Report no. FRA/ORD-79/02.” 
@ltem 701-C (microfiche) 1. Railroads — France — Ties, 
Concrete. 2. Railroads —Mexico—Ties, Concrete. I. 
Prud’homme, Andre, 1918- II. United States. Federal Rail- 
road Administration. Office of Research and Development. 
OCLC 05055322 
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Federal Aviation Administration — Transportation Dept. 


82-856 of Technology Development & Deployment. — Washington, 


D.C. : The Office ; Springfield, Va. : National Technical 
Information Service [distributor], 1980. 1 v. (various pag- 
ings) : ill. ; 28 cm. Cover title. Authors: A. Balaster and 


TD 3.15:79/08 
Lundien, Jerry R. 
Feasibility study for railroad embankment evaluation with 


radar measurements / prepared for U.S. Department of others. “July 1980.” Bibliography: p. 11-1. “Report no. 


Transportation, Federal Railroad Administration, Office of 
Research and Development. — Washington, D.C. : The Ad- 
ministration ; Springfield, Va. : National Technical Informa- 
tion Service [distributor, 1979] v, 40 p. : ill. ; 28 cm. Cover 
title. “Interim report.” ‘February 1979.” Includes biblio- 
graphical references. “Report no. FRA/ORD-79/08.” 
@ltem 701-C (microfiche) 1. Railroad engineering. 2. Rail- 
roads — United States — Maintenance and repair. I. United 
States. Federal Railroad Administration. Office of Research 
and Development. II. Title. OCLC 05022109 


FRA/TTC-80/05.” @Item 701-D-1 1. Street-railroads — 
Massachusetts — Boston — Brakes — Testing. 2. Electric- 
railroads — Massachusetts — Boston — Cars — Testing. 3. 
Street-railroads — Massachusetts — Boston — Noise. I. 
United States. Federal Railroad Administration. II. United 
States. Urban Mass Transportation Administration. Office of 
Technology Development and Deployment. III. Massachu- 
setts Bay Transportation Authority. IV. Transportation Test 
Center (U.S.) V. Title. OCLC 06772644 


82-860 


82-857 TD 3.15/7:80/06 
TD 3.15/5:77-5 Dean, Francis E. 


Minger, W. K. Evaluation of steel tie performance at the Facility for Ac- 


Freight car demand information and forecasting research 


project : phase II, final report / W.K. Minger [and] M.B. 
Hargrove ; [prepared for U.S. Department of Transportation, 
Federal Railroad Administration, Office of Policy and Pro- 
gram Development].— Washington, D.C. : The Office ; 
Springfield, Va. : National Technical Information Service 
[distributor, 1977] vii, 56, 17 p. : ill. ; 28 cm. “November 
1977.” Includes bibliographical references. “Report no. 
FRA-OPPD-77-5”—Cover. @lItem 701-C-1 (microfiche) 1. 
Railroads — United States — Freight-cars. I. Hargrove, M. 
B. II. United States. Federal Railroad Administration. Office 
of Policy and Program Development. III. Title. OCLC 
03851744 


82-858 


celerated Service Testing / Transportation Test Center. — 
Washington, D.C. : U.S. Dept. of Transportation, Federal 
Railroad Administration ; Springfield, Va. : National Techni- 
cal Information Service [distributor], 1981. 24 p. in various 
pagings : ill. ; 28 cm. Cover title. Authors: Francis E. 
Dean and Andrew Kish. “Prepared for the FAST program, 
an international government - industry research program.” 
“Association of American Railroads.” “Railway Progress 
Institute.” “September 1980.” “Report no. FRA/TTC-80/ 
06.” @Item 701-D-1 1. Railroads— United States — 
Ties — Testing. I. Kish, Andrew. II. Transportation Test 
Center (U.S.) III. United States. Federal Railroad Adminis- 
tration. IV. Association of American Railroads. V. Rail- 
way Progress Institute. VI. Title. OCLC 07157106 


TD 3.15/5:77-11 FEDERAL AVIATION ADMINISTRATION 


Transportation Dept. 
Washington, DC 20591 


Oiesen, James F. 

The railroad performance model / James F. Oiesen ; pre- 
pared for U.S. Department of Transportation, Federal Rail- 
road Administration, Office of Policy and Program Develop- 
ment, Office of Rail Systems Analysis and Program Divi- 82-861 
sion. — Washington, D.C. : The Administration ; Springfield, 

Va. : National Technical Information Service [distributor], United States. Dept. of Transportation. 

1977. xii, 300 p. : ill, 1 map ; 27 cm. “Final report.” Establishment of new major public airports in the United 
“Transportation Systems Center.” “October 1977.” Bib- States : report of the Secretary of Transportation to the 
liography: p. 298-300. “Report no. FRA-OPPD-77-11.” United States Congress pursuant to section 26 of the Airport 
@ltem 701-C-1 (microfiche) 1. Railroads — United States — and Airway Development Act Amendments of 1976 (P.L. 94- 
Freight-cars — Mathematical models. 2. Railroads — United 353). — Washington, D.C. : U.S. Dept. of Transportation, 
States — Rates —- Mathematical models. 3. Railroads and Federal Aviation Administration, [1977] 1 v. (various pag- 
state — United States. I. United States. Federal Railroad Ad- ings) ; 28cm. Cover title. “August 1977.” Includes biblio- 
ministration. Office of Rail Systems Analysis and Program graphical references. @Item 431-C-8 (microfiche) 1. Air- 
Division. II. Transportation Systems Center. III. Title. ports — United States — Planning. I. United States. Federal 
OCLC 03579678 Aviation Administration. II. Title. HE9797.5.USU49 1977 

78-600990 387.7/36/0973 OCLC 04460407 


TD 4.2:P 96 


82-859 
TD 3.15/7:80-05 82-862 
Balaster, A. 
Massachusetts Bay Transportation Authority blue line vehi- 
cle evaluation : final report / Transportation Test Center, 
Federal Railroad Administration, Massachusetts Bay Trans- 
portation Authority ; prepared for U.S. Department of Trans- 
portation, Urban Mass Transportation Administration, Office 


TD 4.2:W 72/v.1 
TD 4.2:W 72/v.2/pt.A-pt.B 
TD.4.2:W 72/v.3/pt.B 
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TD 4.2:W 72/v.4/pt.A 

TD 4.2:W 72/v.5/pt.A 

TD 4.2:W 72/v.6/pt.B 

TD 4.2:W 72/v.9/pt.B 
Wind-ceiling-visibility data at selected airports. — [Washington, 
D.C.?] : Dept. of Transportation, Federal Aviation Adminis- 
tration, Plans Development Division, Office of Aviation 
Policy and Plans, [1980-] v.: charts; 27x 22cm. “Novem- 
ber 1980”—V. I. “January 1981.”—V. II/pt.A-pt.B, v. ITI/ 
pt.B. “March 1981”—V. IV/pt.A-v. V/pt.A. “April 
1981”—V. VI/pt.B. “May 1981”—V. XI/pt.B. Contents: 
v. I. New England Region — v. II, pt. A, pt. B. Eastern 
Region — v. III, pt. B. Southern Region — v. IV, pt. A. 
Great Lakes Region — v. V., pt. A. Central Region — v. VI, 
pt. B. Southwest Region — v. IX, pt. B. Western Region. 
Interagency agreement DOT-FA79WAI-057.” @lItem 431- 
C-8 (microfiche) 1. Airports— United States — Visibility. 
2. Meteorological optics — United States. 3. Meteorology in 
aeronautics — United States. I. United States. Federal Avi- 
ation Administration. Office of Aviation Policy and Plans. 
Plans Development Division. OCLC 07427615 


82-863 


TD 4.8/2:1830.2 
United States. Federal Aviation Administration. 

Policy for use of telecc ications data transfer stand- 
ards / Department of Transportation, Federal Aviation Ad- 
ministration. —[Washington, D.C.?] : The Administration, 
[1978] 5, 17, 2 p. ; 27 cm. Caption title. “2/17/78.” In- 
cludes bibliographical references. “Order 1830.2.” @Item 
431-C-4 (microfiche) 1. Telecommunication policy — United 
States. 2. Digital communications. I. Title. OCLC 
07919661 





82-864 


TD 4.8/2:1910-1 D 
United States. Federal Aviation Administration. 

FAA headquarters emergency operations plan. — [Wash- 
ington, D.C.?] : Dept. of Transportation, Federal Aviation 
Administration, [1979] 36 p. in various pagings : ill. ; 28 cm. 
Cover title. “December 7, 1979.” “Order 1910-1 D.” 
@ltem 430-C-4 (microfiche) 1. United States. Federal Avi- 
ation Administration. 2. Emergency communication sys- 
tems — United States. I. Title. OCLC 07929753 


82-865 


TD 4.8/2:3430.6 
United States. Federal Aviation Administration. 

Technical appraisal program (TAP), air traffic control 
center, air traffic control specialist : extended performance 
rating. — [Washington, D.C.?] : Dept. of Transportation, Fed- 
eral Aviation Administration, [1977] 53 p. in various pagings 
: ill. ; 27 cm. Cover title. “September 7, 1977.” “Order 
3430.6.” @Item 431-C-4 (microfiche) 1. Air traffic con- 
trol — United States — Handbooks, manuals, etc. 2. Air traf- 
fic control — United States. I. Title. OCLC 07929665 


82-866 


TD 4.8/2:4405.5 F 
United States. Federal Aviation Administration. 

Specification currency list for procurement in the air traffic 
control and navigation system. — [Washington, D.C.?] : Dept. 
of Transportation, Federal Aviation Administration, [1979] 
iv, 118, 81 p. : 27 cm. Cover title. “August 1, 1979.” 
“Order 4405.5F.” @lItem 431-C-4 (microfiche) 1. Air traf- 
fic control—Equipment and _ supplies — Specifications — 
United States. 2. Aids to air navigation — Specifications — 
United States. I. Title. OCLC 07917068 


Government Publications — January 1982 


82-867 
TD 4.8/2:8710.4 
United States. Federal Aviation Administration. 

Certification, pilots and flight instructors. — [Washington, 
D.C.?] : Dept. of Transportation, Federal Aviation Adminis- 
tration, [1978] 1 v. (various pagings) ; 27 cm. Cover title. 
“June 16, 1978.” “Order 8710.4.” @Item 431-C-4 (micro- 
fiche) 1. Air pilots — Certification — United States. 2. Air 
pilots — Legal status, laws, etc.— United States. 3. Air 
pilots — Training of— United States. I. Title. OCLC 
02640822 


82-868 
TD 4.32/7:03-1 

Engineering and development program plan, Discrete Address 
Beacon System (DABS) / prepared for U.S. Department of 
Transportation, Federal Aviation Administration, Systems Re- 
search & Development Service. — Washington, D.C. : The 
Service ; Springfield, Va. : National Technical Information 
Service [distributor, 1978] 42 p.in various pagings ; 26 cm. 
“May 1978.” Includes bibliographical references. “Report 
no. FAA-ED-03-1.” @Item 431-A-33 (microfiche) 1. Air 
traffic control— Electronic equipment. 2. Beacons. I. 
United States. Federal Aviation Administration. Systems Re- 
search and Development Service. OCLC 06637893 


82-869 
TD 4.32/7:18-1 A 

Engineering and development program plan : aircraft safety. — 
Washington, D.C. : U.S. Dept. of Transportation, Federal 
Aviation Administration, Systems Research & Development 
Service ; Springfield, Va. : National Technical Information 
Service [distributor, 1978] iii, 35 p. ; 28 cm. Cover title. 
“June 1978.” Bibliography: p. 35. “Report no. FAA-ED- 
18-1A.”. @Item 431-A-33 (microfiche) 1. Aeronautics — 
United States — Safety measures. I. United States. Federal 
Aviation Administration. Systems Research and Development 
Service. OCLC 07917196 


82-870 
TD 4.32/7:18-3 
United States. Federal Aviation Administration. Systems Re- 
search and Development Service. 

Engineering and development program plan, Advanced In- 
tegrated Flight Systems (AIFS). — Washington, D.C. : U.S. 
Dept. of Transportation, Federal Aviation Administration, 
Systems Research and Development Service ; Springfield, 
Va.: National Technical Information Service [distributor, 
1978] 82 p. in various pagings : ill. ; 27 cm. Cover title. 
“May 1978.” Includes bibliographical references. “Report 
no. FAA-ED-18-3.” @Item 431-A-33 (microfiche) 1. Elec- 
tronics in aeronautics. I. Title. OCLC 05060461 


82-871 
TD 4.32/8:80-32 
Danielsen, Edwin Frederick, 1921- 

An objective method for determining the generalized trans- 
port tensor for two-dimensional Eulerian models / Edwin F. 
Danielsen and R.S. Hipskind.— Washington, D.C. : U.S. 
Dept. of Transportation, Federal Aviation Administration, 
Office of Environment and Energy ; Springfield, Va. : Na- 
tional Technical Information Service [distributor], 1980. _ iii, 
65 p. : ill. ; 28 cm. “Air Resources Center, Oregon State 
University.” “August 1980”—Cover. Bibliography: p. 49- 
50. “FAA-EE-80-32”—Cover. @Item 431-H-20 1. At- 
mospheric circulation — Mathematical models. 2. Dynamic 
meteorology. 3. Calculus of tensors. I. Hipskind, R. Ste- 
phen. II. United States. Federal Aviation Administration. 
Office of Environment and Energy. III. Oregon State Uni- 
versity. Air Resources Center. IV. Title. OCLC 07000255 
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Air Traffic Service — Transportation Dept. 


82-872 82-877 


TD 4.32/9:2586 a TD 4.509:77-189/v.1-2 
Specification : data terminal equipment keyboard display printer Gamon, Max A. 


set / Department of Transportation, Federal Aviation Admin- + ati : : » 
istration. —[Washington, D.C.?] : The Administration, [19787] Bs res beeen ae tadiieanens a — 
51 p. : ill. ; 28 cm. Caption title. “11/29/78.” Includes Federal Aviation Administrati Systeme R h & Devel- 
index. “FAA-E-2586a.” “Superseding FAA-E-2586, 8/8/74 rowed stares Jape seen peepee ot 
and Amend. 2, 10/15/75.” @lItem 431-A-25 (microfiche) 1. opment Service. — Washington, D.C. : The Service ; Spring- 
Computer terminals — Specifications — United States. I. field, Va. : National Technical Information Service [distribu- 
United States. Federal Aviation Administration. II. Title: tor, 1978] v. : ill. ; 28 cm. Cover title. Authors: Max A. 
Data terminal equipment keyboard display printer set. Gamon, Gil Wittlin, William L. LaBarge. “Final report.” 
OCLC 07905189 “February 1978.” Includes bibliographical references. Con- 
82-873 tents: v. I. Program “KRASH” theory — v. II. Input-output, 
TD 4.32/9:2678/1 techniques and applications. “Report no. FAA-RD-77-189, 
Specification : VOR/VORTAC equipment replacement and fa- I.” “Report no. FAA-RD-77-189, II.” 1. Airplanes — 
cility modernization / Department of Transportation, Federal Crashworthiness — Mathematical models. I. Wittlin, Gil. 
Aviation Administration. —[Washington, D.C.?] : The Ad- Il. LaBarge, William L. III. United States. Federal Aviation 


ministration, [1978?-] 30 p. ; 27 cm. Caption title. “Febru- Administration. Systems Research and Development Service. 
ary 8, 1978.” Contents: Part 1: General requirements. 


“FAA-E-2678/1.” @Item 431-A-25 (microfiche) 1. Navi- ov Tee Ce ere 
gation (Aeronautics) 2. Tacan. 3. Omnirange system. I. 82-878 
United States. Federal Aviation Administration. II. Title: TD 4.509:78-73 
VOR/VORTAC equipment replacement and facility modern- eel “iene 
ization. OCLC 07916901 Crleci, Richard L. Re 
A plan for improved short-range aviation weather forecasts 
82-874 / Richard L. Crisci ; prepared for U.S. Department of Trans- 
ae TD 4.32/9:2679 , portation, Federal Aviation Administration, System Research 
Common digitizer-2 (CD-2) / Department of Transportation, & Devel Servi Washi DC. : The Service : 
Federal Aviation Administration. — (Washington, D.C.?] : ae opment ping NS he: ington, io. eon eee 
The Administration, [1977] 216 p. : ill. ; 27 cm. Caption Springfield, Va. : National Technical Information Service 
title. “November 22, 1977.” Includes indexes. “FAA-E- (distributor, 1978] ix, 38 p. ; 28cm. Cover title. “National 
2679.” @ltem 431-A-25 (microfiche) 1. Electronic digital Weather Service, National Oceanic and Atmospheric Admin- 
computers — Specifications — United States. 2. Radar — istration, U.S. Department of Commerce.” “Final report.” 
United States — Equipment and supplies. 3. Radar air traffic “June 1978.” Bibliography: p. 35-38. “FAA-RD-78-73.” 
control systems. I. United States. Federal Aviation Adminis- @ltem 431-B-5 (microfiche)@RB@ 


1. Weather forecasting. 
tration. OCLC 07910418 


2. Meteorology in aeronautics. I. United States. Federal Avi- 
ation Administration. Systems Research and Development 
AIR TRAFFIC SERVICE : < 


Service. II. United States. National Weather Service. III. 
Transportation Dept. Title. OCLC 06656007 


Washington, DC 20590 
82-875 82-879 


TD 4.302:P 94/978 ; TD 4.509:78-140 
Flight service station project professionalism, 1978.—Washing- Atwell, Franklin. — | 
ton, D.C. : U.S. Dept. of Transportation, Federal Aviation Federal Aviation Administration flight service station emer- 
Administration, Air Traffic Service, [1978] 1 v. (various gency services program / prepared for U.S. Department of 
pagings) : ill. ; 27 cm. Cover title. “June 1978.” @Item Transportation, Federal Aviation Administration, Systems Re- 
431-D-5 (microfiche) 1. Air traffic control — Study and search & Development. — Washington, D.C. : The Service ; 


teaching — United States. I. United States. Air Traffic Serv- Springfield, Va. : National Technical Information Service 
ice. II. United States. Dept. of Transportation. Air Traffic [distributor, 1978] 35 p. in various pagings : ill. ; 27 cm. 
Service. OCLC 07950983 


Cover title. “IIT Research Institute under contract to De- 
partment of Defense, Electormagnetic Compatibility Analysis 
SYSTEMS RESEARCH AND DEVELOPMENT Center.” “Final report.” “August 1978.” Includes biblio- 
SERVICE graphical references. “FAA-RD-78-140.”" @Item 431-B-5 
Transportation Dept. (microfiche) 1. Air traffic control — United States — Elec- 
Washington, DC 20590 tronic equipment. 2. Electronics in aeronautics. I. United 
82-876 States. Federal Aviation Administration. Systems Research 
TD 4,.502:B 35 and Development Service. II. IIT Research Institute. III. 
U.S. national aviation standard for the active beam collision Electromagnetic Compatitability Analysis Center (U.S.) IV. 
avoidance system (final standard for public comment). — Title. OCLC 07955276 
Washington, D.C. : Dept. of Transportation, Federal Avi- 
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S.J. Rodgers ; prepared for U.S. Department of Transporta- 
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: Distributed by Office of the Secretary, Technology Sharing 
Program, 1981. 46 p.; 28cm. “Final report.” ‘December 
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ida in cooperation with U.S. Department of Transportation, 
Urban Mass Transportation Administration and Federal High- 
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Dept. of Transportation. cn V. Title: I1-95/NW 7th Avenue 
bus/car pool systems demonstration project. VI. Series: 
UMTA/TSC project evaluation series OCLC 04656729 


82-888 


TD 7.11:FL-06-0006-78-2 
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06-0006-78-2.” @lItem 982-I-5 (microfiche) 1. Bus travel — 
Florida — Miami — Data processing. 2. Bus lanes — Flor- 
ida — Miami — Data processing. 3. Traffic engineering — 
Florida — Miami — Data processing. I. Courage, Kenneth 
G. II. United States. Urban Mass Transportation Adminis- 
tration. III. United States. Federal Highway Administration. 
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tion ; Springfield, Va. : National Technical Information Serv- 
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ment of Transportationl, Tallahassee, Florida in cooperation 
with U.S. Department of Transportation, Urban Mass Trans- 
portation Administration and Federal Highway Administra- 
tion. — Washington, D.C. : The Administration ; Springfield, 
Va. : National Technical Information Service [distributor, 
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Systems operation studies for automated guideway transit sys- 
tems : classification and definition of AGT systems / prepared 
for U.S. Department of Transportation, Urban Mass Trans- 
portation Administration, Office of Technology Development 
and Deployment, Office of New Systems and Automation. — 
Washington, D.C. : The Administration ; Springfield, Va. : 
National Technical Information Service [distributor, 1980] 1 
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CONGRESS 


82-907 


X.95/2:124/pt.23-25 


United States. Congress. 


[Congressional record (Permanent ed.)] Congressional 
record : proceedings and debates of the Congress. Permanent 
ed. Washington : U.S. G.P.O., 1873- Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 v.: ill. ; 30 cm. 
$24.00 (pt.23) $25.00 (pt.24) $25.00 (pt.25) 43rd Congress 
(Mar. 4/26, 1873)- (Vol. 1- Issued for each session; the text 
is revised and rearranged from the daily edition. 95th Con- 
gress, 2d session, v. 124, pt. 23, Sept. 21-26, 1978; 95th Con- 
gress, 2d session, v. 124, pt. 24, Sept. 27-Oct. 2, 1978; 95th 
Congress, 2d session, v. 124, pt. 25, Oct. 3-6, 1978. Begin- 
ning with the 80th Congress, Mar. 1947, a section, Daily 
digest, is included. Indices: An index is issued for each 
session which includes History of bills and resolutions. Pre- 
ceded by the Debates and proceedings in the Congress of the 
United States, Ist-18th Congress, Ist session; the Register of 
debates in Congress, 18th Congress, 2d session-25th Congress, 
lst session; and the Congressional globe, 23d-42d Congress. 
Appendices issued for the 43d-83d Cong., Ist sess., 1873-1953. 
@ltem 993, 993-A (microfiche) S/N 052-000-00597-3 (pt.23) 
; 052-000-00598-1 (pt.24) ; 052-000-00599-0 (pt.25) 1. Law— 
Periodicals — United States. 2. United States — Politics and 
government — Periodicals. Key Title: Congressional record 
(Permanent edition) I. Title. KF35 12-036438 //r563 
328.73/02 OCLC 05058415 


82-908 


X.95/2:124/pt.28 


United States. Congress. 


[Congressional record (Permanent ed.)] Congressional 
record : proceedings and debates of the Congress. Permanent 
ed. Washington : U.S. G.P.O., 1873- Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402  v. : ill. ; 30 cm. 
$28.00 43rd Congress (Mar. 4/26, 1873)- (Vol. 1- 95th Con- 
gress, 2nd session, v. 124, pt. 28, Oct. 14, 1978. Issued for 
each session; the text is revised and rearranged from the daily 
edition. Beginning with the 80th Congress, Mar. 1947, a 
section, Daily digest, is included. Appendices issued for the 
43d-83d Cong., Ist sess., 1873-1953. Indices: An index is 
issued for each session which includes History of bills and 
resolutions. Preceded by the Debates and proceedings in the 
Congress of the United States, Ist-18th Congress, Ist session; 
the Register of debates in Congress, 18th Congress, 2d ses- 
sion-25th Congress, Ist session; and the Congressional globe, 
23d-42d Congress. @Item 993, 993-A (microfiche) S/N 
052-000-00602-3 Other editions available: United States. 
Congress. Congressional record Daily ed. ISSN 0363-7239 
Other editions available: United States. Congress. Congres- 
sional record Biweekly ed. Other editions available: United 
States. Congress. Congressional record Microfilm ed. 1. 
Law — Periodicals — United States. 2. United States — Poli- 
tics and government — Periodicals. I. Title. KF35 12- 
036438 //r563  328.73/02 OCLC 05058415 





Congress 


82-909 


X 96-2:H.doc.393 

Conglomerate mergers—their effects on small business and local 
communities : report of the Committee on Small Business, 
House of Representatives, Ninety-sixth Congress, second ses- 
sion. — Washington : U.S. G.P.O., 1980. vii, 55 p. : ill. ; 24 
cm. — (House document ; no. 96-393) Star print, October 2, 
1980. @lItem 996-A, 996-B (microfiche) 1. Conglomerate 
corporations — United States. 2. Small business — United 
States. 3. Urban economics. I. United States. Congress. 
House. Committee on Small Business. II. Series: House doc- 
ument (United States. Congress (96th, 2nd session : 1980). 
House) ; no. 96-393. OCLC 07958558 


82-910 


X 96-2:H.rp.1539 
United States. Congress. House. Committee on the District of 
Columbia. 

Activities and summary report of the Committee on the 
District of Columbia, House of Representatives. Washington : 
U.S. G.P.O.,  v. ; 24 cm. (House report / 96th Congress, 2d 
session ; no. 96-1539) Biennial 96th Congress, 1979-1980. 
Description based on: 96th Congress (1979-1980) @lItem 
1008-C, 1008-D (microfiche) ISSN 0277-1845 Main series: 
United States. Congress. House. Report 1. United States. 
Congress. House. Committee on the District of Columbia — 
Periodicals. 2. Washington (D.C.)— Periodicals. I. Title. 
Il. Series: United States. Congress (96th, 2nd session : 1980). 
House. Report ; no. 96-1539. PAR 81-641790 OCLC 
02902711 


82-911 


X 96-2:H.rp.1540 
United States. Congress. House. Committee on Government Op- 
erations. 

The government’s classification of private ideas : thirty- 
fourth report / by the Committee on Government Operations 
together with additional views. — Washington : U.S. G.P.O., 
1980 [i.e. 1981] v, 244 p. ; 24 cm. — (House report ; no. 96- 
1540) “December 22, 1980.” “Government Information 
and Individual Rights Subcommittee’—Verso of T.p. In- 
cludes bibliographical references. 1. Inventions — United 
States. 2. Cryptography— United States. 3. Atomic 
energy — United States. I. United States. Congress. House. 
Committee on Government Operations. Subcommittee on 
Government Information and Individual Rights. II. Title. 
III. Series: United States. Congress (96th, 2nd session : 1980). 
House. Report ; no. 96-1540. 81-602447 OCLC 07890777 


82-912 


X 96-2:H.rp.1542 
United States. Congress. House. Committee on Small Business. 
Summary of activities : a report of the Committee on Small 
Business, House of Representatives, Congress, together with 
additional views. Washington : U.S. G.P.O., v. ; 24 cm. 
(Report / 96th Congress, 2d session, House of Representatives 
; no. 96-1542) Biennial Began with 1975. 96th Congress. 
Description based on: 96th Congress. Continues: United 
States. Congress. House. Select Committee on Small Business. 
Final report. @lItem 1008-C, 1008-D Main series: United 
States. Congress. House. Report 1. United States. Congress. 
House. Committee on Small Business — Periodicals. 2. Small 
business — United States — Periodicals. I. Title. II. Series: 
United States. Congress (96th, 2nd session : 1980). House. 
Report ; no. 96-1542. OCLC 02902413 
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82-913 


X 96-2:H.rp.1546 


United States. Congress. House. Committee on Education and 


Labor. 

Report on the activities of the Committee on Education 
and Labor during the ... Congress. Washington : U.S. G.P.O., 
v. ; 24 cm. (Report / 96th Congress, 2d session, House of 
Representatives ; no. 96-1546) Biennial Began with 95th 
Congress, 1977-78. 96th Congress. Description based on: 
96th Congress. @lItem 1008-C, 1008-D (microfiche) Main 
series: United States. Congress. House. Report Continues: 
United States. Congress. House. Committee on Education and 
Labor. Activity report of the Committee on Education and 
Labor of the U.S. House of Representatives 1. United States. 
Congress. House. Committee on Education and Labor — Per- 
iodicals. 2. Educational law and legislation — United 
States — Periodicals. 3. Labor laws and legislation — United 
States — Periodicals. I. Title. II. Series: United States. 
Congress (96th, 2nd session : 1980). House. Report ; no. 96- 
1546. OCLC 04848817 


82-914 


X 96-2:H.rp.1548 


United States. Congress. House. Committee on Standards of 


Official Conduct. 

Summary of activities ... Congress : a report of the Com- 
mittee on Standards of Official Conduct, United States House 
of Representatives. Washington : U.S. G.P.O., v. ; 24 cm. 
(Report / 96th Congress, 2d session, House of Representatives 
; no. 96-1548) Biennial 96th Congress. Description based 
on: 96th Congress. ISSN 0148-0006 Main series: United 
States. Congress. House. Report 1. United States. Congress. 
House. Committee on Standards of Official Conduct — Perio- 


dicals. Key Title: Summary of activities. A report of the 
committee on Standards of Official Conduct, United States 
House of Representatives I. Title. II. Series: United States. 
Congress (96th, 2nd session : 1980). House. Report ; no. 96- 
1548. 172/.2/0973 77-647683 //r81 172/.2/0973 OCLC 
03263373 


82-915 


X 96-2:H.rp.1549 


United States. Congress. House. Committee on Ways and 


Means. 

Report on legislative review activity during the ... Congress 
of the Committee on Ways and Means. Washington : U.S. 
G.P.O.,  v. ; 24 cm. (House report / 96th Congress, 2d ses- 
sion ; no. 96-1549) Biennial 96th Congress. Description 
based on: 96th Congress. @Item 1008-C, 1008-D (micro- 
fiche) ISSN 0147-9997 Main series: United States. Con- 
gress. House. Report 1. Finance, Public — Law and legisla- 
tion — United States — Periodicals. 2. Taxation— Law and 
legislation — United States — Periodicals. 3. United States. 
Congress. House. Committee on Ways and Means — Periodi- 
cals. Key Title: Report on legislative review activity of the 
Committee on Ways and Means _ I. Title. II. Series: United 
States. Congress (96th, 2nd session : 1980). House. Report ; 
no. 96-1549. KF31.8.W357 77-647682 //r81 343/.73/03 
OCLC 03263029 





82-916 


X 96-2:H.rp.1552 
United States. Congress. House. Committee on Government Op- 
erations. 

Activities of the House Committee on Government Oper- 
ations. Washington : U.S. G.P.O., v. ; 24 cm. (Report / 96th 
Congress, 2d session, House of Representatives ; no. 96-1552) 
96th Congress, Ist and 2nd sessions, 1979-1980. Description 
based on: 96th Congress, Ist and 2nd sessions (1979-1980) 
@ltem 1008-C, 1008-D (microfiche) Main series: United 
States. Congress. House. Report 1. United States. Congress. 
House. Committee on Government Operations — Periodicals. 
2. Federal government — United States — Periodicals. I. 
Title. II. Series: United States. Congress (96th, 2nd session : 
1980). House. Report ; no. 96-1552. OCLC 01588757 


82-917 


X 96-2:H.rp.1555 
United States. Congress. House. Committee on Armed Services. 
Report of the activities of the Committee on Armed Serv- 
ices for the ... Congress. Washington : U.S. G.P.O., 1980-  v. 
; 24 cm. (House report / 96th Congress, 2d session ; no. 96- 
1555) Biennial 96th ‘Congress- 96th Congress. Report 
for the Ist session of every Congress is issued as a committee 
print. @Item 1008-C, 1008-D (microfiche) Main series: 
United States. Congress. House. Report Continues: Report 
on the activities of the Committee on Armed Services (House 
report) 1. United States. Congress. House. Committee on 
Armed Services — Periodicals. 2. Military law — United 
States — Periodicals. I. Title. II. Series: United States. 
Congress (96th, 2nd session : 1980). House. Report ; no. 96- 
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82-920 


X 96-2:H.rp.1563 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Report on the activities of the Merchant Marine and Fish- 
eries Committee. Washington : U.S. G.P.O., v. ; 24 cm. 
2d session ; no. 96-1563) 


(House report / 96th 
Biennial “Serial no. 95-F.” 96th Description 
based on: 96th Congress. @lItem 1008-C, 1008-D (micro- 
fiche) Main series: United States. Congress. House. Report 
1. United States. Congress. House. Committee on Merchant 
Marine and Fisheries — Periodicals. 2. Merchant marine — 
United States — Periodicals. I. Title. II. Series: United 
States. Congress (96th, 2nd session : 1980). House. Report ; 
no. 96-1563. OCLC 02899687 


82-921 


X 96-2:H.rp.1564 


United States. Congress. House. Committee on Agriculture. 


Report on activities during the ... Congress / Committee on 
Agriculture, House of Representatives. Washington : U.S. 
G.P.O., v. ; 24 cm. (House report / 96th Congress, 2d ses- 
sion ; no. 96-1564) Biennial 96th Congress. Description 
based on: 96th Congress. @Item 1008-C, 1008-D (micro- 
fiche) Main series: United States. Congress. House. Report 
Continues: United States. Congress. House. Committee on 
Agriculture. Report of the Committee on Agriculture on ac- 
tivities 1. United States. Congress. House. Committee on 
Agriculture — Periodicals. I. Title. II. Series: United 
States. Congress (96th, 2nd session : 1980). House. Report ; 
no. 96-1564. OCLC 04603332 


1555. OCLC 07956878 82-922 


X 96-2:H.rp.1567 
62-518 ' United States. Congress. House. Committee on the Judiciary. 
: x 96-2:HL.rp.1556 Report on the activities of the Committee on the Judiciary 
United States. Congress. House. Committee on Rules. 


Survey of activities of the House Committee on Rules ... 
Congress : report by the Committee on Rules. Washington : 
U.S. G.P.O.,  v. ; 24 cm. (Report / 96th Congress, 2d ses- 
sion, House of Representatives ; no. 96-1556) Biennial 96th 
Congress. Description based on: 96th Congress. @Item 
1008-C, 1008-D (microfiche) Main series: United States. 
Congress. House. Report 1. United States. Congress. House. 


of the House of Representatives during the ... Congress, pur- 
suant to clause 1(d) rule XI of the rules of the House of 
Representatives. Washington : U.S. G.P.O., v. ; 24 cm. 
(House report / 96th Congress, 2d session ; no. 96-1567) 
Biennial 96th Congress. Description based on: 96th Con- 
gress. @lItem 1008-C, 1008-D (microfiche) ISSN 0362- 
109X Main series: United States. Congress. House. Report 
1. United States. Congress. House. Committee on the Judici- 


Committee on Rules — Periodicals. Key Title: Survey of ac- 
tivities of the House Committee on Rules I. Title. II. 


Series: United States. Congress (96th, 2nd session : 1980). I. Series: United States. Congress (96th, 2nd session : 1980). 
House. Report ; no. 96-1556. OCLC 02900385 House. Report ; no. 96-1567. KF31.8.J837 75-645422 //r81 
347/.7 02441120 
ee /.73, OCLC 
X 96-2:H.rp.1559 82-923 


United States. Congress. House. Committee on Veterans’ Af- 
fairs. 


ary — Periodicals. Key Title: Report on the activities of the 
Committee on the Judiciary of the House of Representatives 


X 96-2:S.doc.44 
Handbook for small business : a survey of small business pro- 


Activities report of the Committee on Veterans’ Affairs, 
House of Representatives. Washington : U.S. G.P.O., 1981- 
v. ; 24 cm. (House report / 96th Congress, 2d session ; no. 96- 
1559) Biennial 96th Congress- 96th Congress. @Item 
1008-C, 1008-D (microfiche) Main series: United States. 
Congress. House. Report Continues: United States. Con- 
gress. House. Committee on Veterans’ Affairs. Activities of 
the Committee on Veterans’ Affairs, House of Representatives 
ISSN 0146-9851 1. Veterans — Legal status, laws, etc. — 
United States — Periodicals. 2. United States. Congress. 
House. Committee on Veterans’ Affairs — Periodicals. I. 
Title. II. Series: United States. Congress (96th, 2nd session : 
1980). House. Report ; no. 96-1559. OCLC 07949875 


grams of the federal government / Select Committee on 
Small Business, United States Senate.— 4th ed., 1979.— 
Washington : U.S. G.P.O. : For sale by the Supt. of Docs., U 
S. G.P.O., 1980. x, 225 p. : ill. ; 27 cm.— (Senate docu- 
ment ; no. 96-44) “March 10, 1980.” Includes bibliograph- 
ical references. @lItem 996-A, 996-B (microfiche) S/N 052- 
071-00600-1 @ GPO $6.50 1. Small business — United 
States. 2. Government purchasing— United States. 3. 
United States — Executive departments— Equipment and 
supplies. I. United States. Congress. Senate. Select Commit- 
tee on Small Business. II. Series: Senate document (United 
States. Congress (96th, 2nd session : 1980). Senate) ; no. 96-44. 
81-603040 OCLC 06482522 
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Senate Documents 


82-924 


X 96-2:S.doc.65/pt.1-2 
United States. Congress. Senate. 

Report of the Secretary of the Senate from ... Washington : 
U.S. G.P.O.,  v. ; 24 cm. (Senate document ; no. 96-65, pt. 1- 
2) Semiannual Began with 1954. Apr. 1-Sept. 30, 1980, 
pts. 1-2. Description based on: Apr. 1, 1980 to Sept. 30, 
1980. Vols. for Apr.l-Sept. 30, 1979- issued in 2 pts. 
@ltem 996-A, 996-B (microfiche) Main series: Senate docu- 
ment (United States. Congress. Senate) 1. United States. 
Congress. Senate — Appropriations and expenditures — Perio- 
dicals. Key Title: Report of the Secretary of the Senate I. 
Title. II. Series: Senate document (United States. Congress 
(96th, 2nd session : 1980). Senate) ; no. 96-65, pt. 1-2. OCLC 
02944567 


82-925 


XJH:96-1/pt.1-2 
United States. Congress. House. 

Journal of the House of Representatives of the United 
States. Washington : U.S. G.P.O., v. ; 30 cm. Annual 
Spine title: House journal Vols. for -1953 issued in congres- 
sional serial set binding. 96th Congress, Ist session, 1979. 
Description based on: 96th Congress, Ist session (1979) Con- 
tents: pt. 1. Pages 1 to 1318 — pt. 2. Journal of the House of 
Representatives; Rules of the House of Representatives; Ques- 
tions of order; History of bills and resolutions; Index. @lItem 
1030 1. United States. Congress. House — Periodicals. 2. 
United States — Politics and government — Periodicals. I. 
Title. OCLC 01265175 


82-928 
Y 1.1/3:97-9 
United States. Architect of the Capitol. 

Semiannual report of the Architect of the Capitol for the 
period ... pursuant to section 105(b), Public Law 454, Eighty- 
eighth Congress. Washington : U.S. G.P.O., v. ; 24 cm. 
(Senate document ; no. 97-9) Began with Jan./June 1965. 
Spine title: Report of the Architect of the Capitol Oct. 1, 
1980-Mar. 31, 1980. Description based on: Oct. 1, 1980 
through Mar. 31, 1981. Only one report issued for fiscal 
year 1976, called: Report of the Architect of the Capitol. 
@lItem 996-A, 996-B (microfiche) Main series: Senate docu- 
ment (United States. Congress. Senate) 1. United States. Ar- 
chitect of the Capitol — Appropriations and expenditures — 
Periodicals. I. Title. II. Series: Senate document (United 
States. Congress (97th, Ist session : 1981). Senate) ; no. 97-9. 
OCLC 02960458 


SENATE REPORTS 


Senate reports are available from the Senate Document Room 
unless otherwise indicated. 


Senate reports are available from the Senate Document Room 
unless otherwise indicated. 


82-929 
Y¥ 1.1/5:97-26 
United States. Congress. Senate. Committee on Banking, Hous- 


82-926 


XJS:96-2 
United States. Congress. Senate. 
Journal of the Senate of the United States of America. 


(Washington, D.C.? : U.S. G.P.O., v. ; 30 cm. Annual 
Spine title: Senate journal Issued -82d Congress, 2d Session, 
-1952, as part of the Congressional serial set. 97th Congress, 
2d session, Jan. 3, 1980. Description based on: 96th Con- 
gress, 2d session (1980) @lItem 1047 1. United States. Con- 
gress. Senate — Periodicals. 2. United States — Politics and 
government — Periodicals. I. Title. OCLC 07913890 


SENATE DOCUMENTS 


Senate documents are available from the Senate Document 
Room unless otherwise indicated. 


Senate documents are available from the Senate Document 
Room unless otherwise indicated. 


82-927 
Y 1,1/3:97-4/pt.1-2 
United States. Congress. Senate. 

Report of the Secretary of the Senate from ... Washington : 
U.S. G.P.O., v. ; 24 cm. (Senate document ; no. 97-4/pt.1-2) 
Semiannual Began with 1954. Oct. 1, 1980-Mar. 31, 1981, 
pts. 1-2. Description based on: Apr. 1, 1980 to Sept. 30, 
1980. Vols. for Apr.l-Sept. 30, 1979- issued in 2 pts. 
@ltem 996-A, 996-B (microfiche) Main series: Senate docu- 
ment (United States. Congress. Senate) 1. United States. 
Congress. S*nate — Appropriations and expenditures — Perio- 
dicals. I. Title. II. Series: Senate document (United States. 
Congress (97th, Ist session : 1981). Senate) ; no. 97-4/pt.1-2. 
OCLC 02944567 
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ing, and Urban Affairs. 

Oversight activities of the Committee on Banking, Housing, 
and Urban Affairs, United States Senate. Washington : U.S. 
G.P.O., v. ; 24 cm. (Report / 97th Congress, Ist session, 
Senate ; no. 97-26) Biennial 96th Congress. Description 
based on: 96th Congress. @Item 1008-C, 1008-D (micro- 
fiche) Main series: United States. Congress. Senate. Report 
1. United States. Congress. Senate. Committee on Banking, 
Housing, and Urban Affairs— Periodicals. 2. Banking 
law — United States — Periodicals. 3. Housing —Law and 
legislation — United  States— Periodicals. I. Title. II. 
Series: United States. Congress (97th, Ist session : 1981). 
Senate. Report ; no. 97-26. OCLC 04913163 


82-930 


Y 1,1/5:97-29 


United States. Congress. Senate. Committee on Foreign Rela- 


tions. 

Legislative activities report of the Committee on Foreign 
Relations, United States Senate. Washington : U.S. G.P.O., 
v. ; 24 cm. (Report / 97th Congress, Ist session, Senate ; no. 
97-29) Biennial 96th Congress, Jan. 5, 1979-Dec. 16, 1980. 
Description based on: 96th Congress (Jan. 5, 1979-Dec. 16, 
1980) @ltem 1008-C, 1008-D (microfiche) ISSN 0146-9371 
Main series: United States. Congress. Senate. Report 1. 
United States — Foreign relations — Periodicals. 2. United 
States. Congress. Senate. Committee on Foreign Relations — 
Periodicals. I. Title. II. Series: United States. Congress 
(97th, ist session : 1981). Senate. Report ; no. 97-29. 
KF30.8.F654 77-647398 //r81 327.73 OCLC 03077795 





82-931 
Y 1,1/5:97-167 

United States. Congress. Senate. Committee on Rules and Ad- 

ministration. 
Establishing a Senate Placement Office : report (to accom- 

pany S. Res. 193). — [Washington, D.C. : U.S. G.P.O., 1981] 
3 p. ; 24cm. — (Report / 97th Congress, Ist session, Senate ; 
no. 97-167) Caption title “July 23, 1981.” @Item 1008-C, 
1008-D (microfiche) 1. United States. Congress. Senate. 
Placement Office. I. Title. II. Series: United States. Con- 
gress (97th, Ist session : 1981). Senate. Report ; no. 97-167. 
OCLC 07917292 


82-932 
Y 1.1/5:97-193 
United States. Congress. Senate. Select Committee on Intelli- 
gence. 

Report to the Senate of the Select Committee on Intelli- 
gence, United States Senate, covering the period ... together 
with additional views. Washington : U.S. G.P.O., v. ; 24cm. 
(Report / 97th Congress, Ist session, Senate ; no. 97-193) 
Began with May 16, 1977-Dec. 31, 1978. Jan. 1, 1979-Dec. 
31, 1980. Description based on: Jan. 1, 1979-Dec. 31, 1980. 
@ltem 1008-C, 1008-D (microfiche) Main series: United 
States. Congress. Senate. Report Continues: United States. 
Congress. Senate. Select Committee on Intelligence. Annual 
report to the Senate of the Select Committee on Intelligence, 
United States Senate together with additional views ISSN 
0161-6269 1. United States. Congress. Senate. Select Com- 
mittee on Intelligence — Periodicals. 2. Intelligence serv- 
ice — United States— Periodicals. I. Title. II. Series: 
United States. Congress (97th, Ist session : 1981). Senate. 
Report ; no. 97-193. OCLC 05052483 


HOUSE DOCUMENTS 


House documents are available from the House Documents 
Room unless otherwise indicated. 


House documents are available from the House Documents 
Room unless otherwise indicated. 


82-933 
Y 1,1/7:97-65 
United States. Congress. House. 

Financial disclosure reports of members of the U.S. House 
of Representatives of the ... Congress from ... submitted to the 
Clerk of the House pursuant to 2 U.S.C. [section] 703(a). 
Washington : U.S. G.P.O., v. ; 26 cm. (House document ; 
no. 97-65) Annual 97th Congress (Jan. 1, 1980 to Dec. 31, 
1980) Description based on: 97th Congress (Jan. 1, 1980 to 
Dec. 31, 1980) @Item 996-A, 996-B (microfiche) ISSN 
0272-6211 Main series: House document (United States. 
Congress. House) 1. United States. Congress. House — Per- 
iodicals. 2. Financial disclosure — United States — Periodi- 
«8. Key Title: Financial disclosure reports of members of 
the U.S. House of Representatives I. Title. II. Series: 
House document (United States. Congress (97th, Ist session : 
1981). House) ; no. 97-65. JK1308.U54a 80-648707 //r812 
328.73/0766 OCLC 04800514 
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82-934 


Y 1.1/791-79 


United States. Congress. House. Office of the Clerk. 


Report of the Clerk of the House from ... Washington : 
U.S. G.P.O., v. ; 24 cm. (House document ; no. 97-79) 
Quarterly, July/Sept. 1977- Semiannual, 1970-Jan./June 1977 
Began with Jan./Jun 1970. Apr. 1-June 30, 1981. Descrip- 
tion based on: July 1978 to Sept. 1978. Covers receipts and 
expenditures of appropriations and other funds. @Item 996- 
A, 996-B (microfiche) ISSN 0272-8575 Main series: House 
document (United States. Congress. House) 1. United States. 
Congress. House — Officials and employees — Periodicals. 2. 
United States. Congress. House — Appropriations and ex- 
penditures — Periodicals. Key Title: Report of the Clerk of 
the House I. Title. II. Series: House document (United 
States. Congress (97th, Ist session : 1981). House) ; no. 97-79. 
JK1431.U54a 80-648427 //t81 328.73/0761 OCLC 
02986388 


82-935 


Y 1.1/7:917-99 


Cumulative report on rescissions and deferrals : communication 


from the Director, Office of Management and Budget, Execu- 
tive Office of the President, transmitting a cumulative report 
on rescissions and deferrals of budget authority as of ..., 
pursuant to section 1014(e) of Public Law 93-344. Washington 
: U.S. G.P.O., v. ; 24 cm. (House document / 97th Con- 
gress, Ist session ; no. 97-99) Monthly Cover title. Oct. 
1981. Description based on: 96-377 (Oct. 1980) @Item 996- 
A, 996-B (microfiche) ISSN 0271-8030 Main series: House 
document (United States. Congress. House) 1. Executive im- 
poundment of appropriated funds — United States — Statis- 
tics — Periodicals. 2. United States— Appropriations and 
expenditures — Statistics — Periodicals. I. United States. 
Office of Management and Budget. Key Title: Cumulative 
report on rescissions and deferrals II. Series: House docu- 
ment (United States. Congress (97th, Ist session : 1981). 
House) ; no. 97-99. HJ273.5.14U54a 80-645042 //r81 
336.1 OCLC 02864748 


ADVISORY COMMISSION ON 
INTERGOVERNMENTAL RELATIONS 
Washington, DC, 20575 


82-936 


Y 3.Ad 9/8:2 F 31/8/v.2 


United States. Advisory Commission on Intergovernmental Re- 


lations. 

The condition of comtemporary federalism : conflicting 
theories and collapsing constraints. — Washington, D.C. : Ad- 
visory Commission on Intergovernmental Relations, 1981. 
xii, 251 p. ; 27 cm. — (The Federal role in the federal system, 
the dynamics of growth ; v. 2) At head of title: “A commis- 
sion report.” “August 1981.” Includes bibliographical ref- 
erences. “A-78.” 1. Federal government — United States. 
2. United States — Politics and government — 20th century. 
I. Title. II. Series. 81-603099 OCLC 07912370 





Board for International Broadcasting 


82-937 82-940 
Y 3.Ad 9/8:2 F 31/8/v.10 Y 3.Eq 2:2 M 66/8/979 
United States. Advisory Commission on Intergovernmental Re- EEOC ... report. Minorities and women in institutions of higher 
lations. education. [Washington, D.C.] : The Equal Employment Op- 


An agenda for American Federalism : restoring confidence 
and competence. — Washington, D.C. : Advisory Commission 
on Intergovernmental Relations, 1981. ix, 188 p. ; 27 cm. — 
(The Federal role in the federal system, the dynamics of 
growth) At head of title: “A commission report.” “June 
1981.” Includes bibliographical references. “A-86” 1. 
Federal government — United States. 2. Intergovernmental 
fiscal relations — United States. I. Title. II. Series. 81- 
603003 OCLC 07598967 


BOARD FOR INTERNATIONAL 
BROADCASTING 
Washington, DC 20005 


82-938 


Y 3.B 78:1/980 
United States. Board for International Broadcasting. 

Annual report / The Board for International Broadcasting. 
(Washington, D.C.] : The Board, Board for International 
Broadcasting, Suite 430, 1030 15th St. N.W., 20005 v. : ill. ; 
24 cm. Title from cover. 7th report covering fiscal year 
1980. Description based on: 7th [(Oct. 1, 1979 through Sept. 
30, 1980)] @Item 1062-B-1 ISSN 0362-8272 1. United 
States. Board for International Broadcasting — Periodicals. 
Key Title: Annual report - Board for International Broadcast- 
ing I. Title. HE8689.8.U34a 75-649547 //r81 353.008/ 
74/54 OCLC 02354121 


COMMODITY FUTURES TRADING 
COMMISSION 
Washington, DC 20581 


82-939 


Y 3.C 73/5:1/980 

United States. Commodity Futures Trading Commission. 
Annual report / Commodity Futures Trading Commission. 

(Washington, D.C.] : The Commission, Commodity Futures 

Trading Commission, Headquarters, 2033 K St., N.W., Wash- 

ington, D.C. 20581 v. : ill. ; 23 cm. Began with 1975/76. 

Running title: CFTC annual report 1980- Title from cover. 


portunity Commission : [For sale by the Supt. of Docs., U.S. 
G.P.O.], 1981- Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C., 20402 v. ; 28 cm. Biennial $7.00 1979- 
Other title: Equal employment opportunity report. Minorities 
and women in institutions of higher education Spine title: 
Minorities and women in institutions of higher education 
Title from cover. 1979. @lItem 1059-A-1 S/N 052-015- 
00058-8 1. Minorities —- Employment — United States — Sta- 
tistics — Periodicals. 2. | Women — Employment — United 
States — Statistics — Periodicals. 3. Education, Higher — 
United States — Employees — Statistics — Periodicals. I. 
United States. Equal Employment Opportunity Commission. 
OCLC 07930137 


FEDERAL DEPOSIT INSURANCE 
CORPORATION 
Washington, DC 20429 


82-941 


Y 3.F 31/8:21/980 


Summary of accounts and deposits in all mutual savings banks. 


[Washington, D.C.] : Federal Deposit Insurance Corporation, 
Federal Deposit Insurance Corporation, 550 17th Street, 
N.W., Washington, D.C., 20429 v.;27cm. At head of title 
, June 30, 1980-: National summary. June 30, 1980. De- 
scription based on: June 30, 1980. ISSN 0149-8282 1. Bank 
deposits — United States — Statistics — Periodicals. I. Feder- 
al Deposit Insurance Corporation. OCLC 03131552 


FEDERAL COUNCIL ON AGING 
Washington, DC 20201 


82-942 


Y 3.F 31/15:2 Ol 1/4 


Federal Council on the Aging (U.S.) 


Toward more effective implementation of the Older Ameri- 
cans Act : a staff report. — Washington, D.C. : Federal Coun- 
cil on the Aging, 1981. ii, 116 p. ; 28 cm.— (DHHS publi- 
cation ; no. (OHDS) 81-20305) “April 1981.” Bibliography: 
p. 107-116. 1. Aged— United States. I. Title. II. Series. 
81-603163 OCLC 07912653 


1980. Description based on: 1980. Report for 1975/76 
covers period July 1975-Sept. 1976. @Item 39-B ISSN 
0148-9283 Has supplement: CFTC databook ISSN 0195-3591 
1978- 1. United States. Commodity Futures Trading Com- 
mission — Periodicals. Key Title: Annual report - Commod- 
ity Futures Trading Commission I. Title. HG6046.U625a 82-943 
77-644290 //r81 353.008/25 OCLC 03392640 


INDIAN CLAIMS COMMISSION 
Washington, DC 20006 


Y 3.In 2/6:1/977 
United States. Indian Claims Commission. 

Annual report / Indian Claims Commission. [Washington, 
D.C.] : The Commission, -[19777]. 10 v. ; 26 cm. -1977. 
Began with 1968. Title from cover. 1977. Description 
based on: 1977. ISSN 0148-2505 1. Indians of North Amer- 
ica — Claims — Periodicals. Key Title: Annual report - 
Indian Claims Commission I. Title. E98.C6U568 75- 
600923 //r81 970.5 OCLC 01153883 


EQUAL EMPLOYMENT OPPORTUNITY 
COMMISSION 
Washington, DC 20506 





JAPAN-UNITED STATES FRIENDSHIP 
COMMISSION 
Washington, DC 20009 


82-944 


Y¥ 3.3 27:1/980 
Japan-United States Friendship Commission. 

Annual report / The Japan-United States Friendship Com- 
mission. [Washington, D.C.] The Commission, Japan 
United States Friendship Commission, 1875 Connecticut Ave., 
NW, Suite 709, Washington, DC 20009 v. : ill. ; 23 cm. 
Began with 1977. Title from cover. 1980. Description 
based on: 1980. @lItem 1061-F-1 ISSN 0163-5557 1. 
United States — Relations — Japan — Periodicals. 2. 
Japan — Relations — United States — Periodicals. 3. Japan- 
United States Friendship Commission — Periodicals. Key 
Title: Annual report - Japan-United States Friendship Com- 
mission I. Title. E183.8.J3J335a 78-648281 //1812 
301.29/73/052 OCLC 03884343 


MARINE MAMMAL COMMISSION 
Washington, DC 20006 


82-945 


Y¥ 3.M 33/3:9/79-03 
Beddington, J. R. 

The status and management of the harp seal in the North- 
West Atlantic : a review and evaluation / J.R. Beddington 
and H.A. Williams ; prepared for U.S. Marine Mammal Com- 
mission. — Springfield, Va. : Reproduced by National Techni- 
cal Information Service, U.S. Dept. of Commerce, 1980. x, 
127 p. : ill. ; 27 cm. “Department of Biology, University of 
York.” “Final report to U.S. Marine Mammal Commission 
in fulfillment of Contract MM1301062-1.” “Published July 
1980.” Includes bibliographical references. “Report No. 
MMC-79/03.” “NTIS: PB80-206105.” @Item Item 1064-C 
(microfiche) 1. Harp seal. 2. Wildlife conservation. I. 
Williams, H. A. II. United States. Marine Mammal Commis- 
sion. III. University of York. Dept. of Biology. IV. Title. 
OCLC 07931339 


NUCLEAR REGULATORY COMMISSION 
Washington, DC 20555 


82-946 


Y 3.N 88:10/0436/rev./supp.1 


Calkins, G. D. 


Plan for reevaluation of NRC policy on decommissioning 
of nuclear facilities. Supplement 1 / G. D. Calkins. — Revi- 
sion 1.— Washington, D.C. : Division of Engineering Stand- 
ards, Office of Standards Development, U.S. Nuclear Regula- 
tory Commission : Available from GPO Sales Program, Divi- 
sion of Technical Information and Document Control, U.S. 
Nuclear Regulatory Commission ; Springfield, Va. : National 
Technical Information Service, 1980. vii, 23 p. ; 28 cm. 
“Date published: August 1980.” Includes bibliographical ref- 
erences. “NUREG-0436.” @lItem 1051-H-2 $2.00 1. Nu- 
clear facilities —- Decommissioning. 2. Nuclear facilities — 
Decommissioning — Safety measures. I. U.S. Nuclear Regu- 
latory Commission. Division of Engineering Standards. II. 
Title. OCLC 07932598 
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82-947 


Y 3.N 88:10/0630 


Powers, D. A. (Dale A.) 


Cladding swelling and rupture models for LOCA analysis / 
D.A. Powers, R.O. Meyer. — Washington, D.C. : Division of 
Systems Safety, Office of Nuclear Reactor ion, U.S. 
Nuclear Regulatory Commission : Available from GPO Sales 
Program, Division of Technical Information and Document 
Control, U.S. Nuclear Regulatory Commission ; Springfield, 
Va. : National Technical Information Service, 1980. xviii, 
114 p. : ill. ; 28cm. “Date published: April 1980.” Includes 
bibliographical references. “NUREG-0630.” @lItem 1051- 
H-2 1. Nuclear fuel claddings. 2. Pressurized water reac- 
tors — Cooling. 3. Water cooled reactors — Accidents. I. 
Meyer, R. O. (Ralph O.) II. U.S. Nuclear Regulatory Com- 
mission. Office of Nuclear Reactor Regulation. Division of 
Systems Safety. III. Title. OCLC 07914196 


82-948 


Y 3.N 88:10/0651 


Marsh, L. B. 


Evaluation of steam generator tube rupture events / L.B. 
Marsh. — Washington, D.C. : Division of Operating Reactors, 
Office of Nuclear Reactor Regulation, U.S. Nuclear Regula- 
tory Commission : Available from GPO Sales Program, Divi- 
sion of Technical Information and Document Control, U.S. 
Nuclear Regulatory Commission ; Springfield, Va. : National 
Technical Information Service, 1980. 1 v. (various pagings) : 
ill. ; 28 cm. “Date published: March 1980.” “NUREG- 
0651.” @Item 1051-H-2 1. Pressurized water reactors — 
Accidents. I. U.S. Nuclear Regulatory Commission. Divi- 
sion of Operating Reactors. II. Title. OCLC 07914486 


82-949 


Y 3.N 88:10/0654/rev.1 


Criteria for preparation and evaluation of radiological emergen- 


cy response plans and preparedness in support of nuclear 
power plants / [NRC/FEMA ‘Steering Committee]. — Rev. 
1.— Washington, D.C. : U.S. Nuclear Regulatory Commis- 
sion : Federal! Emergency Management Agency : Available 
from GPO Sales Program, Division of Technical Information 
and Document Control, U.S. Nuclear Regulatory Commis- 
sion; Springfield, Va. : National Technical Information Serv- 
ice, 1980. 1 v. (various pagings) : ill. ; 28 cm. “Date pub- 
lished: November 1980.” Includes bibliographical references. 
“NUREG-0654.”. “FEMA-REP-1.” @Item 1051-H-2 1. 
Atomic power-plants — United States — Safety measures. 2. 
Assistance in emergencies — United States. I. United States. 
Federal Emergency Management Agency. II. U.S. Nuclear 
Regulatory Commission. III. NRC/FEMA Steering Com- 
mittee. OCLC 06339076 


82-950 


Y 3.N 88:10/0678 


Underhill, D. W. (Dwight W.) 


The effects of temperature, moisture, concentration, pres- 
sure, and mass transfer on the adsorption of krypton and 
xenon on activated carbon / D.W. Underhill, D.W. 
Moeller. — Washington, D.C. : Advisory Committee on Reac- 
tor Safeguards, U.S. Nuclear Regulatory Commission : Avail- 
able from GPO Sales Program, Division of Technical Infor- 
mation and Document Control, U.S. Nuclear Commission ; 
Springfield, Va. : National Technical Information Service, 
1980. 1 v. (various pagings) : ill. ; 28cm. “Date published: 
August 1980.” Includes bibliographical _ references. 
“NUREG-0678.” @lItem 1051-H-2 $6.00 1. Carbon, Acti- 
vated. 2. Adsorption. I. Moeller, D. W. (Dade W.) II. 
U.S. Nuclear Regulatory Commission. Advisory Committee 
on Reactor Safeguards. III. Title. OCLC 07914608 
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82-951 82-955 


Y 3.N 88:10/0724 
Zuber, N. (Novak) 
Problems in modeling of small break LOCA / N. Zuber. — 


Y 3.N 88:25/0169/v.18 
Lassahn, Gordon D. 


Washington, D.C. : Division of Reactor Safety Research, 
Office of Nuclear Regulatory Research, U.S. Nuclear Regula- 
tory Commission : Available from GPO Sales Program, Divi- 
sion of Technical Information and Document Control, U.S. 
Nuclear Regulatory Commission ; Springfield, Va. : National 
Technical Information Service, 1980. 90 p. in various pag- 
ings : ill. ; 28 cm. “Date published: October 1980.” In- 
cludes bibliographical references. “NUREG-0724.” @lItem 
1051-H-2 1. Two-phase flow. 2. Pressurized water reac- 
tors — Cooling. 3. Water cooled reactors — Accidents. I. 
U.S. Nuclear Regulatory Commission. Division of Reactor 
Safety Research. II. Title. OCLC 07908713 


82-952 
Y 3.N 88:10/0766 
Herring, K. S. (Kenneth S.) 

Reconnaissance report : effects of November 8, 1980 earth- 
quake on Humboldt Bay Power Plant and Eureka, California 
area / K.S. Herring, V. Rooney, N.C. Chokshi. — Washing- 
ton, D.C. : Office of Nuclear Reactor Regulation, U.S. Nucle- 
ar Regulatory Commission : Available from GPO Sales Pro- 
gram, Division of Technical Information and Document Con- 
trol, U.S. Nuclear Regulatory Commission ; Springfield, Va. : 
National Technical Information Service, 1981. 34 p. in var- 
ious pagings : ill. ; 28 cm. “Date published: June 1981.” 
NUREG-0766 @lItem 1051-H-2 $2.50 1. Atomic power- 
plants — California — Safety measures. 2. Earthquakes and 
atomic power plants. I. Rooney, V. (Vernon) II. Chokshi, 
N. C. (Nilesh C.) III. U.S. Nuclear Regulatory Commission. 
Office of Nuclear Reactor Regulation. IV. Title. OCLC 
07929708 . 


82-953 
Y 3.N 88:10/0792 
Desai, K. D. (Kulin D.) 

Seismic design margin evaluation of systems and equipment 
required for safe shutdown of North Anna, Units 1 and 2, 
following an SSE event / K.D. Desai. — Washington, D.C. : 
Division of Engineering, Office of Nuclear Reactor Regula- 
tion, U.S. Nuclear Regulatory Commission : Available from 
GPO Sales Program, Division of Technical Information and 
Document Control, U.S. Nuclear Regulatory Commission ; 
Springfield, Va. : National Technical Information Service, 
1981. 51 p. in various pagings : ill. ; 28 cm. “Date pub- 
lished: June 1981.” Includes bibliographical references. 
“NUREG-0792.” @Item 1051-H-2 $3.75 1. Earthquakes 
and atomic power-plants. 2. Atomic power-plants — Califor- 
nia — Safety measures. I. U.S. Nuclear Regulatory Commis- 
sion. Office of Nuclear Reactor Regulation. Division of Engi- 
neering. II. Title. OCLC 07921244 


82-954 
Y 3.N 88:10/0800 
U.S. Nuclear Regulatory Commission. Office of Nuclear Reac- 
tor Regulation. 

Standard review plan for the review of safety analysis re- 
ports for nuclear power plants.— LWR ed. — [Washington, 
D.C.] : U.S. Nuclear Regulatory Commission, Office of Nu- 
clear Reactor Regulation ; Springfield, VA : Available from 
the National Technical Information Service, [1981] 1 v. 
(loose-leaf) : ill. ; 28 cm. “July 1981.” “Formerly issued as 
NUREG-75/087.” Includes bibliographical _ references. 
“NUREG-0800.” @Item 1051-H-2 1. Atomic power- 
plants — United States — Safety measures. I. Title. OCLC 
07958683 
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LOFT experimental measurements uncertainty analyses / 
Gordon D. Lassahn — Washington, D.C. : U.S. Nuclear Reg- 
ulatory Commission : Available from U.S. Nuclear Regula- 
tory Commission ; Springfield, Va. : National Technical In- 
formation Service, 1980- v.: ill.; 28cm. “Prepared for the 
U.S. Nuclear Regulatory Commission under DOE contract 
no. DE-AC07-76IDO1570.” “U.S. Department of Energy, 
Idaho Operation Office, Idaho National Engineering Labora- 
tory”—Cover. “Published September 1980.” Includes bib- 
liographical references. Contents: v. XVIII. Radiation-har- 
dened gamma densitometer. “FIN no. A6043.” “NUREG/ 
CR-0169.” “EGG-2037.” @Item 1051-H-11 (microfiche) 
1. Nuclear reactors — Testing. 2. Pressurized water reactors. 
3. Radiation. 4. Gamma rays. I. U.S. Nuclear Regulatory 
Commission. II. Idaho National Engineering Laboratory. 
Ill. Title. OCLC 07950481 


82-956 


Y 3.N 88:25/0398 


Crowley, J. L. 


Multirod burst test program progress report for April-June 
1978 / J.L. Crowley ; prepared by the Oak Ridge National 
Laboratory, Engineering Technology Division. — Washing- 
ton, D.C. : U.S. Nuclear Regulatory Commission, 1977 i.e. 
1978. vii, 29 p. : ill. ; 28cm. “Prepared for the U.S. Nucle- 
ar Regulatory Commission, Office of Nuclear Regulatory Re- 
search ... under interagency agreements DOE 40-551-75 and 
40-552-75.” “Date published - November 1978.” Includes 
bibliographies. “Contract no. W-7405-eng-26.” “NRC FIN 
no. BO120.”. “NUREG/CR-0398.” “ORNL/NUREG/TM- 
243.” @Item 1051-H-11 (microfiche) 1. Nuclear fuel 
rods — Thermal properties — Testing. I. Oak Ridge National 
Laboratory. Engineering Technology Division. II. U.S. Nu- 
clear Regulatory Commission. Office of Nuclear Regulatory 
Research. III. Title. OCLC 07942326 


82-957 


Y 3.N 88:25/0570 


Murphy, E. S. 


Technology, safety, and costs of decommissioning a refer- 
ence low-level waste burial ground / prepared by E.S. 
Murphy, G.M. Holter ; prepared for Office of Standards 
Development, U.S. Nuclear Regulatory Commission. — 
Washington, D.C. : U.S. Nuclear Regulatory Commission : 
Available from GPO Sales Program, Division of Technical 
Information and Document Control, U.S. Nuclear Regulatory 
Commission ; Springfield, Va. : National Technical Informa- 
tion Service, 1980- v. : ill. ; 28 cm. “Pacific Northwest 
Laboratory.” “Date published: June 1980.” Includes biblio- 
graphical references. Contents: v. 1. Main report. “NRC 
FIN no. B2136.” “NUREG/CR-0570.” @lItem 1051-H-11 
$10.00 (v.1) 1. Nuclear engineering — Safety measures. 2. 
Nuclear facilities — United States — Safety measures. 3. Ra- 
dioactive waste disposal in the ground — United States. I. 
Holter, G. M. II. Pacific Northwest Laboratory. III. U.S. 
Nuclear Regulatory Commission. Office of Standards Devel- 
opment. IV. Title. OCLC 07793900 





Y 3.N 88:25/0966 
Biehl, Franz. 

Simplified damage assessment of nuclear power plants sub- 
jected to turbine fragments / Franz Biehl, Paul D. Smith ; 
prepared for Division of Environmental and Site Safety, U.S. 
Nuclear Regulatory Commission. — Washington, D.C. : The 
Commission : Available from U.S. Nuclear Regulatory Com- 
mission ; Springfield, Va. : National Technical Information 
Service, 1979. iv, 42 p. : ill. ; 28 cm. “Informal Report.” 
“Los Alamos Scientific Laboratory”—Cover. “Date pub- 
lished: August 1979.” Bibliography: p. 10. “NRC FIN no. 
A71i02-8.” “United States Department of Energy contract 
W-7405-ENG. 36.” “NUREG/CR-0966.” “LA-7944-MS.” 
@lItem 1051-H-11 (microfiche) 1. Steam-turbines — Data 
processing. 2. Atomic power-plants— Safety measures. I. 
Smith, Paul D. (Paul David), 1943- II. U.S. Nuclear Regula- 
tory Commission. Division of Environmental and Site Safety. 
III. Los Alamos Scientific Laboratory, IV. Title. OCLC 
07901467 


82-959 


Y¥ 3.N 88:25/0967 


Deeds, W. E. 


Multiple property variations in coaxial cylindrical conduc- 
tors determined with multiple-frequency eddy currents / 
W.E. Deeds, C.V. Dodd. — Oak Ridge, Tenn. : Oak Ridge 
National Laboratory ; Springfield, Va. : Available from Na- 
tional Technical Information Service, 1979. iii, 59 p. : ill. ; 
28cm. “Oak Ridge National Laboratory.” “Metals and Ce- 
ramics Division.” “Prepared for the U.S. Nuclear Regula- 
tory Commission, Office of Nuclear Regulatory Research ... 
under Interagency Agreement DOE 40-551-75.” “Date pub- 
lished - November 1979.” Includes bibliographical refer- 
ences. “NRC FIN no. BO0417.”. “NUREG/CR-0967.” 
“ORNL/NUREG/TM-335.” “Contract no. W-7405-eng- 
26.” @Item 1051-H-11 (microfiche) 1. Eddy currents 
(Electric) — Data processing. I. Dodd, C. V. (Cas V.) II. 
Oak Ridge National Laboratory. Metals and Ceramics Divi- 
sion. III. U.S. Nuclear Regulatory Commission. Office of 
Nuclear Regulatory Research. IV. Title. OCLC 07931383 
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82-961 


Y 3.N 88:25/1055 


Criteria and test methods for certifying air-purifying 


respirators 
against radioiodine : October 1, 1976-September 30, 1978 / 
Gerry O. Wood ... [et al.] ; prepared for Office of Nuclear 
Regulatory Research, US Nuclear Regulatory Commission. — 
Washnigton [sic], D.C. : The Commission : Available from 
US Nuclear Regulatory Commission ; Springfield, Va. : Na- 
tional Technical Information Service, 1979. 30 p. : ill. ; 28 
cm. “Progress report.” “United States Department of 
Energy contract W-7405-Eng. 36.” “University of Califor- 
nia, Los Alamos Scientific Laboratory”—Cover. “Date pub- 
lished: September 1979.” Includes bibliographical references. 
“NUREG/CR-1055.” “LA-8029-PR.” “NRC FIN no. 
A7041.” @Item 1051-H-11 (microfiche) 1. Iodine — Iso- 
topes— Safety measures. 2. Respirators— Testing. I. 
Wood, Gerry O. II. Los Alamos Scientific Laboratory. III. 
U.S. Nuclear Regulatory Commission. Office of Nuclear Reg- 
ulatory Research. IV. United States. Dept. of Energy. 
OCLC 07914558 


82-962 


Y 3.N 88:25/1117 


Herreid, S. F. (Scott F.) 


A method for determining radioactive material shipment 
patterns in urban areas / prepared by S.F. Herreid ... N.C. 
Finley, L.T. Ritchie ; prepared for Division of Risk Analysis, 
Office of Nuclear Regulatory Research, U.S. Nuclear Regula- 
tory Commission. — Washington, D.C. : The Commission : 
Available from GPO Sales Program, Division of Technical 
Information and Document Control, U.S. Nuclear Regulatory 
Commission ; Springfield, Va. : National Technical Informa- 
tion Service, [1981] 1 v. (various pagings): ill., 1 map ; 28 
cm. “Sandia National Laboratories.” “Date published: May 
1981.” Includes bibliographical references. “NRC FIN no. 
A1077.”. “NUREG/CR-1117.”, “SAND79-2071.” @Item 
1051-H-11 $6.00 1. Radioactive substances — United 
States — Transportation. I. Finley, N. C. (Nancy C.) II. 
Ritchie, L. T. (Lynn T.) III. Sandia National Laboratories. 
IV. U.S. Nuclear Regulatory Commission. Division of Risk 
Analysis. V. Title. OCLC 07532782 


82-960 82-963 


Y 3.N 88:25/0970 Y 3.N 88:25/1157 


Bonzon, Lloyd L. Thompson, Samuel L. 


Qualification testing evaluation program light water reactor 
safety research : quarterly report, January-March, 1979 / 
Lloyd L. Bonzon, Roger L. Clough, Edward A. Salazar. — 
Washington, D.C. : U.S. Nuclear Regulatory Commission ; 
Springfield, Va. : Available from National Technical Informa- 
tion Service, 1979. 49 p.: ill. ; 28 cm. “Sandia Laborato- 
ries.” “Prepared for Research Support Branch, Office of 
Water Reactor Safety Research ... under interagency agree- 
ment DOE 40-550-75.” “Date published: November 1979.” 
Includes bibliographical references. “NRC FIN no. A-1051- 
9.” “NUREG/CR-0970.”  “SAND79-1314.” @Item 1051- 
H-11 (microfiche) 1. Nuclear reactors — United States — 
Safety measures. 2. Nuclear reactors — United States — Ma- 
terials — Testing. 3. Light water reactors — United States. 
I. Clough, Roger L. (Roger Lee), 1949- II. Salazar, Edward 
A. III. Sandia Laboratories. IV. U.S. Nuclear Regulatory 
Commission. Office of Water Reactor Safety Research. Re- 
search Support Branch. V. Title. OCLC 07901582 


Thermal/hydraulic analysis research program quarterly 
report July-September 1980 / S.L.Thompson. — Washington, 
D.C. : U.S. Nuclear Regulatory Commission : Available from 
GPO Sales Program, Division of Technical Information and 
Document Control, U.S. Nuclear Regulatory Commission ; 
Springfield, Va. : National Technical Information Service, 
1980. 115 p.: ill. : 28cm. “Sandia National Laboratories.” 
“Prepared for Division of Reactor Safety Research, Office of 
Nuclear Regulatory Research, U.S. Nuclear Regulatory Com- 
mission ... under memorandum of understanding DOE 40-550- 
75.” “Date published: August 1980.” Includes bibliograph- 
ical references. “NUREG/CR-1157/30f4.” “SAND80- 
1091/30f4.” “NRC FIN nos. A-1216, -1217, -1205.” @Item 
1051-H-11 (microfiche) 1. Pressurized water reactors — Loss 
of coolant. 2. Thermal analysis. I. Sandia National Labora- 
tories. II. U.S. Nuclear Regulatory Commission. Division of 
Reactor Safety Research. III. Title. OCLC 07942243 
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82-964 82-967 
Y 3.N 88:25/1192 Y 3.N 88:25/1271 


Lim, J. J. Beers, R. (Richard), 1940- 


Material accounting as required by the United States Nu- 
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chloride — Physiological effect. 3. Drug abuse — United 
States. I. Title. 81-602972 OCLC 04972550 


82-1092 


Y 4.N 16:97-1-3 


United States. Congress. House. Select Committee on Narcotics 


Abuse and Control. 

Impact of federal budget cuts on local narcotics law en- 
forcement : hearing before the Select Committee on Narcotics 
Abuse and Control, House of Representatives, Ninety-seventh 
Congress, first session, June 5, 1981.— Washington : U.S. 
G.P.O., 1981. iii, 99 p.; 24cm. “SCNAC-97-1-3.” @Item 
1009-B, 1009-C (microfiche) 1. Narcotics, Control of — 
United States. 2. Federal aid to law enforcement agencies — 
United States. I. Title. OCLC 07898990 


POST OFFICE AND CIVIL SERVICE, 
Committee on, House 
Washington, DC 20515 


82-1093 


Y 4.P 84/10:97-15 


United States. Congress. House. Committee on Post Office and 


Civil Service. Subcommittee on Compensation and Employee 
Benefits. 

Reductions in force and budget cuts : hearings before the 
Subcommittee on Compensation and Employee Benefits of 
the Committee on Post Office and Civil Service, House of 
Representatives, Ninety-seventh Congress, first session, June 
29, 1981. — Washington : U.S. G.P.O., 1981. iii, 86 p. ; 24 
cm. “Serial no. 97-15.” @ltem 1022-B, 1022-C (microfiche) 
1. Economic assistance, Domestic— United States. 2. 
Budget — United States. I. Title. OCLC 07920526 


82-1094 


Y 4.P 84/10:97-16 


United States. Congress. House. Committee on Post Office and 


Civil Service. Subcommittee on Census and Population. 

Hispanic immigration and Select Commission on Immigra- 
tion’s final report : hearings before the Subcommittee on 
Census and Population of the Committee on Post Office and 
Civil Service, House of Representatives, Ninety-seventh Con- 
gress, first session, April 27, 28, 1981. — Washington : U.S. 
G.P.O., 1981. iv, 200 p. : ill. ; 24cm. Bibliography: p. 152- 
154. “Serial no. 97-16.” @lItem 1022-B, 1022-C (micro- 
fiche) 1. Latin Americans— United States. 2. United 
States — Emigration and immigration. I. United States. 
Select Commission on Immigration and Refugee Policy. II. 
Title. OCLC 07912691 





Environment and Public Works — Committee on, Senate 


82-1095 


Y 4.P 84/10:97-18 

United States. Congress. House. Committee on Post Office and 

Civil Service. Subcommittee on Census and Population. 
Census activities and the decennial census : hearing before 

the Subcommittee on Census and Population of the Commit- 

tee on Post Office and Civil Service, House of Representa- 

tives, Ninety-seventh Congress, first session, on H.R. 1990 ... 


82-1099 


Y 4.P 96/11:97-14 


United States. Congress. House. Committee on Public Works 


and Transportation. Subcommittee on Aviation. 

Air carrier subsidy : hearings before the Subcommittee on 
Aviation of the Committee on Public Works and Transporta- 
tion, House of Representatives, Ninety-seventh Congress, first 


session, on H.R. 3901 ... June 18 and 25, 1981. — Washington 
: US. G.P.O., 1981. v, 605 p. : ill. ; 24cm. Includes biblio- 
graphical references. “97-14.” @lItem 1024-A, 1024-B (mi- 
crofiche) 1. Aeronautics, Commercial — United States. 2. 
Subsidies — United States. I. Title. 81-603425 OCLC 
07918085 


June 11, 1981. — Washington : U.S. G.P.O., 1981. iii, 99 p. : 
ill. ; 24cm. “Serial no. 97-18.” @lItem 1022-B, 1022-C (mi- 
crofiche) 1. Apportionment (Election law) — United States. 
2. Census districts— United States. 3. United States — 
Census. I. Title. OCLC 07937058 


ENVIRONMENT AND PUBLIC WORKS, 
Committee on, Senate 
Washington, DC 20510 


RULES, Committee on, 
House 
Washington, DC 20515 


82-1096 82-1100 
Y 4.P 96/10:97-H 9 
United States. Congress. Senate. Committee on Environment 
and Public Works. 
Tennessee Valley Authority oversight : hearings before the 
Committee on Environment and Public Works, United States 


Y 4.R 86/1:R 26/2 

Background information on regulatory reform and congressional 
review of agency rules with a summary of H.R. 1 (as intro- 
duced) / prepared by the Subcommittee on Rules of the 
House of the Committee on Rules, U.S. House of Representa- 
Senate, Ninety-seventh Congress, first session, March 16 and tives. — Washington : U.S. G.P.O., 1981. vii, 34 p. ; 24 cm. 
17, 1981. — Washington : U.S. G.P.O., 1981. iv, 630 p. : ill. ; At head of title: 97th Congress, Ist session. Subcommittee 
24 cm. Includes bibliographical references. “Serial no. 97- print. “June 1981.” Includes bibliographical references. 
H9.” @lItem 1045-A, 1045-B (microfiche) 1. Tennessee @ltem 1025-C, 1025-D (microfiche) 1. Administrative agen- 
Valley Authority. I. Title. 81-603446 OCLC 07920239 cies — United States. 2. Administrative procedure — United 
States. 3. Legislative oversight — United States. I. United 

82-1097 States. Congress. House. Committee on Rules. Subcommittee 


Y 4.P 96/10:97-1 A on Rules of the House. 81-602466 OCLC 07912563 


United States. Congress. Senate. Committee on Environment 
and Public Works. 

Summary of legislative activities and accomplishments of 
the Committee on Environment and Public Works, United 
States Senate for the ... Congress. Washington : U.S. G.P.O., 
v. ; 24cm. Biennial Began with 94th Congress. At head 
of title: 97th Congress, Ist session. Committee print. “Serial 82-1101 
no. 97-1A.” 96th Congress. Description based on: 96th 
Congress. @Item 1045-A, 1045-B (microfiche) Continues: 
United States. Congress. Senate. Committee on Public Works. 
Summary of legislative activities and accomplishments 1. 
United States. Congress. Senate. Committee on Environment 
and Public Works — Periodicals. I. Title. OCLC 04470527 


RULES AND ADMINISTRATION, 
Committee on, Senate 
Washington, DC 20510 


Y 4.R 86/2:Sa 9 

United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Nomination of Danford L. Sawyer, Jr., to be public printer 

: hearing before the Committee on Rules and Administration, 

United States Senate, Ninety-seventh Congress, first session, 

on the nomination of Danford L. Sawyer, Jr., of Florida, to 

be public printer, vice John J. Boyle, resigned, July 13, 

1981. — Washington : U.S. G.P.O., 1981. iii, 50 p. ; 24 cm. 

@ltem 1046-B, 1046-C (microfiche) 1. Sawyer, Danford L., 


PUBLIC WORKS AND TRANSPORTATION, 
Committee on, House 


Washington, DC 20515 1939- 2. United States. Government Printing Office — Ap- 


pointments, promotions, salaries, etc. I. Title. OCLC 
07899084 


82-1098 
Y 4.P 96/11:97-11 

United States. Congress. House. Committee on Public Works 

and Transportation. Subcommittee on Water Resoures. 
Benbrook Lake, Texas : hearing before the Subcommittee 

on Water Resurces of the Committee on Public Works and 
Transportation, House of Representatives, Ninety-seventh 
Congress, first session, on H.R. 779 ... May 5, 1981. — Wash- 
ington : U.S. G.P.O., 1981. iii, 16 p. ; 24cm. “97-11.” 1. 
Reservoirs — Texas — Tarrant County. 2. Water-storage — 
Texas— Tarrant County. I. Title. 81-603015 OCLC 
07905938 


SCIENCE AND TECHNOLOGY, 
Committee on, House 
Washington, DC 20515 
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82-1102 82-1105 


Y 4.Sci 2:96/FF 
Technology and innovation for manufacturing : proceedings of 
a conference, May 4, 5, 1979 / prepared by the Committee on 
Science and Technology, U.S. House of Representatives, 


Y 4.Sci 2:97/L 
Astronauts and cosmonauts biographical and statistical date : 
report / prepared for the Committee on Science and Technol- 
ogy, U.S. House of Representatives, Ninety-seventh Congress, 


Ninety-sixth Congress, second session. — Washington : U.S. 
G.P.O., 1980. iv, 350 p. : ill, 1 map ; 24 cm. At head of 
title: Committee print. “Conference on Technology and In- 
novation for Manufacturing’—P.1. “February 1980.” 
“Serial FF.” Includes bibliographical references. @Item 
1025-A 1. Manufacturing processes — Technological innova- 
tions — Congresses. 2. Technology and _ state — United 
States — Congresses. I. United States. Congress. House. 
Committee on Science and Technology. II. Conference on 
Technology and Innovation for Manufacturing (1979 : Wash- 
ington, D.C.) Ill. Title. TS183.C66 1979 80-602067 
338.4/767/0973 ¢2 19 OCLC 06650605 


first session by the Science Policy Research Division, Con- 
gressional Research Service, Library of — Rev. 
Mar. 31, 1981. — Washington : U.S. G.P.O. : For sale by the 
Supt. of Docs., U.S. G.P.O., 1981. v, 311 p. : ill. ; 24 cm. 
At head of title: Committee print. “July 1981.” “Serial L.” 
Includes bibliogaphical references. @lItem 1025-A-1, 1025-A- 
2 (microfiche) S/N 052-070-05620-7 @ GPO $6.50 1. As- 
tronauts— United States— Biography. 2. Astronauts — 
Soviet Union — Biography. I. Library of Congress. Science 
Policy Research Division. II. United States. Congress. 
House. Committee on Science and Technology. OCLC 
07930692 


82-1106 
82-1103 


Y 4.Sci 2:97/M 


Y 4.Sci 2:97/1 Cooper, Edith Fairman. 


Engineering Foundation Research Conference on National Ma- 


terials Policy (6th : 1980 : Henniker, N.H.) 

Innovation in the basic materials industries : proceedings of 
the sixth annual Engineering Foundation Conference on Ma- 
terials Policy, 1980 : report to the Committee on Science and 
Technology, U.S. House of Representatives, Ninety-seventy 
Congress, first session / by the Congressional Research Serv- 
ice, Library of Congress. — Washington : U.S. G.P.O., 1981. 
xix, 571 p. : ill. ; 24 cm. At head of title: Committee print. 
“June 1981.” “Serial I.” Bibliography: p. 264. @lItem 
1025-A-1, 1025-A-2 (microfiche) 1. Strategic materials — 
United States— Congresses. 2. Technological innova- 
tions — United States — Congresses. I. United States. Con- 
gress. House. Committee on Science and Technology. II. 
Library of Congress. Congressional Research Service. III. 
Engineering Foundation (U.S.) IV. Title. 81-602870 
OCLC 07949210 


82-1104 


Y¥ 4.Sci 2:97/J 


Emard, Jean-Paul. 


Information and _ telecc ications : an overview of 
issues, technologies, and applications : report for the Subcom- 
mittee on Science, Research, and Technology of the Commit- 
tee on Science and Technology, U.S. House of Representa- 
tives, Ninety-seventh Congress, first session / by the Science 
Policy Research Division, Congressional Research, Congres- 
sional Research Service, Library of Congress. — Washington : 
U.S. G.P.O., 1981. xii, 138 p.: ill.; 24cm. At head of title: 
Committee print. “July 1981.” “Serial J.” Bibliography: 
p. 125-138. @Item 1025-A-1, 1025-A-2 (microfiche) 1. 
Telecommunication — United States. 2. Telecommunication. 
3. Technological innovations — United States. 4. Technolog- 
ical innovations. 5. Technology and state — United States. 
6. Technology and state. I. United States. Congress. House. 
Committee on Science and Technology. Subcommittee on 
Science, Research, and Technology. II. Library of Con- 
gress. Science Policy Research Division. III. Title. 81- 
060344 OCLC 07935870 





Sodium in food and high blood pressure : report / prepared 
by the Subcommittee on Investigations and Oversight of the 
Committee on Science and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, first session. — Washing- 
ton : U.S. G.P.O., 1981. vii, 34 p.; 24cm. At head of title: 
Committee print. Title on added t.p.: Summary and analysis 
of hearings on hypertension and sodium. “September 1981.” 
“Serial M.” @Item 1025-A-1, 1025-A-2 (microfiche) 1. Hy- 
pertension — United States. 2. Salt — Physiological effect. 
I. United States. Congress. House. Committee on Science and 
Technology. Subcommittee on Investigations and Oversight. 
Il. Title. III. Title: Summary and analysis of hearings on 
hypertension and sodium. OCLC 07905643 


82-1107 


Y¥ 4.Sci 2:97/12 


United States. Congress. House. Committee on Science and 


Technology. Subcommittee on Transportation, Aviation, and 
Materials. 

FAA air traffic control computer modernization : hearings 
before the Subcommittee on Transportation, Aviation, and 
Materials of the Committee on Science and Technology, U.S. 
House of Representatives, Ninety-seventh Congress, first ses- 
sion, June 16, 17, and 18, 1981. — Washington : U.S. G.P.O., 
1981. iii, 198 p.: ill. ; 24cm. “No. 12.” @Item 1025-A-1, 
1025-A-2 (microfiche) 1. United States. Federal Aviation 
Administration. 2. Air traffic control— United States — 
Data processing. 3. Air traffic control— United States — 
Electronic equipment. I. Title. 81-603431 OCLC 
07937100 


82-1108 


Y 4,Sci 2:97/15 


United States. Congress. House. Committee on Science and 


Technology. Subcommittee on Natural Resources, Agricul- 
ture Research, and Environment. 

Proposed legislation to establish a Coastal Pine Barrens 
Reserve : field hearing before the Subcommittee on Natural 
Resources, Agriculture Research, and Environment of the 
Committee on Science and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, first session, May 8, 
1981. — Washington : U.S. G.P.O., 1981. iii, 139 p. : ill. ; 24 
cm. “No. 15.” @lItem 1025-A-1, 1025-A-2 (microfiche) 1. 
National parks and reserves— New York (State) I. Title. 
81-603490 OCLC 07950674 
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Small Business, Committee on — House 


82-1109 


Y 4.Sci 2:97/16 

United States. Congress. House. Committee on Science and 
Technology. Subcommittee on Space Science and Applica- 
tions. 

NASA program management and procurement procedures 
and practices : hearings before the Subcommittee on Space 
Science and Applications of the Committee on Science and 
Technology, U.S. House of Representatives, Ninety-seventh 

first session, June 24, 25, 1981. — Washington : U.S. 
G.P.O., 1981. iii, 159 p. ; 24cm. “No. 16.” @lItem 1025- 
A-1, 1025-A-2 (microfiche) 1. United States. National Aero- 
nautics and Space Administration. 2. Government purchas- 
ing — United States. I. Title. OCLC 07894430 


SMALL BUSINESS, Committee on, 
House 


82-1112 


Y 4.St 2/3:K 84/2 


Manual of offenses and procedures Korean influence investiga- 


tion, pursuant to House Resolution 252 / Committee on 
Standards of Official Conduct, House of Representatives, 
Ninety-fifth Congress. — Washington : U.S. G.P.O., 1977. 
iii, 66 p. ; 24cm. At head of title: Committee print. “June 
1977.” Includes bibliographical references. 1. Governmen- 
tal investigations — United States. 2. Corruption (in poli- 
tics) — United States. 3. Undue influence — United States. 
4. Campaign funds. 5. United States — Relations — Korea 
(South) 6. Korea (South) — Relations — United States. 7. 
Korea — Relations — United States. 81-603061 OCLC 
07937077 


TAXATION, Joint Committee on, 
Washington, DC 20515 


Washington, DC 20515 82-1113 


Y 4.T 19/4:C 74 
Comparative summary of H.R. 4242 : Tax Incentive Act of 1981 
as reported by the Ways and Means Committee and as pro- 
posed to be modified by the Conable-Hance and Udall substi- 


82-1110 
Y 4.Sm 1:C 76/4 
United States. Congress. House. Committee on Small Business. 
Subcommittee on Antitrust and Restraint of Trade Activities 


Affecting Small Business. 

Conrail changes and their impact on small business : hear- 
ings before the Subcommittee on Antitrust and Restraint of 
Trade Activities Affecting Small Business of the Committee 


tutes / prepared by the staff of the Joint Committee on 
Taxation. — Washington : U.S. G.P.O., 1981. iv, 33 p. ; 24 
cm. At head of title: Joint Committee print. “July 27, 
1981.” 1. Taxation — Law and legislation — United States. 


2. United States—Economic policy—1971- I. United 
States. Congress. House. Committee on Ways and Means. . II. 
United States. Congress. Joint Committee on Taxation. 81- 
602867 OCLC 07909623 


on Small Business, House of Representatives, Ninety-seventh 
Congress, first session, Washington, D.C., June 9 and 11, 
1981. — Washington : U.S. G.P.O., 1981. iv, 114 p. : 2 maps 
; 24 cm. @ltem 1031-A, 1031-B (microfiche) 1. ConRail. 
2. Small business— United States. I. Title. OCLC 
07917186 


82-1114 
Y 4.T 19/4:T 19/34 

Description of tax and tariff proposals for domestic oil refining 
scheduled for a hearing before the Subcommittee on Energy 
and Agricultural Taxation of the Committee on Finance on 
March 27, 1981 / prepared for the use of The Committee on 
Finance by the staff of the Joint Committee on Taxation. — 
Washington : U.S. G.P.O., 1981. iii, 19 p.; 24cm. At head 
of title: Joint committee print. March 25, 1981.” 1. Petro- 
leum — Taxation — United States. I. United States. Con- 
gress. Senate. Committee on Finance. Subcommittee on 
Energy and Agricultural Taxation. II. United States. Con- 
gress. Joint Committee on Taxation. OCLC 07909524 


SMALL BUSINESS, Select Committee on, 
Senate 
Washington, DC 20510 


82-1111 
Y 4.Sm 1/2:Sw 1 
United States. Congress. Senate. Committee on Small Business. 
Nomination of Frank S. Swain, to be chief counsel for 
advocacy of the Small Business Administration : hearing 
before the Committee on Small Business, United States 
Senate, Ninety-seventh Congress, first session, on nomination 
of Frank S. Swain, to be chief counsel for advocacy of the 
Small Business Administration, Thursday, July 30, 1981. — 
Washington : U.S. G.P.O., 1981. iii, 75 p.; 24cm. @Item 
1049-J, 1049-K (microfiche) 1. Swain, Frank S. 2. United 
States. Small Business Administration — Appointments, pro- 
motions, salaries, etc. I. Title. OCLC 07930513 


VETERANS’ AFFAIRS, Committee on, 
House 
Washington, DC 20515 


82-1115 
Y 4.V 64/3:P 56/5 

Veterans’ Administration report on implementation of special 
pay for physicians and dentists in the Department of Medicine 
and Surgery, pursuant to Public Law 96-330. — Washington : 
U.S. G.P.O., 1981. ix, 47 p. ; 23. cm. At head of title: 97th 
Congress, Ist session. House committee print no. 49. “Print- 
ed for the use of the Committee on Veterans’ Affairs.” “July 
15, 1981.” 1. United States. Veterans Administration — Offi- 
cials and employees — Salaries, allowances, etc. 2. Physi- 
cians — Salaries, pensions, etc.— United States. 3. Den- 
tists — Salaries, pensions, etc.— United States. I. United 
States. Congress. House. Committee on Veterans’ Affairs. 
81-602826 OCLC 07902192 


STANDARDS OF OFFICIAL CONDUCT, 
Committee on, House 
Washington, DC 20515 
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82-1116 82-1120 


Y 4.V 64/3:97-15 
United States. Congress. House. Committee on Veterans’ Af- 
fairs. 


Y 4.W 36:WMCP 95-39 
H.R. 8076, disability insurance amendments of 1977 : bill text 


Legislative presentation of the Military Order of the Purple 
Heart and AMVETS : hearing before the Committee on Vet- 
erans’ Affairs, House of Representatives, Ninety-seventh Con- 
gress, first session, April 2, 1981.— Washington : U.S. 
G.P.O., 1981. III, 23 p. ; 24 cm. “Serial no. 97-15.” 
@ltem 1027-A, 1027-B (microfiche) 1. Military Order of the 
Purple Heart. 2. American Veterans of World War II and 
Korea. I. Title. 81-602905 OCLC 07912492 


and explanatory material / Subcommittee on Social Security 
of the Committee on Ways and Means, U.S. House of Repre- 
sentatives. — Washington : U.S. G.P.O., 1977. iii, 85 p. ; 24 
cm. At head of title: 95th Congress, Ist session. Committee 
print. WMCP:95-39. “July 12, 1977.” 1. Insurance, Disabil- 
ity — United States. 2. Social security— Law and legisla- 
tion — United States. I. United States. Congress. House. 
Committee on Ways and Means. Subcommittee on Social 
Security. KF3643.5.W343 77-604670 344/.73/021 


OCLC 03708127 
82-1117 


Y 4.V 64/3:97-19 
United States. Congress. House. Committee on Veterans’ Af- 
fairs. Subcommittee on Housing and Memorial Affairs. 
Hearing on H.R. 2038 and H.R. 2039 : hearing before the 
Subcommittee on Housing and Memorial Affairs of the Com- 
mittee on Veterans’ Affairs, House of Representatives, 
Ninety-seventh Congress, first session, April 9, 1981. — Wash- 
ington : U.S. G.P.O., 1981. iii, 85 p.; 24cm. “Ser. no. 97- 
19.” @Item 1027-A, 1027-B (microfiche) 1. Veterans — 
Loans — United States. 2. Loans— United States — Gov- 
ernment guaranty. I. Title. 81-603118 OCLC 07905671 


82-1118 


82-1121 
Y 4.W 36:WMCP 97-6 

Background information for hearings on tax-exempt “small 
issue” industrial revenue bonds / Subcommittee on Oversight 
of the Committee on Ways and Means, U.S. House of Repre- 
sentatives. — Washington : U.S. G.P.O., 1981. iii, 11 p. ; 24 
cm. At head of title: 97th Congress, Ist session. Committee 
print. WMCP:97-6. “April 7, 1981.” Includes bibliograph- 
ical references. 1. Industrial development bonds — United 
States. 2. Securities, Tax-exempt — United States. I. United 
States. Congress. House. Committee on Ways and Means. 
Subcommittee on Oversight. 81-602626 OCLC 07583897 

Y 4.V 64/3:97-31 

United States. Congress. House. Committee on Veterans’ Af- 
fairs. Subcommittee on Hospitals and Health Care. 

Security forces at VA medical centers : hearing before the 
Subcommittee on Hospitals and Health Care of the Commit- 
tee on Veterans’ Affairs, House of Representatives, Ninety- 
seventh Congress, first session, July 15, 1981. — Washington : 
US. G.P.O., 1981. iii, 99 p. ; 24cm. “Ser. 97-31.” @Item 
1027-A, 1027-B (microfiche) 1. Veterans — Medical care — 
United States. 2. United States. Veterans Administration. 
3. Hospitals, Veterans’ — United States — Security measures. 
I. Title. 81-603504 OCLC 07941311 


82-1122 
Y 4.W 36:WMCP 97-11 

Summary of testimony on President Reagan’s social security 
financing package / prepared by the staff of the Subcommit- 
tee on Social Security ; Subcommittee on Social Security of 
the Committee on Ways and Means, U.S. House of Repre- 
sentatives. — Washington : U.S. G.P.O., 1981. iii, 29 p. ; 24 
cm. At head of title: 97th Congress, Ist session. Committee 
print. WMCP: 97-11. “July 8, 1981” 1. Social security — 
United States — Finance. I. United States. Congress. House. 
Committee on Ways and Means. Subcommittee on Social 
Security. 81-602869 OCLC 07906044 


WAYS AND MEANS, Committee on, 
House 
Washington, DC 20515 


82-1123 
Y 4.W 36:WMCP 97-12 
United States. Congress. House. Committee on Ways and 
Means. Subcommittee on Oversight. 

Report on tax-exempt “small issue” industrial revenue 
bonds / Subcommittee on Oversight of the Committee on 
Ways and Means, U.S. House of Representatives. — Washing- 
ton : U.S. G.P.O., 1981. iii, 25 p. ; 24cm. At head of title: 
97th Congress, Ist session. Committee print. WMCP: 97-12. 
“July 9, 1981. @lItem 1028-A, 1028-B (microfiche) 1. In- 
dustrial development bonds — United States. 2. Securities, 
Tax-exempt — United States. I. Title. 81-602758 OCLC 
07936792 


82-1119 
Y 4.W 36:WMCP 95-36 

Summary of testimony received on the Hospital Cost Contain- 
ment Act of 1977, May 11, 12, and 13, 1977 / prepared by 
staff for use by the Subcommittee on Health, House Commit- 
tee on Ways and Means, and the Subcommittee on Health and 
the Environment, House Committee on Interstate and Foreign 
Commerce ; with the assistance of the Congressional Re- 
search Service, Library of Congress. — Washington : U.S. 
G.P.O., 1977. vii, 29 p. ; 24 cm. At head of title: 95th 
Congress, Ist session. Joint committee print. WMCP:95-36. 
“July 18, 1977.” 1. Hospitals — Cost control — Law and leg- 
islation— United States. 2. Hospitals— United States — 
Cost of operation. I. United States. Congress. House. Com- 
mittee on Ways and Means. Subcommittee on Health. II. 
United States. Congress. House. Committee on Interstate and 
Foreign Commerce. Subcommittee on Health and the Envi- 
ronment. III. Library of Congress. Congressional Research 
Service. [DNLM 1. Costs and Cost Analysis. 2. Econom- 
ics, Hospital — United States. WX 157 U584s 1977] OCLC 
03755556 


82-1124 
Y 4.W 36:WMCP 97-13 

Summary of the Tax Incentive Act of 1981, H.R. 4242, as 
ordered reported by the Committee on Ways and Means / 
Committee on Ways and Means , House of Representa- 
tives. — Washington : U.S. G.P.O., 1981. iv, 54 p. ; 24 cm. 
At head of title: 97th Congress, Ist session. Committee print. 
WMCP: 97-13. “July 24, 1981.” 1. Taxation—Law and 
legislation — United States. I. United States. Congress. 
House. Committee on Ways and Means. 81-602868 OCLC 
07905977 
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82-1125 
Y 4.W 36:WMCP 97-19 

Social security trust fund investments : policies and practices / 
Subcommittee on Social Security of the Committee on Ways 
and Means, U.S. House of Representatives. — Washington : 
U.S. G.P.O., 1981. v, 21 p.; 24cm. At head of title: 97th 
Congress, Ist session. Committee print. WMCP 97-19. “Oc- 
tober 13, 1981.” @lItem 1028-A, 1028-B (microfiche) 1. 
Social security — United States. 2. Trusts and trustees — 
United States. 3. Investments— United States. I. United 
States. Congress. House. Committee on Ways and Means. 
Subcommittee on Social Security. OCLC 07917330 


82-1126 
Y 4.W 36:97-15 
United States. Congress. House. Committee on Ways and 
Means. 

Commodity “tax straddles” : hearing before the Committee 
on Ways and Means, House of Representatives, Ninety-sev- 
enth Congress, first session, April 30, 1981.— Washington : 
U.S. G.P.O., 1981. iv, 385 p. : ill. ; 24cm. Bibliography: p. 
275. “Serial 97-15.” @lItem 1028-A, 1028-B (microfiche) 
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/, 82-895 

A computerized balancing technique for su- 
percritical helicopter shafting /, 82-204 

The condition of comtemporary federalism 
: conflicting theories and collapsing con- 
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Flood insurance study : city of Rocky 
Mount, North Carolina, Nash and Edge- 
combe Counties., 82-416 

Flood insurance study : city of San Luis 
Obispo, California, San Luis Obispo 
County., 82-378 

Flood insurance study : city of Thornton, 
Colorado, Adams County., 82-380 

Flood insurance study : city of Wilmington, 
Illinois, Will County.7, 82-392 

Flood insurance study : city of Winslow, 
Arizona, Navajo County., 82-372 

Flood insurance study : county of Lee, 
Iowa, unincorporated areas., 82-397 





Flood insurance study : County of St. Clair, 
Illinois, unincorporated areas., 82-391 
Flood insurance study : Dorchester County, 
Maryland (unincorporated areas), 82- 
402 

Flood insurance study : Franklin County, 
Alabama, unincorporated areas., 82-371 

Flood insurance study : Franklin County, 
Virginia, unincorporated areas., 82-433 

Flood insurance study : Lexington County, 
South Carolina, unincorporated areas., 
82-425 

Flood insurance study : Madison County, 
Alabama, unincorporated areas., 82-367 

Flood insurance study : Maui County, 
Hawaii., 82-388 

Flood insurance study : Morgan County, 
Alabama, unincorporated areas., 82-369 

Flood insurance study : Pasco County, 
Florida, unincorporated areas., 82-386 

Flood imsurance study Pittsylvania 
County, Virginia, unincorporated areas., 
82-434 

Flood insurance study : Pulaski County, 
Arkansas, unincorporated areas., 82-375 

Flood insurance study : Scott County, Ken- 
tucky, unincorporated areas., 82-398 

Flood insurance study : Sonoma County, 
California, unincorporated areas., 82-379 

Flood insurance study : St. Lucie County, 
Florida, unincorporated areas., 82-387 

Flood insurance study : town of Andover, 
Connecticut, Tolland County., 82-384 

Flood insurance study : Town of Ashland, 
Massachusetts, Middlesex County., 82- 
405 

Flood insurance study : town of Big Flats, 
New York, Chemung County., 82-411 

Flood insurance study : town of Bolton, 
Connecticut, Tolland County., 82-382 

Flood insurance study : town of Burns 
Harbor, Indiana, Porter County., 82-395 

Flood insurance study : town of Camden, 
Delaware, Kent County., 82-385 

Flood insurance study : town of Fairfax, 
Vermont, Franklin County., 82-431 

Flood insurance study : town of Fruita, 
Colorado, Mesa County., 82-381 

Flood insurance study : town of Jericho 
Vermont, Chittenden County., 82-430 

Flood insurance study : Town of Monroe, 
New York, Orange County., 82-413 

Flood insurance study : town of Salem, 
Connecticut, New London County., 82- 
383 

Flood insurance study : town of Skyko- 
mish, Washington, King County., 82- 
435 

Flood insurance study : town of Welsh, 
Louisiana, Jefferson Davis Parish. 82- 


Flood insurance study : town of Wheat- 
field, New York, Niagara County., 82- 
412 
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Flood insurance study : town of Williams- 
burg, Massachusetts, Hampshire County., 
82-404 

Flood insurance study : Tuscaloosa County, 
Alabama, unincorporated areas., 82-370 

Flood insurance study : village of Black 
Creek, Wisconsin, Outagamie County., 
82-437 

Flood insurance study : village of Lansing, 
Illinois, Cook County., 82-389 

Flood insurance study : village of Long 
Grove, Illinois, Lake County., 82-390 

Flood insurance study : York County, 
South Carolina, unincorporated areas., 
82-426 

Flood insurance study, town of Stephen- 
town, New York, Rensselaer County., 
82-414 

Foreign business practices : materials on 
practical aspects of exporting, interna- 
tional licensing, and investing /, 82-134 

Foreign ownership of U.S. agricultural 
land, February 1, 1979, through Decem- 
ber 31, 1980 /, 82-6 

Forest habitat for mammals of the North- 
east /, 82-24 

Four decades of international social security 
research : a bibliography of studies by the 
Social Security Administration, 1937-80., 
82-543 

The fourth Minnesota forest inventory : 
area, /, 82-35 

Fraud, abuse, and mismanagement within 
GSA : hearing before the a subcommittee 
of the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
seventh Congress, first session, April 
13,1981., 82-1061 

Fraud and abuse in boarding homes : hear- 
ing before the Select Committee on 
Aging, House of Representatives, Ninety- 
seventh Congress, first session, June 25, 
1981., 82-1008 

Freight car demand information and fore- 
casting research project : phase II, final 
report /, 82-857 

Frozen fishery products, annual summary., 
82-129 

Fuel temperatures in an argonaut reactor 
core following a hypothetical design basis 
accident (DBA) /, 82-998 

Full-coverage film cooling : 3-dimensional 
measurements of turbulence structure and 
prediction of recovery region hydrodyna- 
mics /, 82-728 

Full development of OTEC’s potential may 
be impeded : report to the Secretary of 
Energy /, 82-461 

FY 1982 budget estimates aircraft and mis- 
sile procurement : statement of Lieuten- 
ant General Kelly H. Burke, DCS/Re- 
search, Development & Acquisition, HQ, 
United States Air Force, presented to the 
97th Congress 1981., 82-306 
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Gainesville, Florida, 
82-677 

Gap conductance test series fuel character- 
ization data report /, 82-977 

Gem stones, 82-608 

General Agreement on Tariffs and Trade : 
agreement between the United States of 
America and other governments : done at 
Geneva April 12, 1979., 82-796 

General Agreement on Tariffs and Trade : 
Geneva (1979) protocol, and annexed 
schedules of tariff concessions, to the 
agreement of October 30, 1947 : done at 
Geneva June 30, 1979., 82-794 

General Agreement on Tariffs and Trade : 
international dairy arrangement : between 
the United States of America and other 
governments : done at Geneva April 12, 
1979., 82-793 

General Agreement on Tariffs and Trade : 
interpretation and application of articles 
VI, XVI, and XXIII : agreement between 
the United States of America and other 
governments : done at Geneva April 12, 
1979., 82-791 

General Agreement on Tariffs and Trade : 
technical barriers to trade : agreement be- 
tween the United States of America and 
other governments done at Geneva April 
12, 1979., 82-790 

General Agreement on Tariffs and Trade : 
trade in civil aircraft : agreement between 
the United States of America and ‘other 
governments done at Geneva April 12, 
1979., 82-792 

General Agreement on Tariffs and Trade 
(1947)., 82-796 

General aviation airplane structural crash- 
worthiness user’s manual /, 82-877 

A general panel method for the analysis and 
design of arbitrary configuration in in- 
compressible flows /, 82-723 

Geographic profile of employment and un- 
employment /, 82-680 

German trade fairs : a handbook for Ameri- 
can exporters /, 82-136 

Glamis/Dunes competitive and non-com- 
petitive leases for geothermal explora- 
tion/development : draft environmental 
assessment record /, 82-653 

Gold, 82-609 

The gold standard : its history and record 
against inflation : a study /, 82-1039 

Governance of nuclear power /, 82-778 

Government-wide guidelines and manage- 
ment assistance center needed to improve 
ADP systems development : report /, 
82-446 

Governmental finances (Washington), 82- 
109 

Governmental finances in ..., 82-109 

Governmental finances in the United States, 
82-109 


metropolitan area, 


The government’s classification of private 
ideas : thirty-fourth report /, 82-911 
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Great Smoky Mountains National Park., 
82-634 

Greater commitment needed to solve con- 
tinuing problems at Three Mile Island : 
report to the Congress /, 82-468 

Greensboro-Winston-Salem-High Point, 
North Carolina, metropolitan area, 82- 
675 

Groundline treatments of southern pine 
posts /, 82-31 

GSA’s cleaning costs are needlessly higher 
than in the private sector : report to the 
Congress /, 82-453 

Guatemala, a country profile /, 82-814 

Guidance document for the control of 
water pollution in the photographic proc- 
essing industry., 82-351 

A guide to obtaining information from the 
USGS, 1981 /, 82-582 

Guide to the records of the Smolensk 
Oblast of the All-Union Communist Party 
of the Soviet Union, 1917-41., 82-517 

Guideline no. 1 under the Public Utility 
Regulatory Policies Act of 1978 : proce- 
dures for termination of electric service 
and gas service /, 82-341 

Guidelines for media production /, 82-352 


H 


H.R. 8076, disability insurance amendments 
of 1977 : bill text and explanatory materi- 
al /, 82-1120 

Haiti, a country profile /, 82-815 

Handbook for small business : a survey of 
small business programs of the federal 
government /, 82-923 

Handbook of agricultural charts /, 82-8, 
82-9, 82-11, 82-12 

Handbook of agricultural charts. Enlarge- 
ments /, 82-9, 82-12 

Handbook of agricultural charts. Enlarge- 
ments, 82-8, 82-11 

Handy reference guide to the Fair Labor 
Standards Act., 82-691 

Harris, Stearns, and Richards nominations : 
hearing before the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-seventh Congress, (first 
session, on nominations of James R. 
Harris to be director, Office of Surface 
Mining Reclamation and Enforcement, 
Department of the Interior, James G. 
Stearns to be director, Office of Alcohol, 
Fuels, Department of Energy, and James 
R. Richards to be inspector general, De- 
partment of Energy, July 9, 1981., 82- 
1047 

Health planning related to environmental 
factors : preliminary technical guidelines 
/, 82-553 

Health systems plans : a poor framework 
for promoting health care improvements : 
report to the Congress /, 82-484, 82- 
485 . 

Hearing on Black Lung Benefits Act, part 
B of title IV : hearing before the Sub- 
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committee on Labor Standards of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sixth 
Congress, second session, on H.R. 5785 ... 
hearing held in Williamson, W. Va., on 
October 13, 1980., 82-1043 

Hearing on H.R. 2038 and H.R. 2039 : hear- 
ing before the Subcommittee on Housing 
and Memorial Affairs of the Committee 
on Veterans’ Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, April 9, 1981., 82-1117 

Hearing on H.R. 2990, to amend the miner- 
al leasing ... before the Military Installa- 
tions and Facilities Subcommittee of the 
Committee on Armed Services, House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 16, 1981., 82- 
1020 

Hearing on H.R. 3502, Veterans’ Adminis- 
tration ... before the Military Installations 
and Facilities Subcommittee of the Com- 
mittee on Armed Services, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, June 25, 1981., 82-1019 

Hearing on H.R. 3555, to authorize the Sec- 
retary ... before the Investigations Sub- 
committee on the Commmittte on Armed 
Services, House of Representatives, 
Ninety-seventh Congress, first session, 
July 16, 1981., 82-1023 

Hearing on H.R. 3711, to provide for the 
sharing of timber ... before the Military 
Installations and Facilities Subcommittee 
of the Committee on Armed Services, 
House of Representatives, Ninety-seventh 
Congress, first session, July 15, 1981., 
82-1022 

Heat transfer to a full-coverage, film-cooled 
surface with compound-angle (30° and 
45°) hole injection /, 82-727 

Helicopter canopy internal reflection inves- 
tigation /, 82-224 

Helicopter external load acquisition tech- 
nology investigation /, 82-201 

Helicopter flow field analysis /, 8.-217 

Helicopter main rotor blade ballistic 
damage tolerance /, 82-220 

Helicopter terminal instrument procedures 
(TERPS) development program : final 
report /, 82-880 

Hiawatha National Forest /, 82-19 

High resolution, high brightness color tele- 
vision projector : analysis, investigations, 
design, performance of baseline projector 
/, 82-257 

High school and beyond : a national longi- 
tudinal study for the 1980’s : a capsule 
description of high school students /, 
82-343 

High survivability flight controls design /, 
82-206 

High-temperature radial turbine demonstra- 
tion /, 82-198 

Highway construction, safety, and traffic., 
82-504 
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Hispanic immigration and Select Commis- 
sion on Immigration’s final report : hear- 
ings before the Subcommittee on Census 
and Population of the Committee on Post 
Office and Civil Service, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, April 27, 28, 1981., 82-1094 

Hispanic youth employment : establishing a 
knowledge base /, 82-695 

Historic resource study, Fort Hancock 
1895-1948, Gateway National Recreation 
Area, New York/New Jersey /, 82-638 

Historic structure report, courthouse and 
jail wing, architectural data section, Fort 
Smith National Historic Site, Fort Smith, 
Arkansas /, 82-639 

HLH rotor blade manufacturing technology 
development report /, 82-205 

Honduras, a country profile /, 82-816 

Hot environments /, 82-687 

House journal, 82-925 

How current occupational supply and 
demand information can be used to in- 
crease local office placements in Utah /, 
82-694 

How to get the most from overseas exhibi- 
tions., 82-133 

Human rights in Guatemala : hearing before 
the Subcommittees on Human Rights and 
on International Organizations and Inter- 
American Affairs of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, July 30, 1981., 82-1059 

Hydrologic data for experimental agricul- 
tural watersheds in the United States /, 
82-5 

Hygrothermal damage mechanisms in 
graphite-epoxy composites /, 82-731 


I 


Icing tests of a UH-1H helicopter with an 
electrothermal ice protection system 
under simulated and natural icing condi- 
tions /, 82-210 

The impact of Department of Defense pro- 
curement on competition in commercial 
markets : case studies of the electronics 
and helicopter industries /, 82-442 

Impact of federal budget cuts on local nar- 
cotics law enforcement : hearing before 
the Select Committee on Narcotics 
Abuse and Control, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, June 5, 1981., 82-1092 

Impact of motorcycle helmet usage in 
Colorado : a three year study /, 82-898 

Impact of motorcycle helmet usage in 
Colorado : a three year study : technical 
appendix /, 82-899 

Impact of technology on military manpow- 
er requirements, readiness, and operations 
: hearing before the Subcommittee on 
Manpower and Personnel of the Commit- 
tee on Armed Services, United States 





The Intergovernmental mobility program. 


Senate, Ninety-sixth Co: second 
session, December 4, 1980., 82-1025 

Important farmlands, Ascension Parish, 
Louisiana /, 82-68 

Important farmlands, Barnwell 
South Carolina /, 82-70 

Important farmlands, Calhoun County, 
South Carolina /, 82-72 

Important farmlands, Carroll County, New 
Hampshire /, 82-73 

Important farmlands, Columbia County, 
Wisconsin /, 82-76 

Important farmlands, Delta County, Michi- 
gan /, 82-78 

Important farmlands, Douglas Co., Kans. /, 
82-79 

Important farmlands, Ellis Co., Kansas., 
82-80 

Important farmlands, Hidalgo County, New 
Mexico /, 82-82 

Important farmlands, Johnson Co., Kans. /, 
82-83 

Important farmlands map, Bamberg 
County, South Carolina /, 82-69 

Important farmlands map, Beaufort County, 
South Carolina /, 82-71 

Important farmlands map, Cherokee 
County, South Carolina /, 82-74 

Important farmlands map, Montgomery 
County, Mississippi /, 82-87 

Important farmlands map, 
County, Oklahoma /, 82-89 

Important farmlands, Marion 
Oregon /, 82-85 

Important farmlands, Multnomah County, 
Oregon /, 82-88 

Important farmlands, Polk County, Oregon 
/, 82-90 

Important farmlands, Providence and Bris- 
tol Counties, Rhode Island /, 82-91 

Important farmlands, Sedgwick 
Kansas., 82-93 

Important farmlands, Sherman County, 
Oregon /, 82-94 

Improved adherence of sputtered titanium 
carbide coatings on nickel- and titanium- 
base alloys /, 82-743 

Improved mnagement of fleet supplies and 
spare parts can save millions without af- 
fecting readiness : report to the Congress 
/, 82-498 

Improved motorcyclist licensing and testing 
project /, 82-900 

Improvement of skills for solving ill-defined 
problems /, 82-271 

Improving barrier insertion loss., 82-697 

Improving independent evaluation systems 
in the multilateral development banks : 
report to the Congress /, 82-492 

Improving independent evaluation systems 
in the multilateral development banks : 
summary : report to the Congress /, 82- 
493 

Improving sanitation and federal inspection 
at slaughter plants : how to get better 


County, 


Okmulgee 


County, 


Co., 
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results for the inspection dollar : report 
to the Congress /, 82-454 

Improving the management and coordina- 
tion of reviews, inspections, and evalua- 
tions in the U.N. System : report /, 
487 

Improving the management and coordina- 
tion of reviews, inspections, and evalua- 
tions in the U.N. System : summary : 
report /, 82-488 

Improving the traffic operations and safety 
of ramps and speed change lanes : a 
review of state design practices /, 82- 
851 

In vitro dissolution of respirable aerosols of 
industrial uranium and plutonium mixed- 
oxide nuclear fuels /, 82-997 

The Incentive awards program., 
82-762 

Indonesia, a country profile /, 82-817 

Industrial noise (581) /, 82-554 

Industrial property protection : agreement 
between the United States of America 
and the World Intellectual Property Or- 
ganization signed at Geneva September 
26, 1980., 82-803 

The industrial sector /, 82-150 

Industry tests of NASA ceramic thermal 
barrier coating /, 82-737 

Information and _ telec« ications : an 
overview of issues, technologies, and ap- 
plications : report for the Subcommittee 
on Science, Research, and Technology of 
the Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session /, 
82-1104 

Injury experience 
mining /, 82-702 

Injury experience in nonmetallic mineral 
mining (except stone and coal) /, 82-700 

Injury experience in quarrying, 82-699 

Injury experience in sand and gravel mining 
/, 82-701 

Injury experience in stone mining., 82-699 

Injury experience in the metallic mineral 
industries, 82-702 

Injury experience in the sand and gravel 
industry, 82-701 

Innovation in the basic materials industries : 
proceedings of the sixth annual Engineer- 
ing Foundation Conference on Materials 
Policy, 1980 : report to the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-seventy Con- 
gress, first session /, 82-1103 

Inspection of painting., 82-248 

Instructional materials for improved job 
performance /, 82-290 

Instructor/operator display 
methods /, 82-299 

Insulation deficiencies and their effects on 
heat loss in Navy housing., 82-242 

The Intergovernmental mobility program., 
82-774 


82-761, 





in metallic mineral 


evaluation 
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Interim regulations implementing the Natu- 
ral Gas Policy Act of 1978., 82-336 

Interior’s report of shut-in or flaring wells 
unnecessary, but oversight should contin- 
ue : report to the Congress /, 82-462 

Interior’s report of shut-in or flaring wells 
unnecessary, but oversight should contin- 
ue : summary : report to the Congress /, 
82-463 

International expositions : protocol between 
the United States of America and other 
governments revising the convention of 
November 22, 1918, as amended : done at 
Paris November 30, 1972., 82-802 

International expositions (1928)., 82-802 

International Institute for Cotton : amend- 
ment to the articles of agreement of the 
International Cotton Institute : resolution 
adopted by the general assembly of the 
International Cotton Institute, at Wash- 
ington, July 31, 1979., 82-788 

International Institute for the Unification of 
Private Law (UNIDROIT) : amendment 
to articles 5, 11, and 16 of the Institute 
statute adopted at the nineteenth session 
of the UNIDROIT general assembly, 
Rome, February 18, 1969., 82-787 

International Poplar Commission : amend- 
ments to the convention : adopted at the 
third special session of ihe International 
Poplar Commission, Rome, November 
15, 1977., 82-783 

International sugar agreement, (1977) : be- 
tween the United States of America and 
other governments : done at Geneva Oc- 
tober 7, 1977., 82-797 

International Sugar Agreement (1977), 82- 
797 

Intertitle transfers, a way for states to in- 
crease federal funding for social services : 
report to the Secretary of Health and 
Human Services /, 82-486 

Inventory report on real property owned 
by the United States throughout the 
world, 82-514 

Investigation of advanced prognastic analy- 
sis techniques /, 82-223 

Investigation of air solubility in Jet A fuel 
at high pressures /, 82-736 

Investigation of artificial recharge of 
aquifers in Nebraska /, 82-586 

Investigation of beach sand trafficability en- 
hancement using sand-grid confinement 
and membrane reinforcement concepts /, 
82-166 

Investigation of effects of background 
water on upwelled reflectance spectra 
and techniques for analysis of dilute pri- 
mary-treated sewage sludge /, 82-742 

Investigation of helicopter wire strike pro- 
tection concepts /, 82-194 

An investigation of techniques for valida- 
tion of railcar dynamic analyses /, 82- 
854 

An investigation of the impact behavior of 
vacuum-formed tetracore /, 82-193 

Iron and steel scrap, 82-610 
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IRS response to the illegal tax protester 
movement : hearing before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-seventh Congress, first session, 
June 10, 1981., 82-1063 

Issues in leasing offshore lands for oil and 
gas development : report to the Congress 
/, 82-459 

Issues in leasing offshore lands for oil and 
gas development : summary : report to 
the Congress /, 82-460 

Italian-American War Veterans of the 
United States : hearing before the Sub- 
committee on Administrative Law and 
Governmental Relations of the Commit- 
tee on the Judiciary, House of Repre- 
sentatives, Ninety-seventh Con first 
session, on H.R. 33 ... June 11, 1981., 
82-1077 


J 


Japan’s rice policy /, 82-100 

Jet engine mechanic - AFSC 426X2 : ex- 
perimental job performance tests /, 82- 
265 

Job enrichment : evaluation with implica- 
tions for Air Force job redesign /, 82- 
264 

Job safety and health : answers to some 
common questions., 82-686 

Journal of the House of Representatives of 
the United States., 82-925 

Journal of the Senate of the United States 
of America., 82-926 


K 


Kealia Pond National Wildlife Refuge : 
final environmental impact statement /, 
82-572 


L 


Labor, 82-521, 
82-525, 82-526 

Laboratory evaluation of RACAL “air- 
stream” helmet., 82-703 

Lake Barkley /, 82-188 

Lake Chicot pumping plant outlet structure, 
Arkansas : hydraulic model investigation 
/, 82-173 

Lateral rollover protection concepts /, 82- 
195 

Legislative activities report of the Commit- 
tee on Foreign Relations, United States 
Senate., 82-930 

Legislative presentation of the Military 
Order of the Purple Heart and AMVETS 
: hearing before the Committee on Veter- 
ans’ Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
April 2, 1981., 82-1116 

Legislative veto proposals : hearing before 
the Subcommittee on Agency Adminis- 


82-522, 82-523, 82-524, 
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tration of the Committee on the Judici- 
ary, United States Senate, Ninety-seventh 
Congress, first session, on S. 890 ... and S. 
684 ... April 23, 1981., 82-1083 

Less costly ways to budget end provision 
spares for new weapon systems should be 
used : report to the Congress /, 82-499 

Light truck aggressivity study : test report 
5, car-to-car rear-end impact test /, 82- 
905 

Lightning safety., 82-124 

Lime in ..., 82-603, 82-604 

Lime plants in the United States in ..., 
603, 82-604 

List of certificated U.S. air carriers., 
139 

List of publications /, 82-1002 

List of publications (United States. Con- 
gress. Office of Technology Assessment), 
82-1002 

List of U.S. air carriers, 82-139 

Lithium, 82-611 

Local climatological data. Aberdeen, South 
Dakota, annual summary with compara- 
tive data., 82-127 

Local Rail Services Assistance Act authori- 
zation : hearing before the Subcommittee 
on Commerce, Transportation, and Tour- 
ism of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
March 17, 1981., 82-1052 

LOFT experimental measurements uncer- 
tainty analyses /, 82-955 

Longitudinal aerodynamic characteristics of 
a vectored-engine-over-wing configura- 
tion at subsonic speeds /, 82-746 

Los Angeles and Long Beach Harbors 
model study /, 82-168 

Lottery initiative : hearing and markup 
before the Committee on the District of 
Columbia, House of Representatives, 
Ninety-seventh Congress, first session on 
H. Con. Res. 41 ... H. Res. 53 ... March 4, 
1981., 82-1036 

Low-cost terminal alternative for learning 
center managers /, 82-302 

Low-income energy assistance : hearing 
before the Subcommittee on Aging, 
Family, and Human Services of the Com- 
mittee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on examination on 
the ability of existing energy assistance 
programs to provide help for the needs of 
low-income individuals, March 24, 1581., 
82-1085 


82- 


82- 


M 


Magnitude of visual accommodation to a 
head-up display /, 82-752 

Maintenance training simulators at Air 
Force technical training centers : present 
and potential use /, 82-283 
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Major collective bargaining agreements : 
plant movement, interplant transfer, and 
relocation allowances., 82-671 

Major issues in juvenile justice information 
and training : services to children in juve- 
nile courts : the judicial-executive contro- 
versy /, 82-665 

Malaysia, a country profile /, 82-818 

Male and female factors on the Cadet Eval- 
uation Battery /, 82-158 

Mali, a country profile /, 82-819 

Management improvement under fiscal limi- 
tations : conference report, May 12-15, 
1980, Memphis, Tennessee., 82-565 

Management problems with AID’s health- 
care projects impede success : report to 
the Congress /, 82-489 

Management problems with AID’s health- 
care projects impede success : summary : 
report to the Congress /, 82-490 

Manual of analytical quality control for pes- 
ticides and related compounds in human 
and environmental samples : a compendi- 
um of systematic procedures designed to 
assist in the prevention and control of 
analytical problems /, 82-353 

Manual of offenses and procedures Korean 
influence investigation, pursuant to House 
Resolution 252 /, 82-1112 

The March Field story : 60th anniversary, 
1918-1978 /, 82-255 

Mass transit., 82-507 

Massachusetts Bay Transportation Authori- 
ty blue line vehicle evaluation : final 
report /, 82-859 

Master plan report 
Airport /, 82-834 

Matching job education requirements of a 
variety of officer specialties with the edu- 
cational attainments of potential incum- 
bents /, 82-260 

Material accounting as required by the 
United States Nuclear Regulatory Com- 
mission : capabilities and vulnerabilities /, 
82-964 

Material development study for a hazardous 
chemical protective clothing outfit : final 
report /, 82-884 
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the education of graduate students and 
faculty : strengthening academic and pro- 
fessional culture /, 82-544 

Roof drainage downspouts., 82-252 

Rotary balance data for a single-engine 
trainer design for an angle-of-attack range 
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tion : adopted by the general conference 
of the United Nations Educational, Scien- 
tific and Cultural Organization at the sev- 
enteenth session, Paris, October 24 and 
30, 1972., 82-781 

United Nations Educational, Scientific and 
Cultural Organization : amendments to 
article V of the constitution : adopted by 
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Electric program chart book., 82-99 


Electric power systems — Law and 
legislation — United States. 

Case studies of the legal and institutional 
obstacles and incentives to the develop- 
ment of small-scale hydroelectric 
power /, 82-332 


Electric-railroads — Massachusetts — 
Boston — Cars — Testing. 
Massachusetts Bay Transportation Au- 
thority blue line vehicle evaluation : 
final report /, 82-859 


Electric railroads — Ohio — Cleveland — 
Accidents. 
Railroad accident report: head-on colli- 
sion of two Greater Cleveland Region- 
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al Transit Authoity trains, Cleveland, 
Ohio, July 8, 1977 /, 82-849 


Electric railroads — Ohio — Cleveland — 

Safety measures. 

Railroad accident report: head-on colli- 
sion of two Greater Cleveland Region- 
al Transit Authoity trains, Cleveland, 
Ohio, July 8, 1977 /, 82-849 


Electric utilities — United States. 

Federal electrical emergency prepared- 
ness is inadequate : report to the Con- 
gress /, 82-455 

Federal electrical emergency prepared- 
ness is inadequate : summary : report to 
the Congress /, 82-456 


Electric utilities — United States — 
Periodicals. 
Federal Power Commission reports., 
439, 82-440, 82-441 
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Electric utilities — United States — Waste 
disposal. 
Economic analysis for the proposed revi- 
sion of steam-electric utility industry 
effluent limitations guidelines., 82-355 


Electric vehicles. 
Rapid charging of lead-acid batteries for 
electric vehicle propulsion and solar 
electric storage /, 82-324 


Electronic digital computers — 
Specifications — United States. 
Common digitizer-2 (CD-2) /, 82-874 


Electronics in aeronautics. 

Engineering and development program 
plan, Advanced Integrated Flight Sys- 
tems (AIFS)., 82-870 

Federal Aviation Administration flight 
service station emergency services pro- 
gram /, 82-879 


Electrostatic precipitation — Measurement. 
Research for particulate control : EPA’s 
mobile test vans., 82-348 


Elko County (Nev.) 

Proposed recreational lease of Wildhorse 
Reservoir lands to Shoshone-Paiute 
Indian Tribes of the Duck Valley Res- 
ervation /, 82-571 


Ellis County (Kan.) — Maps. 
Important farmlands, Ellis Co., Kansas., 
82-80 


Embankments. 
Centrifugal model analysis of coal waste 
embankment stability /, 82-165 


Emergency communication systems — 
United States. 
FAA headquarters emergency operations 
plan., 82-864 
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Employee-management relations in 
government — United States. 
Federal labor relations., 82-772 


Dismissal of — United States. 

Actions for unacceptable performance 
and adverse actions., 82-769 

Sales Representatives Protection Act of 
1981 : hearing before the Subcommittee 
on Commerce, Transportation, and 
Tourism of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on H.R. 3496 ... June 23, 1981., 
82-1051 


Employees, Rating of. 
Personnel rating effectiveness as a func- 
tion of number of rating statements /, 
82-294 


Employees, Reinstatement of. 
Displaced employee program., 82-77() 
Employees, Suspension of — United States. 
Actions for unacceptable performance 
and adverse actions., 82-769 


Employees, Training of — United States — 
Bibliography. 
Economics of on-the-job training : anno- 
tated bibliography nd literature 
review /, 82-256 


Employees, Training of — United States — 
Periodicals. 


Course catalog, 82-146 


National Independent Study Center fiscal 
year ... course catalog., 82-146 


Employment tax credit — United States. 

Targeted jobs tax credit : hearing before 
the Subcommittee on Economic 
Growth, Employment, and Revenue 
Sharing of the Committee on Finance, 
United States Senate, Ninety-seventh 
Congress, first session, April 3, 1981., 
82-1056 


Endoscope and endoscopy. 
Topical anesthesis for endoscopic exami- 
nation of the upper and lower airways 
videorecording /, 82-906 


Energy conservation — Juvenile literature. 
Energy activities with Energy Ant /, 
82-308 


Energy conservation — United States. 
A national index for energy productivity 
:astudy /, 82-1038 


U.S. energy outlook : a demand perspec- 


tive for the eighties : a report /, 82- 
1048 


Energy consumption — United States. 
A national index for energy productivity 
:astudy /, 82-1038 
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U.S. energy outlook : a demand perspec- 
tive for the eighties : a report /, 82- 
1048 


Energy development — Great Plains. 
Status of the Great Plains coal gasifica- 
tion plant : report /, 82-464 


Energy development — United States. 
Application of solar ponds to district 
heating and cooling /, 82-329 


Energy gap (Physics) 
Gap conductance test series fuel charac- 
terization data report /, 82-977 


Energy policy — Social aspects — United 
States. 


Low-income energy assistance : hearing 
before the Subcommittee on Aging, 
Family, and Human Services of the 
Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on ex- 
amination on the ability of existing 
energy assistance programs to provide 
help for the needs of low-income indi- 
viduals, March 24, 1981., 82-1085 


Energy policy — United States. 

Agricultural energy needs hearings 
before the Subcommittee on Rural De- 
velopment, Oversight, and Investiga- 
tions of the Commmittee on Agricul- 
ture, Nutrition and Forestry, United 
States Senate, Ninety-seventh Con- 
gress, first session, June 16 and 18, 
1981., 82-1012 


Documentation of volume three of the 
1978 Energy Information Administra- 
tion annual report to Congress /, 82- 
340 


Full development of OTEC’s potential 
may be impeded : report to the Secre- 
tary of Energy /, 82-461 


A national index for energy productivity 
:a study /, 82-1038 


U.S. energy outlook : a demand perspec- 
tive for the eighties : a report /, 82- 
1048 


Energy policy — United States — 
Periodicals. 
Secretary’s annual report to Congress /, 
82-334 


Engineering design — Data processing. 
Rational design of tunnel supports : an 
interactive graphics based analysis of 
the support requirements of excava- 
tions in jointed rock masses /, 82-164 


Engineering graphics. 

Rational design of tunnel supports : an 
interactive graphics based analysis of 
the support requirements of excava- 
tions in jointed rock masses /, 82-164 
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Engineering laboratories — United States. 
Multiprogram laboratory general purpose 
facilities studies : an approach to bring- 
ing institutional facilities to a_level of 
adequacy consistent with DOE mis- 
sions /, 82-333 


Engineers — United States — Periodicals. 
National patterns of science and technol- 
Ogy resources., 82-760 


English language — Writing — Ability 


testing. 

Oversight hearing on reading and writing 
achievement : hearing before the Sub- 
committee on Elementary, Secondary, 
and Vocational Education of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-seventh 
Congress, first session, hearing held in 
Washington, D.C., on May 7, 1981., 
82-1045 


Environmental engineering — United States. 
The Potential environmental conse- 
quences of ocean thermal energy con- 
version (OTEC) plants : a workshop : 
January 22-24, 1980, Brookhaven Na- 
tional Laboratory, Upton, New York /, 
82-309 


Environmental health. 
Hot environments /, 82-687 


*Environmental Health — trends — 
periodicals. 


Environmental outlook., 82-362 


EPA environmental outloook, 82-362 


Environmental health — United States — 
Planning. 
Health planning related to environmental 
factors : preliminary technical guide- 
lines /, 82-553 


Environmental impact analysis — California 

— Lassen County. 

Proposed domestic livestock grazing pro- 
gram for the Cal-Neva Planning Unit : 
Lassen County, California and Washoe 
County, Nevada : draft environmental 
impact statement /, 82-569 


Environmental impact analysis — Nevada — 

Washoe County. 

Proposed domestic livestock grazing pro- 
gram for the Cal-Neva Planning Unit : 
Lassen County, California and Washoe 
County, Nevada : draft environmental 
impact statement /, 82-569 


Environmental impact analysis — New 
Mexico — McKinley County. 
Draft environmental assessment for coal 
preference right leasing, New Mexico / 
, 82-655 
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Environmental impact analysis — New 
Mexico — San Juan County. 
Draft environmental assessment for coal 
preference right leasing, New Mexico / 
, 82-655 


Environmental law, International. 
Prohibition of military or any other hos- 
tile use of environmental modification 
techniques : convention between the 
United States of America and other 
governments : done at Geneva May 18, 
1977., 82-789 


Environmental policy. 

Prohibition of military or any other hos- 
tile use of environmental modification 
techniques : convention between the 
United States of America and other 
governments : done at Geneva May 18, 
1977., 82-789 


Environmental policy — United States — 
Periodicals. 
Environmental outlook., 82-362 


EPA environmental outloook, 82-362 


*Environmental Pollution — prevention & 
control — United States — periodicals. 
Environmental outlook., 82-362 


EPA environmental outloook, 82-362 


Environmental protection — Alaska — 
Periodicals. 
Alaska environmental quality profile /, 
82-359 


Environmental protection — Northwest, 
Pacific — Periodicals. 
Pacific Northwest Region environmental 
quality profile /, 82-360 


Environmental protection — United States 
— Periodicals. 
Environmental outlook., 82-362 


EPA environmental outloook, 82-362 


Epoxy resins. 
Hygrothermal damage mechanisms in 
graphite-epoxy composites /, 82-731 


Espionage, Korean — United States. 
Activities of “friendly” foreign intelli- 
gence services in the United States : a 
case study : report of the Senate Select 
Committee on Intelligence, United 
States Senate., 82-1073 


Ethiopia. 
Ethiopia, a country profile /, 82-812 


Etowah County (Ala.) — Maps. 
Soil interpretive map of important farm- 
lands, Etowah County, Alabama /, 
82-81 


Europe — Military policy. 
Defense, EURO-NATO joint jet pilot 
training : memorandum of understand- 
ing between the United States of 


Page 1-228 


Mexico San Juan County. 


America and other governments : 
signed at Brussels December 9, 1980., 
82-801 


Eutrophication — Oregon — Diamond Lake 
(Lake) 
The Effects of decreased nutrient loading 
on the limnology of Diamond Lake, 
Oregon /, 82-346 


Evaluation research (Social action programs) 
— United States — Directories. 
Federal evaluations /, 82-501 


Evidence (Law). 

Admissibility of illegally obtained evi- 
dence : a comparative analysis of the 
laws of England, Scotland, Ireland, 
Canada, Australia, and New Zealand /, 
82-710 


Examinations — Data processing. 
Automated test item banking /, 82-270 


Excavation. 

Rational design of tunnel supports : an 
interactive graphics based analysis of 
the support requirements of excava- 
tions in jointed rock masses /, 82-164 


Executive impoundment of appropriated 
funds — United States — Statistics — 
Periodicals. 

Cumulative report on rescissions and de- 
ferrals : communication from the Di- 
rector, Office of Management and 
Budget, Executive Office of the Presi- 
dent, transmitting a cumulative report 
on rescissions and deferrals of budget 
authority as of ..., pursuant to section 
1014(e) of Public Law 93-344., 82-935 


Exhibitions. 

International expositions : protocol be- 
tween the United States of America 
and other governments revising the 
convention of November 22, 1918, as 
amended : done at Paris November 30, 
1972., 82-802 


Expenditures, Public — Forecasting. 
The regional and urban impacts of the 
administration’s budget and tax propos- 
als: a study /, 82-1040 


Experimental design. 
An investigation of the impact behavior 
of vacuum-formed tetracore /, 82-193 


Explosives, Military. 

A study of the blast and combustion 
over-pressure characteristics of the 
23mm high explosive incendiary-tracer 
(HEI-T) /, 82-203 


Export controls — United States. 
Export administration regulations., 
138 
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Export-Import Bank of the United States. 
Competitive Export Financing Act of 
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on International Finance and Monetary 
Policy of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 868 ... July 20, 
1981., 82-1028 


Export sales — United States. 

Competitive Export Financing Act of 
1981 : hearing before the Subcommittee 
on International Finance and Monetary 
Policy of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 868 ... July 20, 
1981., 82-1028 


Express highways — United States. 

Evaluation of freeway high occupancy 
vehicle lanes and ramp metering /, 
82-844 

Evaluation of freeway high occupancy 
vehicle lanes and ramp metering : ex- 
ecutive summary /, 82-845 

Improving the traffic operations and 
safety of ramps and speed change lanes 
: a review of state design practices /, 
82-851 


Eye — Refractive errors — Surgery. 
Radial keratotomy : an explanation for 
study patients /, 82-545 


F 


Fairs. 
How to get the most from overseas exhi- 
bitions., 82-133 


Family violence — Arizona. 
Domestic violence : hearing held in 
Phoenix, Arizona, February 12-13, 
1980 : testimony and exhibits., 82-144 


Farm income — United States. 
Economies of size in U.S. field crop 
farming /, 82-13 


Farm income — United States — Statistics. 
Economic indicators of the farm sector : 
state income and balance sheet statis- 
tics, 1979., 82-3 


Farms — Economic aspects — United 
States. 
The Protection of farmland : a reference 
guidebook for state and local govern- 
ments /, 82-14 


Farms — United States. 
The protection of farmland : a reference 
guidebook for state and local govern- 
ments : executive summary /, 82-15 


Farms — United States — Energy 
consumption. 
Why a farm energy survey?, 82-103 
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Farms — United States — Foreign 
ownership. 
Foreign ownership of U.S. agricultural 
land, February 1, 1979, through De- 
cember 31, 1980 /, 82-6 


Farms, Size of — United States. 
Economies of size in U.S. field crop 
farming /, 82-13 


Favored nation clause. 

Trade waiver authority extension : hear- 
ing before the Subcommittee on Trade 
of the Committee on Ways and Means 
of the House of Representatives , 
Ninety-seventh Congress, first session, 
on extension of Jackson-Vanik waiver 
authority, June 22, 1981., 82-1128 


Federal aid to birth control — United States. 

Family planning clinics can provide serv- 

ices at less cost but clearer federal poli- 
cies are needed : report /, 82-481 


Family planning clinics can provide serv- 
ices at less cost but clearer federal poli- 
cies are needed : summary : report /, 
82-482 


Federal aid to community health services — 
United States. 
Problems in the structure and manage- 
ment of the migrant health program /, 
82-483 


Federal aid to community mental health 
services — United States. 
Economics and mental health /, 82-558 


Federal aid to hospitals — United States. 
Cost cutting measures possible if Public 
Health Service hospital system is con- 
tinued : summary : report to the Con- 
gress /, 82-480 


Cost cutting measures possible if Public 
Health Service hospital system is to 
continue : report to the Congress /, 
82-479 


Federal aid to law enforcement agencies — 

United States. 

Impact of federal budget cuts on local 
narcotics law enforcement : hearing 
before the Select Committee on Nar- 
cotics Abuse and Control, House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 5, 1981., 82- 
1092 


Federal aid to museums — United States — 
Periodicals. 
Museums /, 82-758 


Federal aid to public welfare — United 

States. 

Intertitle transfers, a way for states to 
increase federal funding for social serv- 
ices : report to the Secretary of Health 
and Human Services /, 82-486 

Millions can be saved by improving the 
productivity of state and local govern- 





ments administering federal income 
maintenance assistance programs 
report to the Congress /, 82-452 


Federal aid to transportation — United 

States. 

Local Rail Services Assistance Act au- 
thorization : hearing before the Sub- 
committee on Commerce, Transporta- 
tion, and Tourism of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, March 17, 1981., 82-1052 


Federal government — Information services 
— United States. 
Serving the public : 
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the extra step., 82- 


Federal government — United States. 
An agenda for American Federalism : re- 


storing confidence and competence., 
82-937 


The condition of comtemporary federal- 
ism : conflicting theories and collapsing 
constraints., 82-936 


Federal government — United States — 
Periodicals. 
Activities of the House Committee on 
Government Operations., 82-916 


Federal Triangle (Washington, D.C.) 
Draft environmental impact statement : 
Federal Triangle master plan, Washing- 
ton, D.C. /, 82-516 


Fiberboard — Thermal properties. 
Overall effective thermal resistance of 
corrugated fiberboard containers /, 
82-29 


Fiji. 
Fiji, a country profile /, 82-813 


Film coefficients (Physics) 

Full-coverage film cooling : 3-dimension- 
al measurements of turbulence struc- 
ture and prediction of recovery region 
hydrodynamics /, 82-728 


Heat transfer to a full-coverage, film- 
cooled surface with compound-angle 
(30° and 45°) hole injection /, 82-727 


Finance, Public — Law and legislation — 
United States — Periodicals. 
CFR. 31, Money and finance, treasury, 
82-527 


Code of federal regulations. 31, Money 
and finance, treasury., 82-527 


82-527 
Report on legislative review activity 


during the ... Congress of the Commit- 
tee on Ways and Means., 82-915 


Finance, Public — United States. 
The regional and urban impacts of the 
administration’s budget and tax propos- 
als: a study /, 82-1040 


Money and finance, treasury, 
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Finance, Public — United States — 


Accounting. 

Action needed to resolve problem of out- 
standing supplemental security income 
checks : report to the Congress /, 82- 
478 


Finance, Public — United States — 
Statistics — Periodicals. 


Governmental finances in ..., 82-109 


Financial disclosure — United States. 

The financial disclosure process of the 
legislative branch can be improved : 
report to the Congress /, 82-473 

The financial disclosure process of the 
legislative branch can be improved : 
summary : report to the Congress /, 
82-474 


Financial disclosure — United States — 

Periodicals. 

Financial disclosure reports of members 
of the U.S. House of Representatives of 
the ... Congress from ... submitted to 
the Clerk of the House pursuant to 2 
U.S.C. [section] 703(a)., 82-933 


Financial institutions — United States. 

Competition and conditions in the finan- 
cial system : hearings before the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
seventh Congress, first session, to 
review major banking laws enacted in 
the past several years and to consider 
the competitive status and financial 
condition of institutions within the fi- 
nancial system., 82-1027 


Fire ecology — Congresses. 

Fire regimes and ecosystem properties : 
proceedings of the conference : De- 
cember 11-15, 1978, Honolulu, Hawaii., 
82-39 


Fire Island National Seashore (N.Y.) 

Act to Designate Certain Lands of the 
Fire Island National Seashore as the 
“Otis Pike Fire Island High Dune Wil- 
derness”, and for Other Purposes, 82- 
537 


Fire-testing. 
Candidate wood-base standard reference 
materials for fire testing—red oak /, 
82-27 


Fireproofing of wood. 

Exterior weathering durability of some 
leach-resistant fire-retardant treatments 
for wood shingles : a five-year report / 
, 82-26 


First aid in illness and injury. 
Treatment for fractures motion picture /, 
82-227 


Treatment for fractures videorecording /, 
82-228 
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Fisheries New York (State) Statistics Yearbooks. 


Fisheries — New York (State) — Statistics 
— Yearbooks. 
New York landings, annual summary., 
82-128 


Fisheries — Research — United States — 
Periodicals. 


Fisheries and wildlife research., 82-641 


Fishery law and legislation — United States. 
Fish and wildlife miscellaneous : hearings 
before the Subcommittee on Fisheries 
and Wildlife Conservation and the En- 
vironment of the Committee on Mer- 
chant Marine and Fisheries, House of 
Representatives, Ninety-seventh Con- 
gress, first session ...., 82-1089 


Fishery products, Frozen — United States — 
Statistics — Periodicals. 
Frozen fishery products, annual sum- 
mary., 82-129 


Fission products. 
Fission product release from LWR fuel 
failed during PCM and RIA transients 
/, 82-986 


Flight simulators. 

Advanced simulator for pilot training 
(ASPT) : aerial refueling visual simula- 
tion-engineering development /, 82- 
268 


Advanced training features, bridging the 
gap between in-flight and simulator- 
based models of flight training /, 82- 
288 


Air-to-air combat skills : contribution of 
platform motion to initial training /, 
82-280 


Airborne electro-optical sensor simulation 
system /, 82-277 


Area of interest/field-of-view research 
using ASPT /, 82-269 


Boom operator part-task trainer : test and 
evaluation of the transfer of training /, 
82-297 


Display and speech devices for simulator 
instructor/operator station applications 
/, 82-261 

The effects of motion and g-seat cues on 
pilot simulator performance of three pi- 
loting tasks /, 82-748 

Instructor/operator 
methods /, 82-299 


Motion systems role in flight simulators 
for flying training /, 82-276 

Part-task trainer for the F-106A MA-1 
radar/infrared fire control system 
design, specification, and operation /, 
82-263 

Undergraduate pilot training : visual dis- 
crimination pretraining for landing task 
/, 82-284 
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Flight simulators — Data 
Cost-effectiveness methodology for air- 
crew training devices : model develop- 
ment and users handbook /, 82-298 


Flight simulators — Psychological aspects. 
Sensory mechanism modeling /, 82-286 


Flight training. 

Advanced simulator for pilot training 
(ASPT) : aerial refueling visual simula- 
tion-engineering development /, 82- 
268 


Air refueling director lights trainer : anal- 
ysis and evaluation of training effec- 
tiveness /, 82-281 


Air-to-air combat skills : contribution of 
platform motion to initial training /, 
82-280 


Airborne performance measurement 
methodology application and validation 
: F-4 pop-up training evaluation /, 82- 
293 

Development and application of a task 
taxonomy for tactical flying /, 82-291 


Motion systems role in flight simulators 
for flying training /, 82-276 

Part-task trainer for the F-106A MA-1 
radar/infrared fire control system 
design, specification, and operation /, 
82-263 

Undergraduate pilot training : visual dis- 
crimination pretraining for landing task 
/, 82-284 


Flight training — United States. 

Skills maintenance and _ reacquisition 
training research program : tactical air 
command preliminary evalution /, 82- 
304 


Flood forecasting — Pacific coast (United 
States and Canada) 
Type 16 flood insurance study : Tsunami 
predictions for the west coast of the 
continental United States /, 82-172 


Floors, Wooden — Testing. 
Wood joist floors : effects of joist vari- 
ability on floor stiffness /, 82-28 


Flue gases — Desulphurization. 
EPA utility FGD survey : August - Sep- 
tember 1978 /, 82-356 
EPA utility FGD survey 
March 1980 /, 82-361 
Waste and water management for con- 


ventional coal combustion assessment 
report, 1979 /, 82-357 


Fly-wheels. 
Mini-RPV launch 
study /, 82-211 


Fog — United States. 
A field study of air flow and turbulent 
features of advection fog /, 82-724 
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Food industry and trade — United States. 
Analysis of the impact of food stamp re- 
demptions on food stores and regions : 
fiscal year 1978 /, 82-4 


Food stamp program — United States. 
Analysis of the impact of food stamp re- 
demptions on food stores and regions : 
fiscal year 1978 /, 82-4 


Food stamp programs — United States. 
Analysis of the impact of food stamp re- 
demptions on food stores and regions : 
fiscal year 1978 /, 82-4 


Food supply — International cooperation. 
Status report on U.S. participation in the 
International Fund for Agricultural 
Development : study /, 82-494 


Foreign agents — United States. 

Activities of “friendly” foreign intelli- 
gence services in the United States : a 
case study : report of the Senate Select 
Committee on Intelligence, United 
States Senate., 82-1073 


Foreign licensing agreements. 

Foreign business practices : materials on 
practical aspects of exporting, interna- 
tional licensing, and investing /, 82- 
134 


Foreign trade promotion. 
How to get the most from overseas exhi- 
bitions., 82-133 


Foreign trade promotion — United States — 
Bibliography — Catalogs. 

Publications for business from ITA, in- 

cluding a geographical index., 82-137 


Foreign trade regulation. 

Foreign business practices : materials on 
practical aspects of exporting, interna- 
tional licensing, and investing /, 82- 
134 


Foreign trade regulation — United States. 
Export administration regulations., 
138 


U.S. laws and regulations applicable to 
imports from nonmarket economies 
could be improved : report to the Con- 
gress /, 82-495 
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Forest fires — Congresses. 
Proceedings of the Fire History Work- 
shop, October 20-24, 1980, Tucson, Ar- 
izona /, 82-38 


Forest litter. 
Photo series for quantifying natural forest 
residues in common vegetation types of 
the Pacific Northwest /, 82-36 


Forest management — California, Northern. 
Sustained Yield Unit 13, 10-year timber 
management plan : final environmental 
impact statement /, 82-577 
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Forest management — Oregon — Salem 


Westside Salem sustained yield units ten- 
year timber management plan : Depart- 
ment of the Interior draft environmen- 
tal impact statement /, 82-578 


Forest reserves — Minnesota. 
The fourth Minnesota forest inventory : 
area /, 82-35 


Forest soils — Minnesota — Fertilization. 
Fertilization of black spruce on poor site 
peatland in Minnesota /, 82-33 


Forest surveys — Minnesota — Statistics. 
The fourth Minnesota forest inventory : 
area /, 82-35 


Forestry law and legislation — United States 
— Periodicals. 
CFR. 36, Parks, forests, and public prop- 
erty, 82-530 


Code of federal regulations. 36, Parks, 
forests, and public property., 82-530 
Parks, forests, and public property, 82- 

530 


Forestry research — Pacific Northwest. 
Photo series for quantifying natural forest 
residues in common vegetation types of 
the Pacific Northwest /, 82-36 


Forests and forestry — Minnesota. 
The fourth Minnesota forest inventory : 
area /, 82-35 


Forests and forestry — Northwest, Pacific. 
Photo series for quantifying natural forest 
residues in common vegetation types of 
the Pacific Northwest /, 82-36 


Fort Hancock (Sandy Hook, N.J.) 

Historic resource study, Fort Hancock 
1895-1948, Gateway National Recrea- 
tion Area, New York/New Jersey /, 
82-638 


Fort Smith National Historic Site (Ark. and 

Okla.) — Buildings. 

Historic structure report, courthouse and 
jail wing, architectural data section, 
Fort Smith National Historic Site, Fort 
Smith, Arkansas /, 82-639 


Fox Indians — Civil rights. 
Race relations in Tama County : a report 
/, 82-143 


Fractography. 

A review of fatigue crack growth of 
pressure vessel and piping steels in 
high-temperature, pressurized reactor- 
grade water /, 82-980 


Franchises (Retail trade) — United States. 
Problems with Small Business Adminis- 
tration, finanical assistance to fran- 
chises : hearings before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
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gress, first session, on examination on 
issues affecting women in our nation’s 
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on the nomination of Kenneth L. Smith 
to be assistant secretary of the interior 
for Indian affairs, April 28, 1981, 
Washington, D.C., 82-1071 
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H.R. 8076, disability insurance amend- 
ments of 1977 : bill text and explana- 
tory material /, 82-1120 


Social security — Oklahoma. 

Financing social security : an Oklahoma 
perspective : hearing before the Sub- 
committee on Retirement Income and 
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Ninety-seventh Congress, first session, 
June 29, 1981, Claremore, Okla., 82- 
1007 


Social security financing recommenda- 
tions : hearing before the Subcommit- 
tee on Social Security of the Commit- 
tee on Ways and Means, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on the administration’s 
social security financing recommenda- 
tions, May 28, 1981., 82-1127 

Summary of testimony on President Rea- 
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Improved adherence of sputtered titan- 
ium carbide coatings on nickel- and ti- 
tanium-base alloys /, 82-743 


82-244 


Swain, Frank S. 

Nomination of Frank S. Swain, to be 
chief counsel for advocacy of the 
Small Business Administration : hearing 
before the Committee on Small Busi- 
ness, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tion of Frank S. Swain, to be chief 
counsel for advocacy of the Small 
Business Administration, Thursday, 
July 30, 1981., 82-1111 


Synthetic training devices. 
Maintenance training simulators at Air 
Force technical training centers : pres- 
ent and potential use /, 82-283 


T 


Tacan. 
Specification : VOR/VORTAC equip- 
ment replacement and facility modern- 
ization /, 82-873 


Tailings (Metallurgy) 

Methods for assessing background levels 
of radiation and radioactive materials 
in the environment around uranium 
mills /, 82-966 


Uranium ore residues : potential hazards 
and disposition : hearings before the 
Procurement and Military Nuclear Sys- 
tems Subcommittee of the Committee 
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on Armed Services, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, June 24 and 25, 1981., 
82-1018 


Tama County (Iowa) — Race relations. 
Race relations in Tama County : a report 
/, 82-143 


Tariff — Law and legislation. 
General Agreement on Tariffs and Trade 
: agreement between the United States 
of America and other governments : 
done at Geneva April 12, 1979., 82- 
796 


General Agreement on Tariffs and Trade 
: Geneva (1979) protocol, and annexed 
schedules of tariff concessions, to the 
agreement of October 30, 1947 : done 
at Geneva June 30, 1979., 82-794 


General Agreement on Tariffs and Trade 
: international dairy arrangement : be- 
tween the United States of America 
and other governments done at 
Geneva April 12, 1979., 82-793 


General Agreement on Tariffs and Trade 
: interpretation and application of arti- 
cles VI, XVI, and XXIII : agreement 
between the United States of America 
and other governments done at 
Geneva April 12, 1979., 82-791 


General Agreement on Tariffs and Trade 
: technical barriers to trade : agreement 
between the United States of America 
and other governments done at Geneva 
April 12, 1979., 82-790 


General Agreement on Tariffs and Trade 
: trade in civil aircraft : agreement be- 
tween the United States of America 
and other governments done at Geneva 
April 12, 1979., 82-792 


Tax revenue estimating — United States. 
Baseline budget projections : fiscal years 
1982-1986 /, 82-1132 


Taxation — Law and legislation — United 

States. 

Comparative summary of H.R. 4242 : 
Tax Incentive Act of 1981 as reported 
by the Ways and Means Committee 
and as proposed to be modified by the 
Conable-Hance and Udall substitutes /, 
82-1113 


Summary of the Tax Incentive Act of 
1981, H.R. 4242, as ordered reported 
by the Committee on Ways and Means 
/, 82-1124 


Taxation — Law and legislation — United 
States — Cases, 
Reports of the United States Tax Court / 
, 82-668, 82-669 
Reports of the United States Tax Court 
(1975), 82-668, 82-669 
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United States Tax Court reports, 82- 
668, 82-669 


Taxation — Law and legislation — United 
States — Periodicals. 
Report on legislative review activity 
during the ... Congress of the Commit- 
tee on Ways and Means., 82-915 


Taxicabs — United States — Bibliography. 
Taxis as public transit : a bibliography /, 
82-886 


Teachers, Training of — United States. 
Instructional materials for improved job 
performance /, 82-290 


Technological innovations. 

Information and telecc ications : an 
overview of issues, technologies, and 
applications : report for the Subcom- 
mittee on Science, Research, and Tech- 
nology of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session /, 82-1104 


Technological innovations — United States. 

Impact of technology on military man- 
power requirements, readiness, and op- 
erations : hearing before the Subcom- 
mittee on Manpower and Personnel of 
the Committee on Armed Services, 
United States Senate, Ninety-sixth Con- 
gress, second session, December 4, 
1980., 82-1025 

Information and telecc ications : an 
overview of issues, technologies, and 
applications : report for the Subcom- 
mittee on Science, Research, and Tech- 
nology of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session /, 82-1104 


Technological innovations — United States 








Innovation in the basic materials indus- 
tries : proceedings of the sixth annual 
Engineering Foundation Conference on 
Materials Policy, 1980 : report to the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventy Congress, first session / 
, 82-1103 


Technology — Abstracts. 

Appropriate technology information for 
developing countries selected ab- 
stracts from the NTIS data file /, 82- 
118 


Technology — United States — 
Bibliography. 
BLS publications on productivity and 
technology., 82-678 


Technology and state. 
Information and telecc ications : an 
overview of issues, technologies, and 
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applications : report for the Subcom- 
mittee on Science, Research, and Tech- 
nology of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session /, 82-1104 


Technology and state — United States. 

Information and telecc ications : an 
overview of issues, technologies, and 
applications : report for the Subcom- 
mittee on Science, Research, and Tech- 
nology of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session /, 82-1104 
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Technology and innovation for manufac- 
turing : proceedings of a conference, 
May 4, 5, 1979 /, 82-1102 


Technology assessment — Bibliography — 


Catalogs. 
List of publications /, 82-1002 


Telecommunication. 

Information and telecc ications : an 
overview of issues, technologies, and 
applications : report for the Subcom- 
mittee on Science, Research, and Tech- 
nology of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session /, 82-1104 





Telecommunication — United States. 

Information and telecc ications : an 
overview of issues, technologies, and 
applications : report for the Subcom- 
mittee on Science, Research, and Tech- 
nology of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session /, 82-1104 





Telecommunication policy — United States. 
Policy for use of telecc ications data 
transfer standards /, 82-863 


Television projection. 

High resolution, high brightness color 
television projector : analysis, investi- 
gations, design, performance of baseline 
projector /, 82-257 





Temperature control. 
Energy conservation calculations for 
night setback system., 82-234 


Temperature setback guide for central 
air-handling/reheat system., 82-235 
Temperature setback guide for forced air 

furnance heating system., 82-239 
Temperature setback guide for heating 
and ventilating system., 82-238 


Temperature setback guide for packaged 
heating and cooling system., 82-236 
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Temperature setback guide for steam ra- 
diation/convection system., 82-237 


Tennessee-Tombigbee Waterway. 

Filling and emptying system for Bay 
Springs Lock, Tennessee-Tombigbee 
Waterway, Mississippi hydraulic 
model investigation /, 82-170 

Typical Tennessee-Tombigbee canal sec- 
tion spillways, Spillways A and B : hy- 
draulic model investigation /, 82-171 


Tennessee Valley Authority. 

Tennessee Valley Authority oversight : 
hearings before the Committee on En- 
vironment and Public Works, United 
States Senate, Ninety-seventh Con- 
gress, first session, March 16 and 17, 
1981., 82-1096 


Terrorism. 

Terrorism, origins, direction, and support 
: hearing before the Subcommittee on 
Security and Terrorism of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-seventh Congress, first 
session, on the origins, direction, and 
support of terrorism, April 24, 1981., 
82-1082 


Thailand — Constitutional history. 
The constitutions of Thailand /, 82-712 


Thermal analysis. 

Thermal/hydraulic analysis research pro- 
gram quarterly report July-September 
1980 /, 82-963 

The use of computer-generated color 
graphic images for transient thermal 
analysis /, 82-744 


Thermal analysis — Mathematical models. 
An overview of rod-bundle termal-hy- 
draulic analysis /, 82-990 


Thermodynamics. 
Investigation of air solubility in Jet A 
fuel at high pressures /, 82-736 


Thomas County (Ga.) — Maps. 
Soil interpretive map of important farm- 
lands, Thomas County, Georgia /, 82- 
95 


Thorium — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Thorium., 82-622 


Thorium, 82-622 
Three Mile Island Nuclear Power Plant (Pa.) 

— Accidents. 

Greater commitment needed to solve 
continuing problems at Three Mile 
Island : report to the Congress /, 82- 
468 
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Timber — Northern. 
Sustained Yield Unit 13, 10-year timber 
management plan : final environmental 
impact statement /, 82-577 


Timber — United States. 

Hearing on H.R. 3711, to provide for the 
sharing of timber ... before the Military 
Installations and Facilities Subcommit- 
tee of the Committee on Armed Serv- 
ices, House of Representatives, Ninety- 
seventh Congress, first session, July 15, 
1981., 82-1022 


Tin — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Tin., 82-620 
Tin, 82-620 


Titanium — Statistics — Periodicals. 
Preprint from the ... Bureau of Mines 
Minerals yearbook. Titanium., 82-621 


Titanium, 82-621 


Titanium — Testing. 
Cast titanium compressor casing /, 82- 
221 


Titanium carbide. 
Improved adherence of sputtered titan- 
ium carbide coatings on nickel- and ti- 
tanium-base alloys /, 82-743 


Titanium castings. 
Cast titanium compressor casing /, 
221 


82- 


Tobacco industry — United States. 
Certain tobacco : report to the President 
on investigation no. 22-43 under section 
22 of the Agricultural Adjustment Act, 
as amended., 82-660 


Toiyabe National Forest (Nev. and Calif.) — 
Maps. 


Toiyabe National Forest, Central Nevada 
Division /, 82-22 


Tonga. 
Tonga, a country profile /, 


Tornadoes. 
Tips for tornado safety., 


82-828 


82-122 


Trace elements — Measurement. 
Field study to obtain trace element mass 
balances at a coal-fired utility boiler /, 
82-358 


Trade adjustment assistance — United 
States. 
Changes needed in administering relief to 
industries hurt by overseas competition 
: report to the Congress /, 82-496 


Traffic engineering — Florida — Miami. 
Effects of NW 7th Avenue bus priority 
systems on NW 7th Avenue traffic 
stream flow and passenger movements : 
report 6 /, 82-891 





Evaluation of the NW 7th Avenue ex- 
press bus and bus priority systems : 
report 1 /, 82-887 


Traffic engineering — Florida — Miami — 
Data processing. 
Changes in transit operational character- 
istics on the NW 7th Avenue express 
bus system : report 3 /, 82-889 


Effect of the park N’ ride facility on 
usage of the NW 7th Avenue express 
bus system : report 5 /, 82-890 


Effects of NW 7th Avenue bus priority 
systems on bus travel times and sched- 
ule variability : report 2 /, 82-888 


Traffic engineering — United States. 
Evaluation of freeway high occupancy 
vehicle lanes and ramp metering /, 
82-844 
Evaluation of freeway high occupancy 
vehicle lanes and ramp metering : ex- 
ecutive summary /, 82-845 


Federally coordinated program of re- 
search and development in highway 
transportation., 82-850 


Traffic regulations — United States — 
States. 
Traffic laws annotated 1979 /, 82-904 


Traffic safety. 
Measuring student attitudes toward the 


Air Force traffic safety course /, 82- 
292 


Traffic safety — United States. 

Accident analysis : breakaway and non- 
breakaway poles including sign and 
light standards along highways /, 82- 
894 


A report to the Congress from the Secre- 
tary of Transportation : an evaluation 
of the highway safety program /, 82- 
836 


Traffic safety — United States — 
Bibliography — Catalogs. 
Highway construction, safety, and traf- 
fic., 82-504 


Traffic safety — United States — Data 
processing. 
Traffic safety demonstration program 
modeling system /, 82-903 


Traffic signs and signals — United States — 

Break-away supports. 

Accident analysis : breakaway and non- 
breakaway poles including sign and 
light standards along highways /, 82- 
894 


Trafficability. 

Investigation of beach sand trafficability 
enhancement using sand-grid confine- 
ment and membrane _ reinforcement 
concepts /, 82-166 
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Utilization of marginal construction mate- 
rials for LOC /, 82-167 
Transducers. 


The transient analysis of DTT rakes /, 
82-996 


Transients (Dynamics) 
Experiment data report for LOFT antici- 
pated transient experiments L6-1, L6-2, 
and L6-3 /, 82-989 
Fission product release from LWR fuel 
failed during PCM and RIA transients 
/, 82-986 


Transportation — United States — 
Bibliography — Catalogs. 


Census of transportation., 82-510 


Transportation — United States — Safety 
measures — Periodicals. 
Annual report to Congress /, 82-846 


Transportation, Automotive — Freight. 
Financial management information pack- 
age /, 82-658 


Transportation, Automotive — Freight — 
Finance 


Financial management information pack- 
age /, 82-658 


Transportation, Automotive — Taxation — 

United States. 

1981-82 miscellaneous tax bills V : hear- 
ing before the Subcommittee on Tax- 
ation and Debt Management Generally 
of the Committee on Finance, United 
States States Senate, Ninety-seventh 
Congress, first session, on S. 639 ... S. 
702 ... S. 738 ... May 8, 1981., 82-1058 


Transportation, Automotive — United 
States. F 
Federally coordinated program of re- 
search and development in highway 
transportation., 82-850 


Transportation, Automotive — United States 
— Freight. 
Motor carrier regulations, Interagency 
Owner-Operator Conference /, 82- 
657 


Transportation, Military. 

Investigation of beach sand trafficability 
enhancement using sand-grid confine- 
ment and membrane reinforcement 
concepts /, 82-166 


Travel costs. 
Proposals for improving the management 
of federal travel : report to the Con- 
gress /, 82-471 


Proposals for improving the management 
of federal travel : summary : report to 
the Congress /, 82-472 
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Tree planting — Southern States — History. 
A statistical history of tree planting in the 


South, 1925-1979 /, 82-42 


Tree planting — Southern States — 
Statistics. 
A statistical history of tree planting in the 
South, 1925-1979 /, 82-42 


— Congresses. 
Proceedings of the Fire History Work- 
shop, October 20-24, 1980, Tucson, Ar- 
izona /, 82-38 


Trend surface analysis. 
Investigation of advanced prognastic 
analysis techniques /, 82-223 


Trucks — United States — Public opinion. 

Summary of testimony at July 1979 
public meetings on truck size and 
weight limits Chicago, Illinois, 
Greensboro, North Carolina, Newark, 
New Jersey, Oakland, California /, 
82-840 

Summary of the open file on truck size 
and weight limits /, 82-841 


Trucks — United States — Weight. 

Summary of testimony at July 1979 
public meetings on truck size and 
weight limits Chicago, _ Illinois, 
Greensboro, North Carolina, Newark, 
New Jersey, Oakland, California /, 
82-840 

Summary of the open file on truck size 
and weight limits /, 82-841 


Trusts and trustees — United States. 
Social security trust fund investments : 
policies and practices /, 82-1125 


Tsunamis. 
Type 16 flood insurance study : Tsunami 
predictions for the west coast of the 
continental United States /, 82-172 


Tungsten alloys — Testing. 
Thermal-conductivity measurements of 
tungsten-fiber-reinforced superalloy 
composites using a thermal-conductiv- 
ity comparator /, 82-741 


Tunnels — Design — Data processing. 
Rational design of tunnel supports : an 
interactive graphics based analysis of 
the support requirements of excava- 
tions in jointed rock masses /, 82-164 


Turkey. 
Turkey, a country profile /, 82-829 
Turner County (Ga.) — Maps. 


Soil interpretive map of important farm- 
lands, Turner County, Georgia /, 82- 
96 


Twiggs County (Ga.) — Maps. 
Soil interpretive map of important farm- 
lands, Twiggs County, Georgia /, 82- 
97 
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flow. 
Problems in modeling of small break 
LOCA /, 82-951 


Two-phase flow — Mathematical models. 
The transient analysis of DTT rakes /, 
82-996 


U 


Underdeveloped areas — Industrial property. 
Industrial property protection : agree- 
ment between the United States of 
America and the World Intellectual 
Property Organization signed at 
Geneva September 26, 1980., 82-803 
Treaties, etc. World Intellectual Property 
Organization, 1980 Sept. 26, 82-803 


Underdeveloped areas — Patents. 

Industrial property protection : agree- 
ment between the United States of 
America and the World Intellectual 
Property Organization signed at 
Geneva September 26, 1980., 82-803 

Treaties, etc. World Intellectual Property 
Organization, 1980 Sept. 26, 82-803 


Underdeveloped areas — Technology — 

Abstracts. 

Appropriate technology information for 
developing countries selected ab- 
stracts from the NTIS data file /, 82- 
118 


Undue influence — United States. 
Manual of offenses and procedures 
Korean influence investigation, pursu- 
ant to House Resolution 252 /, 82- 
1112 


Unemployment — United States — Statistics 
— Periodicals. 
Geographic profile of employment and 
unemployment /, 82-680 


Unesco, 

United Nations Educational, Scientific 
and Cultural Organization : amend- 
ments to articles IV, V, and VIII of 
the constitution : adopted by the gener- 
al conference of the United Nations 
Educational, Scientific and Cultural 
Organization at the seventeenth session, 
Paris, October 24 and 30, 1972., 82- 
781 


United Nations Educational, Scientific 
and Cultural Organization : amend- 
ments to article V of the constitution : 
adopted by the general conference of 
the United Nations Educational, Scien- 
tific and Cultural Organization at the 
nineteenth session, Nairobi, November 
8, 1976., 82-782 


United Nations — Accounting. 

Improving the management and coordi- 
nation of reviews, inspections, and 
evaluations in the U.N. System : report 
/, 82-487 
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Improving the management and coordi- 
nation of reviews, inspections, and 
evaluations in the U.N. System : sum- 
mary: report /, 82-488 


United Nations — Administration. 
Improving the management and coordi- 
nation of reviews, inspections, and 
evaluations in the U.N. System : report 
/, 82-487 


Improving the management and coordi- 
nation of reviews, inspections, and 
evaluations in the U.N. System : sum- 
mary : report /, 82-488 


United Nations — Finance. 

Improving the management and coordi- 
nation of reviews, inspections, and 
evaluations in the U.N. System : report 
/, 82-487 


Improving the management and coordi- 
nation of reviews, inspections, and 
evaluations in the U.N. System : sum- 
mary : report /, 82-488 


United States. Agency for International 
Development — Management. 
Management problems with AID’s 
health-care projects impede success : 
report to the Congress /, 82-489 

Management problems with AID’s 
health-care projects impede success : 
summary : report to the Congress /, 
82-490 


United States. Air Force — Communication 


Analysis aptitude test for selection of 
airmen for the radio communications 
analysis specialist course : development 
and validation /, 82-266 

Command and control and communica- 
tions structures in southeast Asia /, 
82-307 


United States. — Air Force — 
Examinations. 
Simulated and empirical studies of flexile- 
vel testing in Air Force technical train- 
ing courses /, 82-262 


United States. Air Force — Officer 
efficiency reports. 
Report on the 1975 officers’ OER opin- 
ion survey /, 82-258 


United States. Air Force — Officers. 
Air Force officer qualifying test form N : 
development and standardization /, 
82-278 


United States. Air Force — Officers — 

Education. 

Matching job education requirements of a 
variety of officer specialties with the 
educational attainments of potential in- 
cumbents /, 82-260 
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United States — Air Force — Personnel 


management. 
Air Force enlisted personnel retention-ac- 
cession model /, 82-303 


Design of a national skills market model 
for Air Force enlisted personnel /, 
82-296 

Job enrichment : evaluation with implica- 
tions for Air Force job redesign /, 
82-264 

Organizational assessment indices of ef- 
fectiveness /, 82-300 


United States. Air Force — Personnel 
management — ° 
Economics of on-the-job training : anno- 
tated bibliography nd literature 
review /, 82-256 


United States. Air Force — Personnel 
management — Mathematical models. 
Career area rotation model (CAROM) : 

historical overview of technique and 
utilization /, 82-289 


United States. Air Force — Procurement — 
essays, lectures. 

FY 1982 budget estimates aircraft and 
missile procurement statement of 
Lieutenant General Kelly H. Burke, 
DCS/Research, Development & Ac- 
quisition, HQ, United States Air Force, 
presented to the 97th Congress 1981., 
82-306 


United States — Air Force — Recruiting, 
enlistment, etc. 
Air Force enlisted personnel retention-ac- 
cession model /, 82-303 
Air Force officer qualifying test form N : 
development and standardization /, 
82-278 


Design of a national skills market model 
for Air Force enlisted personnel /, 
82-296 


United States. Air Force — Vocational 


guidance. 
Career planner., 82-254 


Pictorial interest inventory development 
/, 82-274 


United States. Air Force — Weapons 
systems. 
Predicting powered support equipment 
and associated maintenance manpower 
requirements /, 82-259 


United States — Appropriations and 
expenditures. 

Spending reduction proposals : hearings 
before the Committee on Finance, 
United States Senate, Ninety-seventh 
Congress, first session ...., 82-1057 


United States — Appropriations and 
expenditures — Forecasting. 
Baseline budget projections : fiscal years 
1982-1986 /, 82-1132 





U.S. Board for Inti Broadcasting Periodicals. 


United States — Appropriations and 
expenditures — Statistics — Periodicals. 
Cumulative report on rescissions and de- 

ferrals : communication from the Di- 
rector, Office of Management and 
Budget, Executive Office of the Presi- 
dent, transmitting a cumulative report 
on rescissions and deferrals of budget 
authority as of ..., pursuant to section 
1014(e) of Public Law 93-344., 82-935 


United States. Architect of the Capitol — 
Appropriations and expenditures — 
Periodicals. 


Report of the Architect of the Capitol, 
82-928 


Semiannual report of the Architect of the 
Capitol for the period ... pursuant to 
section 105(b), Public Law 454, 
Eighty-eighth Congress., 82-928 


United States — Armed Forces — Aviation 
supplies and stores. 

Less costly ways to budget and provision 
spares for new weapon systems should 
be used : report to the Congress /, 
82-499 


United States — Armed Forces — 
Communication systems. 
Strategic command, control and commu- 
nications : alternative approaches for 
modernization /, 82-1131 


United States. — Armed Forces — 

Examinations. 

Prediction of reading grade levels of 
service applicants from Armed Serv- 
ices Vocational Aptitude Battery 
(ASVAB) /, 82-285 


United States — Armed Forces — Firearms. 
Proposed procurement of 9-MM handgun 
by the Department of Defense : hear- 
ing before the Investigations Subcom- 
mittee on the Committee on Armed 
Services, House of Representatives, 
Ninety-seventh Congress, first session, 
July 27, 1981., 82-1021 


United States — Armed Forces — 

Manpower. 

Impact of technology on military man- 
power requirements, readiness, and op- 
erations : hearing before the Subcom- 
mittee on Manpower and Personnel of 
the Committee on Armed Services, 
United States Senate, Ninety-sixth Con- 
gress, second session, December 4, 
1980., 82-1025 


United States — Armed Forces — 

Procurement. 

The impact of Department of Defense 
procurement on competition in com- 
mercial markets : case studies of the 
electronics and helicopter industries /, 
82-442 
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United States Senate, Ninety-sixth Con- 
gress, second session, December 4, 
1980., 82-1025 

Strategic command, control and commu- 
nications : alternative approaches for 
modernization /, 82-1131 


United States — Armed Forces — Weapons 
systems — Maintenance and repair. 

Less costly ways to budget and provision 

spares for new weapon systems should 


be used : report to the Congress /, 
82-499 


United States. Army — History. 

Historic resource study, Fort Hancock 
1895-1948, Gateway National Recrea- 
tion Area, New York/New Jersey /, 
82-638 


United States. Army — Job descriptions. 
Efficacy of a training priorities model in 
an army environment /, 82-159 


United States. Army — Non-commissidned 
officers. 
Armor /, 82-160 


United States. Army. Special Forces — 
Handbooks, manuals, etc. 
Special Forces soldier’s manual for MOS 
31V (SQIS), 82-154 


United States. Army —- Supplies and stores 
— Handbooks, manuals, etc. 
Special Forces soldier’s manual for MOS 
31V (SQIS), 82-154 


United States. Army — Target-practice. 
The value of special training for the in- 
terpretation of UGS employed in a 
grid /, 82-156 


United States. Army — Vocational guidance 
— Addresses, essays, lectures. 
Military ethics and professionalism : a 
collection of essays /, 82-152 


United States. Army — Women. 
Male and female factors on the Cadet 
Evaluation Battery /, 82-158 


United States. Board for International 


Broadcasting — Periodicals. 
Annual report /, 82-938 


Page 1-263 





U.S. Bureau of Labor Statistics Bibliography. 


United States. Bureau of Labor Statistics — 


Bibliography. 
BLS publications on productivity and 
technology., 82-678 


United States. Bureau of Land Management. 
Navajo-BLM land exchange : hearing 
before the Select Committee on Indian 
Affairs, United States Senate, Ninety- 
seventh Congress, first session, on S. 
159 ... July 30, 1981, Washington, D.C., 
82-1070 


United States — Census. 

Census activities and the decennial census 
: hearing before the Subcommittee on 
Census and Population of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on H.R. 
1990 ... June 11, 1981., 82-1095 


United States. Civil Aeronautics Board. 

Early sunset of the Civil Aeronautics 
Board : hearings before the Subcom- 
mittee on Aviation of the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
seventh Congress, first session, on S. 
1425 and S. 1426 ... July 7, 8, and 9, 
1981., 82-1035 


United States — Claims — Periodicals. 
Cases decided in the United States Court 
of Claims ... with report of decisions of 
the Supreme Court in Court of Claims 
cases /, 82-666 


U.S, Court of Claims reports, 82-666 
United States. Coast Guard. 
Plan summaries, FY 1980-1984 /, 82-882 


United States — Commerce. 
U.S. foreign trade statistics : classifica- 
tions and cross-classifications, 1980., 
82-104 


United States — Commerce — Bibliography 
— Catalogs. 


Census of business., 82-511 


United States — Commerce — Statistics — 
Periodicals. 


Business statistics, 82-130 


United States — Commerical policy. 
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the Committee on Rules., 82-918 


United States. Congress. House, Committee 
on Small Business — Periodicals. 
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Senate, Ninety-seventh Congress, first 
session, July 20, 1981., 82-1013 


United States. Dept. of Commerce — 
Appointments, promotions, salaries, etc. 
Nominations—Federal Trade Commission 

and Department of Commerce : hear- 
ing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
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March 1980 /, EPA utility FGD survey :January - 
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marginal construction materials for LOC /, Utiliza 
margins of pumps, valves, and piping /, Realistic 
marine mammals of the Southern California bight /, 
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piles., Mechanical properties of preservati 


research program., Ecological Research Divi 
“ 
use., Treated wood for 
Marion County , Oregon /, Important farmlands, 
marker lamps (only) : report no. 1 of 7 /, Statist 
market model for Air Force enlisted personnel /, D 
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surveillance system development :report to 
markets _ :case studies of the electronics and helic 
marking paints., Airfield 
Martin County area, Florida., Soil survey of 
Maryland (unincorporated areas), Flood insurance s 
mass balances at a coal-fired utility boiler /, Fi 
“ 


flowmeter /, Advanced technology fuel 
transfer on the adsorption of krypton and xen 
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transit. 
Massachusetts, Bristol County., Flood insurance st 
“ 


Hampshire County., Flood insurance 


Middlesex County., Flood insurance 


northern part., Soil survey of Esse 
Massachusetts Bay Transportation Authority blue li 
masses /, Rational design of tunnel supports :an i 
Master plan report :Dulles International Airport / 
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plan, Washington, D.C. /, Draft environment 
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82-296 


82-445 
82-442 
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for nuclear medicine /, Source book of e 
in the environment around uranium mills 
industries :, Innovation in the basic 

on practical aspects of exporting, inter 


on the Omnibus Budget Reconciliation Act 
Maternity benefits for the federal employee. 
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Maui County , Hawaii., Flood insurance study : 
Mauritania, a country profile / 
Maxey Flats radioactive waste burial site, Fleming 
“ 


Kentucky and Beatty, Nevada /, Subsur 
may be impeded :report to the Secretary of Energy 
May 11, 12, and 13, 1977 /, Summary of testimony r 
May 12-15, 1980, Memphis, Tennessee., Management i 
May 16, 1977 /, Aircraft accident report : New Yor 
McDuffie, and Warren Counties, Georgia., Soil surv 
Means /, Summary of the Tax Incentive Act of 1981, 
oe 

Report on legislative review activity duri 
measured with MRE and personal gravimetric samplin 
measurement applications /, Survey of human operat 
“ 


methodology application and validation 
on ultimate heat sinks - cooling ponds 


system /, Self-issued wilderness permi 
measurements /, Accuracy of aircraft velocities ob 


“ 
/, Feasibility study for railroad emb 
and data handling for solar energy ap 
:Beatty, Nevada, October 29-November 
of discharge, gain or loss in flow, a 
of pollutants and wind velocities - O 
of sound speed /, Thermodynamic prope 
of tungsten-fiber-reinforced superall 


of turbulence structure and predictio 


uncertainty analyses /, LOFT experime 
possible if Public Health Service hospita 
“ 
possible if Public Health Service hospita 
Measuring student attitudes toward the Air Force t 
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Merchant Marine and Fisheries Committee., Report o 
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merit promotion policy., The Federal 


system principles and prohibiited personnel 
Meriwether County , Georgia /, Soil interpretive ma 
Mesa County., Flood insurance study :town of Fruit 
metal mill shapes and forms., 1977 census of manuf 
metallic mineral mining /, Injury experience in 
meteorological instrument packages, (an interim re 

measurements and data handling for 
metering /, Evaluation of freeway high occupancy v 
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sexecutive summary /, Evaluation of freew 

Methadone diversion : 


method for determining radioactive material shipme 
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for determining the generalized transport t 


for the analysis and design of arbitrary co 
methodology application and validation :F-4 pop-up 


for aircrew training devices :model de 
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to assess psychological stress and its 
methods /, Instructor/operator display evaluation 


; an international workshop, November 30- 
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/, Modern concrete crosstie experience in F 
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Preprint from the ... Bureau of Mines Miner 
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middle atmosphere /, Vertical motions in the equat 
Middlesex County., Flood insurance study :Town of 
midyear report :, The 1981 
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migrant health program /, Problems in the structur 
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manpower requirements, readiness, and ope 


or any other hostile use of environmental 
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Mineral industry of Kuwait 
“ 


industry of Kuwait., Preprint from the ... 
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industry of the U.S.S.R., Preprint from th 
leasing ... before the Military Installati 
mining /, Injury experience in metallic 


mining (except stone and coal) /, Injury e 


Minerals management at the Department of the Inter 


management at the Department of the Inter 
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yearbook. Bromine., Preprint from t 
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yearbook. Gem stones., Preprint fro 
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yearbook. The mineral industry of o 
yearbook. The mineral industry of P 


yearbook. The mineral industry of T 
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yearbook. Thorium., Preprint from t 
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mining /, Injury experience in metallic mineral 
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“ 
Injury experience in stone 
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Minnesota /, Fertilization of black spruce on poor 
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forest inventory :area /, The fourth 
Minor nonmetals 


nonmetals., Preprint from the ... Bureau of 
Minorities and women in institutions of higher edu 
miscellaneous :, Fish and wildlife 
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tax bills V :, 1981-82 
mismanagement :, FDA 
be 
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mission analysis /, Aeroelastically conformable ro 
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on international controls of narcotics tra 
missions /, Multiprogram laboratory general purpos 
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‘hydraulic model investigation /, Outlet 
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misused :report to the Congress /, Voluntary early 
“ 
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mixed-oxide nuclear fuels /, In vitro dissolution 
mnagement of fleet supplies and spare parts can sa 
mobile test vans., Research for particulate contro 
mobility program., The Intergovernmental 
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investigation /, Outlet structure for Merame 
investigation /, Spillway modifications for 
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programmer’s manual /, Fixed site neutraliza 
“ 
study /, Los Angeles and Long Beach Harbors 
modeling /, Sensory mechanism 


of small break LOCA /, Problems in 


system /, Traffic safety demonstration pr 
oe 
techniques for measurement applications / 
models /, An objective method for determining the 
oe 


for LOCA analysis /, Cladding swelling and 
“ 
of flight training /, Advanced training fea 
jodern concrete crosstie experience in France and 
/, Specification ‘“VOR/VORTAC 
equipme 


/, Strategic command, control and co 
“ 


:, FAA air traffic control computer 


modes of instruction in three medical training cou 
modification /, Field evalution system for Air For 
“ 


by supersonic transport operations wi 


factors for a row of bolts or timber 
“ 
techniques :convention between the Un 
modifications for Chief Joseph Dam, Columbia River 
“a 


on the drag of a variable-sweep bomb 
Modular boiler system. 


moisture , concentration, pressure, and mass transf 
Monaco August 27 and October 16, 1980., Reimbursem 
Money and finance, treasury 

“ 


and finance, treasury., Code of federal regu 
“ 

and finance, treasury, CFR. 31, 
monitor /, Advanced subsystem status 
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monitoring stations in Arkansas :1979 water year / 
Monroe, New York, Orange County., Flood insurance 
Montana, October 24-25, 1979 /, Measurements of di 
“ 


unincorporated areas., Flood insurance st 82-438 


Water and Power Resources Service project 
Monterary County ., Flood insurance study :city of 
Monterey , California, Monterey County., Flood insu 
Monterey County., Flood insurance study :city of M 
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82-377 
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82-368 
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More Effective Government :, Commission on 
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MOS 31V (SQI S), Special Forces soldier’s manual f 
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Most Federal agencies have done little planning fo 
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motion : computer analysis of structures to resist 
“ 


82-444 
82-229 


and g-seat cues on pilot simulator performa 82-748 


picture /, Treatment for fractures 82-227 


systems role in flight simulators for flyin 82-276 
to initial training /, Air-to-air combat sk 

motions in the equatorial middle atmosphere /, Ver 

Motor carrier regulations, Interagency Owner-Opera 


82-280 
82-725 
82-657 


vehicle safety standard no. 208 occupant cra 82-902 


vehicle safety standard 108, side marker lam 82-897 


vehicle safety standard 214, side door stren 
motorcycle helmet usage in Colorado :a three year 
“ 


82-896 
82-898 


helmet usage in Colorado :a three year 
motorcyclist licensing and testing project /, Impr 
Mountain Fuel Supply Company, docket no. CP80-7., 
movement :, IRS response to the illegal tax protes 


“ 
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82-900 
82-338 
82-1063 


interplant transfer, and relocation allo 
movements :report 6 /, Effects of NW 7th Avenue bu 
MRE and personal gravimetric sampling equipment., 
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“ 
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82-891 
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82-492 
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Multiple property variations in coaxial cylindrica 
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Nairobi,, United Nations Educational, Scientific a 
Name of Aubrey Lake, Texas, to Ray Roberts Lake., 
narcotics law enforcement :, Impact of federal bud 

cy 


82-782 
82-536 
82-1092 


trafficking and production, January 2-22 


82-1090 
NASA /, Wind tunnels of 
“ 


82-721 
ceramic thermal barrier coating /, Industry t 82-737 


program management and procurement proce- 


dures 82-1109 


“ », 
82-722 
82-416 
82-833 


's 

Aerospace Program :a bibliography with inde 
Nash and Edgecombe Counties., Flood insurance stud 
nation’s coal—a preliminary assessment :report to 

S ’s 

lakes /, Our 

National Cancer Institute research report :cancer 
National Credit Union Administration ., Year-end .. 
National Drug and Alcoholism Treatment Utilization 
National Hispanic Conference on Alcoholism, sponso 
National Independent Study Center fiscal year ... 
National Institute on Alcohol Abuse and Alcoholism 
National Labor Relations Board., Decisions and ord 
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82-547 
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82-562 
82-561 
82-146 
82-561 
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Decisions and ord 
National Rail-Highway Crossing Safety Conference p 
National Workshop on Welfare Research and Statisti 
natural forest residues in common vegetation types 
“ 


82-714 
82-853 
82-542 

82-36 


gas prices and supplies since passage of t 82-466 


gas prices and supplies since passage of t 82-467 


icing conditions /, Icing tests of a UH-1H 82-210 
resources data bases : 


82-1010 
Natural Gas Policy Act of 1978., Interim regulatio 
“ 


82-336 
of 1978 :report to the Cong 82-466 
of 1978 :summary : report t 
Navajo-BLM land exchange : 
Navajo County., Flood insurance study :city of Win 
Navigation conditions at the upstream approach to 
“ 


82-467 
82-1070 
82-372 
82-174 


problems in poor visibility /, A simula 82-885 


“ 


system., Specification currency list fo 82-866 


“ 
systems for application to airborne win 
Mavy activities vulnerable to fraud, waste, and ab 82-448 
“ 


activities vulnerable to fraud, waste and abu 
“ 
housing., Insulation deficiencies and their e 
Near East, Mineral industry of other countries of 
“ 
Preprint from the ... Bureau of Mines 
Near-term improvements in parabolic troughs :an ec 
nearshore effects of OCS petroleum development /, 
Nebraska /, Investigation of artificial recharge o 


Dakota County., Flood insurance study :c 


Soil survey of Clay County, 
Nebraska-Wyoming., 1977 census of manufactures. Vo 





New Mexico 


need management attention : report to the Director 
needed at the Medical University of South Carolina 
cy 
in administering relief to industries hurt 
sreport /, Family planning clinics can prov 
‘summary : report /, Family planning clinic 
to improve ADP systems development :report 
to resolve problem of outstanding supplemen 
to solve continuing problems at Three Mile 
needlessly higher than in the private sector :repo 
needs /, Children’s Experimental Workshop :expandi 
“ 
:, Agricultural energy 
better procedures for selecting a contractor 
coordination and organization :report to the 
coordination and organization :summary : rep 
for legal information : final report to the 
related to onshore and nearshore effects of 
Neighborhood conditions : 
Neshoba County, Mississippi., Soil survey of 
neutralization model programmer’s manual /, Fixed 
Nevada /, Subsurface radar profiling field tests a 
: draft environmental impact statement /, P 


" October 29-November 2, 1979 /, Subsurface 
New all-risk crop insurance program—the farmer’s s 
“ 


buildings., Climate classification analysis :t 
buildings., Draft regulatory analysis :technic 
buildings., Energy budget levels selection :te 
buildings., Passive and active solar heating a 
buildings., Statistical analysis :technical su 
major public airports in the United States :re 
standards for nursing homes participating in M 


weapon systems should be used :report to the C 
New England /, Employment outlook for ... college 
“ 


/, Employment outlook for ... college 
New Hampshire /, Important farmlands, Carroll Coun 
New Jersey, Bergen County., Flood insurance study 
“ 


” Oakland, California /, Summary of test 


Passaic County., Flood insurance study 
New London County., Flood insurance study :town of 
New Madrid seismic region /, Numerical study of at 
New Mexico /, Draft environmental assessment for c 
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New Zealand /, Admissibility of illegally obtained 
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Niagara County., Flood insurance study :town of Wh 
NiCad battery chargers /, Comparison of on-board a 
Nickel 


“ 


and titanium-base alloys /, Improved adher 
” Preprint from the ... Bureau of Mines Min 
night setback system., Energy conservation calcula 
nineteenth session, Nairobi,, United Nations Educa 


session of the UNIDROIT general assembl 
Ninety-seventh Congress, first session, July 15, 1 


” first session, July 16, 1 


first session, July 16, 1 
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Ninety-sixth Congress , second session., Conglomera 
nitrogen gas derived from measurements of sound sp 
noise adjustment procedures for different weather 
“ 


(581) /, Industrial 
Nomination of Danford L. Sawyer, Jr., to be public 
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—chairman, Federal Maritime Commission : 
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non-academic employment in the education of gradua 
non-competitive leases for geothermal exploration/ 
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nonmarket economies could be improved :report to t 
nonmetallic mineral mining (except stone and coal) 


Page 1-334 


82-1019 
82-909 
82-754 
82-738 


82-554 
82-1101 


82-1026 
82-1111 
82-1013 
82-1071 


82-1030 
82-1047 


82-1024 


82-1033 
82-544 
82-653 
82-987 
82-894 
82-495 
82-700 





Title Keyword Index 


nonmetals, Minor 


Preprint from the ... Bureau of Mines 
nonprofit immigration counseling agencies /, Direc 
nonsynchronous whirl control /, Engine rotor dynam 
north of Mexico., The Yellowjackets of America 
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Henderson County., Flood insurance 


metropolitan area /, Area wage sur 


metropolitan area, Greensboro-Wins 


’ Nash and Edgecombe Counties., Floo 
"Newark, New Jersey, Oakland, Calif 
North Central Region V /, Union contract expiratio 
North Dakota., Soil survey of Grand Forks County, 
North Korea, Mineral industry of 


“ Preprint from the ... Bureau of Mine 
North-West Atlantic :a review and evaluation /, Th 
Northeast /, Forest habitat for mammals of the 
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ramp metering /, Evaluation of freeway high occupa 
ans 


metering :executive summary /, Evaluation of 
ramps and speed change lanes :a review of state de 
range of 8° to 90°/, Rotary balance data for a sin 
rankine cycle coupled to a solar pond by direct-co 
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reauthorize and extend the Older Americans Act of 
received on the Hospital Cost Containment Act of 1 
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hydrodynamics /, Full-coverage film cooling 82-728 
Region VIII, Denver, Colorado /, Financial assista 82-540 
Region X, Seattle, Washington /, Financial assista 82-541 
regional and urban impacts of the administration’s 82-1040 
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rescissions and deferrals :, Cumulative report on 
research /, An Annotated bibliography of CERC coas 
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for particulate control :EPA’s mobile tes 82-348 


in federal communications law /, Doing 82-709 


in the major mental disorders :proceeding 82-556 
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safety analysis reports for nuclear power plants., 

“ 
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simulation-engineering development /, Advanced sim 
simulations of occupant responses in frontal crash 
simulator for pilot training (ASPT) :aerial refuel 
“ 


instructor/operator station applications 
“ 


performance of three piloting tasks /, T 
“ 
study of deepwater port shiphandling and 
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services :report to the Secretary of Health 
Social Security Administration , 1937-80., Four dec 
Sodium in food and high blood pressure : 
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survey of Lunenburg County, Virginia. /, \enportent (erestends tong, Bessfor 82-71 
survey of Lyon and Trigg Counties, Kentucky. /; lampertanh teamdantte deny; Chania 82-74 
survey of Martin County area, Florida. 


Soil survey Edgefield County, 82-47 
survey of Montgomery County, Kansas. ’ 


unincorporated areas., Flood insur 82-425 
f Neshoba County, Mississippi. , 
ee unincorporated areas., Flood insur 82-426 
of O’Brien County, Iowa. . , 
stl al ini Water resources development in 82-180 
survey of Pope County, Arkansas. South Dakota, annual summary with comparative data 82-127 
“ 
survey of Rabun and Towns Counties, Georgia. Water and Power Resources Service pr 82-599 
South Manitou Island, Sleeping Bear Dunes National 82-636 
survey of San Miguel County area, New southeast Asia /, Command and control and communic 82-307 
Mexico. southern pine posts /, Groundline treatments of 82-31 
Southern California bight /, Results of BLM-funded 82-579 
survey of Tuscaloosa County, Alabama. Soviet strategic capability and objectives :, The 82-1074 
Soviet Union, 1917-41., Guide to the records of th 82-517 
survey of Wapello County, Iowa. Space oblique mercator projection mathematical dev 82-581 
“ 


survey of Warren County, Kentucky. shuttle /, Release mechanism for releasing a 82-750 
Soil Conservation Service /, Statutory authorities Spain :additional protocols to the constitution, c 82-784 
soils using the concept of “reference strain” /, spare parts can save millions without affecting re 82-498 
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spares 


spares for new weapon systems should be used :repo 
special interest : a statement /, Civil rights :a 


needs /, Children’s Experimental Workshop 


pay for physicians and dentists in the Dep 


prosecutor provisions of Ethics in Governm 
report., A review of atmospheric science r 


report. Selected metal mill shapes and for 


session of the International Poplar Commis 
se 
training for the interpretation of UGS emp 
Special Counsel., Annual report to the Congress on 
Special Forces soldier’s manual for MOS 31V (SQI S 
specialist course :development and validation /, A 
“ 


:extended performance rating., Technica 
specialties with the educational attainments of po 
Specification currency list for procurement in the 


:data terminal equipment keyboard di 
“a 


and operation /, Part-task trainer 
Specification :VOR/VORTAC equipment replacement 


an 
spectra and techniques for analysis of dilute prim 
“ 


plots : computer analysis of structures to 
speech devices for simulator instructor/operator s 
speed /, Thermodynamic properties of nitrogen gas 
“ 


change lanes :a review of state design pract 
speeds /, Longitudinal aerodynamic characteristics 
Spending reduction proposals : 
Spillway modifications for Chief Joseph Dam, Colum 
spillways, Spillways A and B :hydraulic model inve 
Spillways A and B :hydraulic model investigation / 
spirits from Ireland :determination of the Commiss 
Spokane, Washington, January 20, 1981 /, Aircraft 
sponsored by the National Institute on Alcohol Abu 
spray painting /, An evaluation of engineering con 

“ 


ponds /, Thermal performance and water utili 
Spring Acres Subdivision, Anchorage, Alaska /, Eff 
spruce on poor site peatland in Minnesota /, Ferti 
SPS) concept definition study (exhibit D) /, Satel 
“ 


concept definition study (exhibit D) :solid-s 
sputtered titanium carbide coatings on nickel- and 
SQI S), Special Forces soldier’s manual for MOS 31 
SSE event /, Seismic design margin evaluation of s 
St. Clair and Shelby Counties., Flood insurance st 


Illinois, unincorporated areas., Flood 
St. Landry and Acadia Parishes., Flood insurance s 
St. Lucie County , Florida, unincorporated areas., 
stability /, Centrifugal model analysis of coal wa 


of gallium phosphate oxide/gallium arsen 
staff report., Toward more effective implementatio 
stamp redemptions on food stores and regions :fisc 
stand-alone microterminal for support of testing a 
standard :, The gold 
“ 


for public comment)., U.S. national aviat 
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82-633 
82-1115 
82-1067 

82-999 


82-865 
82-260 
82-866 


82-872 
82-263 


82-873 
82-742 


82-230 
82-261 
82-754 


82-851 
82-746 
82-1057 
82-161 
82-171 
82-171 
82-661 
82-848 
82-561 
82-555 


82-992 
82-592 

82-33 
82-734 


82-735 
82-743 
82-154 
82-953 
82-366 


82-391 
82-401 
82-387 
82-165 


82-729 
82-942 
82-4 
82-279 
82-1039 


82-876 





Title Keyword Index 


for the active beam collision avoidance s 
no. 208 occupant crash protection., Final 
reference materials for fire testing—red 

review plan for the review of safety anal 
108, side marker lamps (only) : report no 


214, side door strength :report no. 5 of 
standardization /, Air Force officer qualifying te 
standards /, Policy for use of telecommunications 

“ 


along highways /, Accident analysis :bre 
application and development plan for sol 
for new buildings., Climate classificati 
for new buildings., Draft regulatory ana 
for new buildings., Energy budget levels 
for new buildings., Passive and active s 
for new buildings., Statistical analysis 

for nursing homes participating in Medic 
for the pharmaceutical manufacturing ind 


plan for solar thermal technologies /, A 
STAR, an abstract journal 


an abstract journal 
state and local governments /, The Protection of f 


R and local governments administering federal 

and local governments : executive summary /, 
design practices /, Improving the traffic op 
income and balance sheet statistics, 1979., 

information needs related to onshore and nea 
of Idaho /, Sun Valley grazing environmental 
of Utah, land ownership and public managemen 
of Utah, land ownership and public managemen 
of Utah, land ownership and public managemen 
of Utah, land ownership and public managemen 
of Utah, land ownership and public managemen 


of Utah, land ownership and public managemen 
statement /, Civil rights :a national, not a speci 


“ 


/, Deep seabed mining :final programmati 


/, Kealia Pond National Wildlife Refuge 


82-876 
82-902 


82-650 
82-141 


82-123 


82-572 





January 1982 


/, Proposed Camp Swift lignite leasing : report on U.S. participation in the Interna 
statute adopted at the nineteenth session of the U 
Statutory authorities for the activities of the So 


steam and hot ter lines under pi and wharv 
/, Sustained Yield Unit 13, 10-year timb : = PO ABE. SEES 


/, Proposed domestic livestock grazing p 


enerator tube rupt ts /, Evaluatio: 
/, Westside Salem sustained yield units . stbiithiticlaninaianaas 
enerators /, Some aspects of cost/benefit 
: Florida Gas Transmission Company, dock . ° 
radiation/co: ti ystem., Temperature 
(draft) :Butte, Blaine, Camas, and Elmor rts Ae a 


steam-electric utility industry effluent limitatio 

‘Federal Triangle master plan, Washingto Scueh. anbtidees eamntann aoe oo S 
‘Hotchkiss to Paonia Dam, Delta and Gunn eS comp. Propet Rem Ge .. Beage er Sane 

of Lieutenant General Kelly H. Burke, DC scrap, Iron and 


‘Trailblazer Pipeline Company, Overthrus surfaces., Over-rust primers for 


January 1979, Chugach National Forest / ; tie performance at the Facility for Accelera 82-860 
“ 
June 1981 /, Proposed Outer Continental - ply attack-resistant wall system. 82-251 
statements /, Personnel rating effectiveness as a im . ; : 
station applications /, Display and speech devices Preprint from the ... Bureau of Mines Mine 82-618 
“ 


, ”  Slag-iron and 82-618 

services pro; /, Federal A ps a . 
age eters os oy one steels in high-temperature, pressurized reactor-gr 82-980 
project professionalism, 1978., Flight ser Stem Cell Disease :June 17-19, 1979, Jack Tar Hote 82-548 
stations in Arkansas :1979 water year /, Discharge step., Serving the public :the extra 82-766 
Statistical analysis :technical support document f Stephentown, New York, Rensselaer County., Flood i 82-414 
« stiffness /, Wood joist floors :effects of joist v 82-28 


comparisons of aircraft flyover noise stone and coal) /, Injury experience in nonmetalli 82-700 
“ 


“ 


date :, Astronauts and cosmonauts biog mining., Injury experience in 82-699 


stones, Gem 82-608 
evaluation of the effectiveness of fed 82-896 - ma 
Preprint from the ... Bureau of Mines Min 82-608 


evaluation of the effectiveness of fed 82-897 storage /, Rapid charging of lead-acid batteries f 82-324 
“ 


history of tree planting in the South, 82-42 


program :national site characterization an 82-335 
:classifications and cross-classificati 82-104 


stores and regions :fiscal year 1978 /, Analysis 0 82-4 
story :60th anniversary, 1918-1978 /, The March Fi 82-255 
straddles” :, Commodity “tax 82-1126 
; ; strain” /, Evaluation of sample disturbance on so 82-163 

Business 82-130 | strategic capability and objectives :, The nationa 82-1074 


of the National Credit Union Administra 82-757 


Part 1. General summary, Alsbema-Monta $2-106 command, control and communications :alt 82-1131 


' Stratigraphy of the Chattanooga Shale (Upper Devon 82-580 
Tent S, Genser eeieny, See wpe oo Stratospheric aerosol modification by supersonic t 82-755 
: a : ? stream flow and passenger movements :report 6 /, E 82-891 
Part 4. Other service industries., 197 82-115 strength :report no. $ of 7 /, Statistical evaluat 82-896 
: Year end 82-757 strengthening academic and professional culture /, 82-544 
1977 census of construction industrie 82-112 the Law Library of Congress :service 82-711 
e stress and its impact in the air combat environmen 82-267 
1977 census of wholesale trade. Volum 82-114 strike protection concepts /, Investigation of hel 82-194 
F structural crashworthiness user’s manual /, Genera 82-877 
1979., Economic indicators of the farm 82-3 8 
Statistics :Madison, Wisconsin, July 27-30, 1980., 82-542 degrees of freedom /, Reduction of 82-994 
status and management of the harp seal in the Nort 82-945 
“ 


“ 


engineering., A Directory of computer s 82-120 
monitor /, Advanced subsystem 82-197 
engineering, Civil & 82-120 
of compact-toroid research using high energ 82-314 
engineering, Directory of computer soft 82-120 
of the Great Plains coal gasification plant 82-464 structure and management of the migrant health pro 82-483 
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structures 


and prediction of recovery region hydrod 
for Meramec Lake, Meramec River, Missour 


report, courthouse and jail wing, archit 


é Arkansas :hydraulic model investigation 


” Directory of federal regional 
” United States directory of federal reg 
structures in southeast Asia /, Command and contro 


“ 


maintenance concepts /, Advanced 


to resist earthquake effects., RECUR :e 


“ 


to resist earthquake effects., RESPLOT 
“ 
to resist earthquake effects, SIMQKE : 
student attitudes toward the Air Force traffic saf 
students /, High school and beyond :a national lon 
“ 


and faculty :strengthening academic and p 
“ 
to higher education :a reference handbook 
studies :an approach to bringing institutional fac 


by the Social Security Administration, 193 

for automated guideway transit systems :cl 

in the public domain., CRS 

‘marine mammals of the Southern California 


of flexilevel testing in Air Force technic 


“ 


of the electronics and helicopter industri 
“ 
of the legal and institutional obstacles a 
Subject headings used in the Library of Congress P 
“ 


statistics., 1977 census of wholesale trad 
subjected to turbine fragments /, Simplified damag 
submitted to the Clerk of the House pursuant to 2 
subsidy :, Air carrier 


transportation program for elderly and han 

subsonic speeds /, Longitudinal aerodynamic charac 

Subsurface pulsed radar measurements :Beatty, Neva 
“ 


radar profiling field tests at low-leve 
subsystem status monitor /, Advanced 
subtask report :validation of the guidelines for p 
success :report to the Congress /, Management prob 
“ 


‘summary : report to the Congress /, Manag 
suction /, Survey and bibliography on attainment o 
Suffolk , Virginia., Soil survey of city of 
sugar agreement, (1977) :between the United States 
suitability report, Scab Creek /, Wilderness 
sulfide and polycrystalling silicon) /, Environmen 

“ / 


cadmium sulfide and polycrystalling silico 
Sulfur and pyrites 
“ 


and pyrites., Preprint from the ... Bureau 
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summaries, FY 1980-1984 /, Plan 82-882 
summary /, Evaluation of freeway high occupancy ve 82-845 
“ 


/, The protection of farmland :a reference 

: report /, Family planning clinics can pr 

: report /, Improving the management and c 

: report to the Chairman, Select Committee 

: report to the Congress /, Changes in nat 

: report to the Congress /, Cost cutting m 

: report to the Congress /, Federal electr 

: report to the Congress /, Health systems 

: report to the Congress /, Improving inde 

: report to the Congress /, Interior’s rep 

: report to the Congress /, Issues in leas 

: report to the Congress /, Management pro 

: report to the Congress /, Minerals manag 

: report to the Congress /, Most Federal a 

: report to the Congress /, Proposals for 82-472 
: report to the Congress /, Revising socia 82-477 
: report to the Congress /, The financial 82-474 
: report to the Congress /, Voluntary earl 82-470 
: report to the Congress /, Weak internal 82-448 
: report to the Congress /, Weak internal 82-451 
of accounts and deposits in all mutual sav 82-941 
of activities : 82-912 
of activities ... Congress : 82-914 
of federal hunting regulations. 82-640 
of H.R. 1 (as introduced) /, Background in 82-1100 
of H.R. 4242 :, Comparative 82-1113 
of legislative activities and accomplishme 82-1097 
of testimony at July 1979 public meetings 82-840 
of testimony on President Reagan’s social 82-1122 
of testimony received on the Hospital Cost 82-1119 
of the open file on truck size and weight 82-841 
of the Tax Incentive Act of 1981, H.R. 424 82-1124 


report of the Committee on the District of 82-910 





January 1982 


report on real property owned by the Unite 82-514 


report, September 21, 1978 /, DES Task For 82-546 


with comparative data., Local climatologic 82-127 


Alabama., Climatological data, annual 82-125 


Alabama-Montana., 1977 census of manufact 82-106 


Arizona., Climatological data, annual 82-126 


Frozen fishery products, annual 82-129 


National 82-941 


Nebraska-Wyoming., 1977 census of manufac 82-107 
” New York landings, annual 


82-128 
Sumter National Forest (Andrew Pickens Ranger Dist 


82-21 
82-576 
82-1035 
82-741 
82-204 
82-755 
82-478 
82-498 


Sun Valley grazing environmental impact statement 
sunset of the Civil Aeronautics Board :, Early 
superalloy composites using a thermal-conductivity 
supercritical helicopter shafting /, A computerize 
supersonic transport operations with climate impli 
supplemental security income checks :report to the 
supplies and spare parts can save millions without 


“ 


since passage of the Natural Gas Policy A 82-466 


“ 
since passage of the Natural Gas Policy A 


82-467 
supply and demand information can be used to incre 
“ 


82-694 


disruption /, Cobalt :effectiveness of alte 82-567 


Effects of air quality requirements on co 
Supplying Washington’s Army / 
support :, Terrorism, origins, direction, and 
“ 


82-602 
82-189 
82-1082 


center, emergency operations facility and 82-981 


document for notice of proposed rulemaking 82-320 


document for the proposed energy performan 82-316 


document for the proposed energy performan 82-317 


document for the proposed energy performan 82-318 


document for the proposed energy performan 82-319 


equipment and associated maintenance manpo 82-259 


of nuclear power plants /, Criteria for pr 82-949 


of testing and instruction /, Development 82-279 


requirements of excavations in jointed roc 82-164 


software /, Computer-assisted instruction 82-295 
itest case study., Seaborne logistic 

supports :an interactive graphics based analysis o 

Supreme Court in Court of Claims cases /, Cases de 


surface coal mine respirable dust concentrations m 
“ 


82-151 
82-164 
82-666 
82-698 


preparation for coatings. 82-244 





survey 


with compound-angle (30° and 45°) hole inj 
surfaces ., Over-rust primers for steel 
Surgery , pursuant to Public Law 96-330., Veterans’ 
surveillance system development :report to the cha 
survey /, Report on the 1975 officers’ OER opinion 


82-727 
82-232 
82-1115 
82-445 
82-258 


and bibliography on attainment of laminar f 82-753 


:August - September 1978 /, EPA utility FGD 


82-356 
Edgefield County, South Carolina., Soil 82-47 
‘January - March 1980 /, EPA utility FGD 82-361 
of activities of the House Committee on Rul 82-918 
of city of Suffolk, Virginia., Soil 82-64 
of Clay County, Nebraska., Soil 82-43 
of Clinton County, Iowa., Soil 82-44 
of Columbia, McDuffie, and Warren Counties, 82-45 
of Dearborn and Ohio Counties, Indiana, So 82-46 
of Essex County, Massachusetts, northern pa 82-48 
of Fremont County, Wyoming, Lander area, S 82-49 
of Grand Forks County, North Dakota. Soil 82-51 
of Grant County, Oregon, central part., Soi 82-50 
of human operator modeling techniques for m 82-273 
of Juniata and Mifflin Counties, Pennsylvan 82-52 
of Lafayette County, Mississippi., Soil 82-53 
of Lee County, Alabama., Soil 82-54 
of Lunenburg County, Virginia., Soil 82-55 
of Lyon and Trigg Counties, Kentucky., Soil 82-56 
of Martin County area, Florida., Soil 82-57 
of Montgomery County, Kansas., Soil 82-58 
of Neshoba County, Mississippi., Soil 82-59 
of O’Brien County, Iowa., Soil 82-60 
of Pope County, Arkansas., Soil 82-61 
of professional, administrative, technical, 82-673 
of Rabun and Towns Counties, Georgia., Soil 82-62 
of San Miguel County area, New Mexico., Soi 82-63 
of small business programs of the federal g 82-923 


of Tuscaloosa County, Alabama., Soil 82-65 


of Wapello County, Iowa., Soil 82-66 
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survey-data 


of Warren County, Kentucky., Soil 
Cleveland, Ohio /, Municipal government wa 
Cleveland, Ohio, metropolitan area /, Area 
Gainesville, Florida, metropolitan area /, 
 Greensboro-Winston-Salem-High Point, North 


Oklahoma City, Oklahoma, metropolitan area 


?, Why a farm energy 
survey-data management system /, Operational loads 
surveys, Milwaukee, Wisconsin /, Municipal governm 
survivability flight controls design /, High 
susceptibility of western white pine in the Northe 
sustained yield units ten-year timber management p 
Sustained Yield Unit 13, 10-year timber management 
swelling and rupture models for LOCA analysis /, C 
synchronous and nonsynchronous whirl control /, En 
system /, Airborne electro-optical sensor simulati 
“ 
/, Considerations on nuclear data link imp! 
/, Flight test evaluation of the high inert 
/, Operational loads survey-data management 
/, Self-issued wilderness permits as a use 
/, SERI laser scanner 
/, The Predesign phase of the second-genera 
/, Traffic safety demonstration program mod 
:, Competition and conditions in the financ 
:authoring support software /, Computer-ass 
conceptual study /, Mini-RPV launch 
:design, specification, and operation /, Pa 
development /, Pilot selection 
development :report to the chairman, Securi 
(final standard for public comment)., U.S. 
for a Mach 2.5 axisymmetric mixed-compressi 
for Air Force technical training :analysis 
for Bay Springs Lock, Tennessee-Tombigbee W 
investment analysis :description of the rai 
investment analysis :financial analysis of 
investment analysis :manual for determining 
investment analysis :manual for determining 
is continued :summary : report to the Congr 


is to continue :report to the Congress /, C 
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82-208 
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82-1027 


82-295 
82-211 
82-263 
82-272 
82-445 
82-876 





Title Keyword Index 


principles and prohibiited personnel practi 
reliability study evaluation /, V. C. Summe 
report 3 /, Changes in transit operational 
report 5 /, Effect of the park N’ ride fac 
under simulated and natural icing condition 


draft environmental impact statement :Trai 


i Energy conservation calculations for nigh 


” Modular boiler 

. Specification currency list for procureme 

‘ Steel/ply attack-resistant wall 

) Temperature setback guide for central air 

” ‘Temperature setback guide for forced air 

. Temperature setback guide for heating and 
: Temperature setback guide for packaged he 
i Temperature setback guide for steam radia 
” ‘The Civil Service retirement 

. The Federal wage 


f 1970-1972 /, By the numbers :the reform of 
systematic procedures designed to assist in the pr 
systems /, Federal information sources and 

“ 
/, Systems operation studies for automated 


. and equipment required for safe shutdown o 
:classification and definition of AGT syst 
development :report /, Government-wide gui 
for application to airborne wind measureme 
for reducing discipline failure in BCT /, 
in the multilateral development banks :rep 
in the multilateral development banks :sum 
investigation-phase III study :technical r 
on bus travel times and schedule variabili 
on NW 7th Avenue traffic stream flow and p 
operation studies for automated guideway t 
plans :a poor framework for promoting heal 
plans :a poor framework for promoting heal 


report 1 /, Evaluation of the NW 7th Aven 


82-775 
82-991 
82-889 
82-890 





January 1982 


role in flight simulators for flying train 
should be used :report to the Congress /, 
(SPS) concept definition study (exhibit D) 


(SPS) concept definition study (exhibit D) 


related to NASA’s Aerospace Program :a bi 


thermal analysis and performance comparis 


T 


tables /, Characteristics of admissions to selecte 


82-557 
tactical air command preliminary evalution /, Skil 
“ 


82-304 


flying /, Development and application of 


82-291 
Taiwan, Mineral industry of 
“ 


82-630 


Preprint from the ... Bureau of Mines Min 
Tama County :a report /, Race relations in 
tank (LWT) /, Preliminary vibration, acoustic, and 
TAP), air traffic control center, air traffic cont 
Targeted jobs tax credit : 
tariff concessions, to the agreement of October 30 


82-630 
82-143 
82-756 
82-865 
82-1056 
82-794 


proposals for domestic oil refining schedul 


82-1114 
Tariffs and Trade :agreement between the United St 
“ 


82-796 


and Trade :Geneva (1979) protocol, and ann 82-794 


and Trade :international dairy arrangement 82-793 


and Trade :interpretation and application 82-791 


and Trade :technical barriers to trade : a 82-790 
and Trade :trade in civil aircraft : agree 


82-792 
task /, Undergraduate pilot training :visual discr 
“ 


82-284 


taxonomy for tactical flying /, Development a 
Task Force on Low-Level Radioactive Waste., Report 
Task IV, Development of an insolation handbook and 


“ 


82-291 
82-1000 
82-312 


Development of an insolation handbook and 
tasks /, The effects of motion and g-seat cues on 
tax and tariff proposals for domestic oil refining 
“ 


82-313 

82-748 
82-1114 
bills V :, 1981-82 miscellaneous 82-1058 
consultants /, Workshop manual on technical,e 82-315 
credit :, Targeted jobs 82-1056 
proposals :, The regional and urban impacts of 82-1040 
protester movement :, IRS response to the ille 82-1063 


straddles” :, Commodity “ 
Tax Court /, Reports of the United States 
“ 


82-1126 

82-668 
/, Reports of the United States 82-669 
reports, United States 82-668 


reports, United States 82-669 





Technology 
tax-exempt “small issue” industrial revenue bond 82-1121 
“ 


“small issue” industrial revenue bond 
Tax Incentive Act of 1981, H.R. 4242, as ordered r 
taxes :agreement between the United States of Amer 
“ 


82-1123 
82-1124 
82-780 


sagreement between the Unites States of Amer 
Taxis as public transit :a bibliography / 
taxonomy for tactical flying /, Development and ap 
team episode concerning Soviet strategic capabilit 
technical aerospace reports. Index /, Scientific a 
“ 


aerospace reports. Index /, Scientific a 
appendix /, Impact of motorcycle helmet 
appraisal program (TAP), air traffic con 


barriers to trade : agreement between th 82-790 


guidelines /, Health planning related to 82-553 


report /, Collision avoidance radar brak 82-901 


support center, emergency operations fac 82-981 


support document for notice of proposed 82-320 


support document for the proposed energy 82-316 


support document for the proposed energy 82-317 


support document for the proposed energy 82-318 


support document for the proposed energy 82-319 


training :analysis and modification /, F 82-282 


training centers :present and potential 82-283 


training courses /, Simulated and empiri 82-262 


and clerical pay /, National survey of 82-673 


economic and legal considerations for e 
technique and utilization /, Career area rotation 


82-315 
82-289 


for supercritical helicopter shafting /, 
techniques /, Analysis of helicopter fault isolati 
“ 


82-204 
82-225 
/, Investigation of advanced prognastic 82-223 
convention between the United States o 82-789 
for analysis of dilute primary-treated 82-742 
for measurement applications /, Survey 82-273 
for validation of railcar dynamic analy 82-854 


in drinking water treatment :papers pre 
technologies /, A quality assurance and standards 
“ 


82-347 
82-323 


82-330 
82-1102 


/, A standards application and develo 
Technology and innovation for manufacturing : 
“ 
development report /, HLH rotor blade m 82-205 
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telecommunications 


for spray painting /, An evaluation of 
fuel mass flowmeter /, Advanced 
information for developing countries :s 
investigation /, Helicopter external lo 
on military manpower requirements, read 
resources., National patterns of scienc 
” BLS publications on productivity and 
safety, and costs of decommissioning a 


safety, and costs of decommissioning r 
icati :, Information and 





data transfer standards /, Poli 
television projector :analysis, investigations, de 
Temperature setback guide for central air-handling 
“ 


setback guide for forced air furnance 
setback guide for heating and ventilat 
setback guide for packaged heating and 


setback guide for steam radiation/conv 
moisture, concentration, pressure, an 
temperatures in an argonaut reactor core following 
ten-year timber management plan :Department of the 
Tennessee /, The 1980 National Rail-Highway Crossi 


Management improvement under fiscal li 
Tennessee-Tombigbee Waterway , Mississippi :hydraul 
Tennessee Valley Authority oversight : 
tensor for two-dimensional Eulerian models /, An o 
termal-hydraulic analysis /, An overview of rod-bu 
terminal alternative for learning center managers 


“ 
equipment keyboard display printer set /, 
instrument procedures (TERPS) development 
storage program :national site characteri 
termination of electric service and gas service /, 
terms and definitions., The Employment and Trainin 
TERPS) development program :final report /, Helico 
Terrorism, origins, direction, and support : 
test /, Light truck aggressivity study :test repor 
“ 
and evaluation of the transfer of training /, 
case study., Seaborne logistic support : 
criteria for components on the lightweight ex 
evaluation of the high inertia rotor system / 
for selection of airmen for the radio communi 


form N :development and standardization /, Ai 


item banking /, Automated 
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82-863 
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82-235 
82-239 
82-238 
82-236 
82-237 
82-950 
82-998 
82-578 
82-853 
82-565 
82-170 
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82-871 
82-990 
82-302 
82-872 
82-880 
82-335 
82-341 
82-693 
82-880 
82-1082 
82-905 
82-297 
82-151 
82-756 
82-222 
82-266 
82-278 


82-270 





Title Keyword Index 


methods for certifying air-purifying respirat 

of an electrofluidic servovalve /, The design 
program progress report for April-June 1978 / 
report 5, car-to-car rear-end impact test /, 
S-07-10 :(baseline test series) /, Experiment 
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in the centers of large cities :a joint re 
laws annotated 1979 / 
operations and safety of ramps and speed c 
safety course /, Measuring student attitud 


. safety demonstration program modeling syst 


stream flow and passenger movements :repor 


Highway construction, safety, and 
trafficability enhancement using sand-grid confine 
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variations in coaxial cylindrical conductors deter 
variety of officer specialties with the educationa 
various departments concerning the shipyard improv 
vectored-engine-over-wing configuration at subsoni 
vegetation types of the Pacific Northwest /, Photo 

“ 


82-888 
82-719 
82-959 
82-260 
82-1016 
82-746 
82-36 


San Francisco Bay, California /, Bank 
vehicle evaluation :final report /, Massachusetts 
“ 


82-185 
82-859 
lanes and ramp metering /, Evaluation of f 82-844 
lanes and ramp metering :executive summary 82-845 
propulsion and solar electric storage /, R 

safety standard no. 208 occupant crash pro 82-902 
safety standard 108, side marker lamps (on 82-897 
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Veterans’ Affairs, House of Representatives., Acti 
veto proposals :, Legislative 
vibration /, Evaluation of pylon focusing for redu 
“ 


82-1115 
82-919 
82-1083 
82-219 


acoustic, and shock design and test cri 
vicinity of Big Stone Gap, Wise County, Virginia / 
videorecording /, Topical anesthesis for endoscopi 
“ 


82-756 
82-580 
82-906 


/, Treatment for fractures 
Views of the Committee on Appropriations, United S 
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volumes of the documents and reports of the ... Co 
Voluntary early retirements in the civil service t 
“ 


early retirements in the civil service t 
volunteers for Peace Corp Service :some areas need 
vulerable to fraud, waste, and abuse :report to th 
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off the Pacifif coast :, Ocean dumping of ra 


terminal storage program :national site char 


and abuse :report to the Congress /, Weak i 


and abuse :summary : report to the Congress 
wastes /, Transportation issues regarding low-leve 
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